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For details of matches involving Australia, refer to my compilation titled 


Australia's International Socker Results 1922 - 1929 


Test matches shown as BOLD 


Tournament 


Sydney 
Sydney 


Sydney Metropolitan XI 
Wednesday Metropolitan 


New Zealand 
New Zealand 


Sydney 
Sydney 


Sydney 


New South Wales 
The Navy 
New South Wales 


New Zealand 
New Zealand 
New Zealand 


Newcastle 


Northern Districts 


New Zealand 


Newcastle 


Northern Districts 


New Zealand 


Sydney 


Granville & District 


New Zealand 


Wollongong 


South Coast 


New Zealand 


Sydney 
Sydney 


Sydney Metropolitan XI 
New South Wales 


New Zealand 
New Zealand 


Place 


Teams 


Score 


Tournament 


Sydney 
Sydney 
Newcastle 


Granville 
New South Wales 
Newcastle 


New Zea 
New Zea 
New Zea 


land 
land 
land 


Ipswich 
Brisbane 
Nambour 


Ipswich 
Queensland 
North Coast 


New Zea 
New Zea 
New Zea 


land 
land 
land 


Brisbane 
Cessnock 
Sydney 


Australia 
South Maitland District 
Australia 


New Zealand 


New Zea 


land 


New Zealand 


Sydney 
Sydney 
Sydney 
Newcastle 
Weston 


Sydney Metropolis 
Granville 
New South Wales 
Australia 
South Maitland 


New Zea 
New Zea 
New Zea 


land 
land 
land 


New Zealand 


New Zea 


land 


Woolongomg 


South Coast 


New Zea 


land 


Lithgow 


Western District 


New Zea 


land 


Sydney 
Sydney 
Sydney 
Sydney 


New South Wales 
Sydney Metropolis 
Australia 
Granville & District 


Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 


Newcastle 


Australia 


Chinese XI 


Newcastle 


Newcastle 


Chinese XI 


Wollongong 
Cessnock 
Brisbane 
Ipswich 


South Coast 
Maitland 
Queensland 
West Moreton 


Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 


Brisbane 


Australia 


Chinese XI 


Tamworth 


New England XI 


Chinese XI 


Sydney 
Harden 
Melbourne 
Adelaide 


Australia 
Sydney Metropolis 
Australian XI 
South Australia 


Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 


Adelaide 


Australia 


Chinese XI 


Melbourne 


Victoria 


Chinese XI 


Hobart 
Hobart 
Launceston 
Launceston 
Melbourne 
Wollongong 


Tasmania 
South Tasmania 
Tasmania 
North Tasmania 
Victoria 
South Coast 


Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 


Place Teams Score Tournament 
Sydney Sydney Metropolis Canada 
Wollongong South Coast Canada 
Sydney New South Wales Canada 
Sydney Granville & District Canada 
Newcastle Newcastle & District Canada 
Cessnock South Maitland Canada 
Brisbane Brisbane Canada 
Brisbane Queensland Canada 
Brisbane Australia Canada 
Ipswich Ipswich & West Moreton Canada 
Tamworth Central Northern District Canada 
Sydney Australia Canada 
Sydney Sydney Metropolis Canada 
Wollongong South Coast Canada 
Sydney Australia Canada 
Sydney Balmain District Canada 
Newcastle Australia Canada 
Melbourne Victoria Canada 
Melbourne Australian XI Canada 
Adelaide South Australia Canada 
Adelaide Australia Canada 
Melbourne Victoria Canada 
Wollongong South Coast Canada 
Cessnock South Maitland Canada 
Sydney Australia Canada 
Newcastle West Wallsend Canada 


Place 


Teams 


Score 


Tournament 


Perth 
Fremantle 
Adelaide 


Perth Metropolitan XI 
Western Australia 
South Australia 


England 
England 
England 


Adelaide 
Melbourne 
Melbourne 


Australian XI 
Victoria 
Australian XI 


England 
England 
England 


Sydney 
Sydney 
Wollongong 


New South Wales 
Sydney Metropolis 
Illawarra District 


England 
England 
England 


Sydney 


New South Wales 


England 


Newcastle 


Northern District 


England 


Ipswich 


Ipswich & West Moreton 


England 


Brisbane 


Queensland 


England 


Bundaberg 
Brisbane 
Toowoomba 
Sydney 


North Queensland 
Australia 
Toowoomba 
Australia 


England 
England 
England 
England 


Newcastle 


Newcastle 


England 


West Maitland 


Australia 


England 


Cessnock 
Sydney 
Sydney 

Melbourne 


South Maitland 
Australia 
Granville District 
Australia 


England 
England 
England 
England 


Fremantle 


Western Australia 


England 


Perth 


Western Australia 


England 


Place 


Teams 


Score 


Tournament 


Perth 
Cottesloe 
Adelaide 


Western Australia 
Western Australia 
South Australia 


Bohemians (Czechoslovakia) 
Bohemians (Czechoslovakia) 
Bohemians (Czechoslovakia) 


Adelaide 
Sydney 
Melbourne 


Australian XI 
New South Wales 
Victoria 


Bohemians (Czechoslovakia) 
Chinese XI 
Bohemians (Czechoslovakia) 


Sydney 
Melbourne 
Newcastle 


Sydney Metropolis 
Australian XI 
Northern Districts 


Chinese XI 
Bohemians (Czechoslovakia) 
Chinese XI 


Wagga Wagga 


Wagga Wagga 


Bohemians (Czechoslovakia) 


Melbourne 


Victoria 


Chinese XI 


Sydney 


New South Wales 


Bohemians (Czechoslovakia) 


Adelaide 


South Australia 


Chinese XI 


Wollongong 


Illawarra District 


Bohemians (Czechoslovakia) 


Newcastle 


Northern Districts 


Bohemians (Czechoslovakia) 


Fremantle 


Western Australia 


Chinese XI 


Cottesloe 
Sydney 
Cessnock 
Brisbane 


Western Australia 
Australia 
South Maitland 
Queensland 


Chinese XI 
Bohemians (Czechoslovakia) 
Bohemians (Czechoslovakia) 
Bohemians (Czechoslovakia) 


Cottesloe 


Western Australia 


Chinese XI 


Ipswich 


Ipswich & West Moreton 


Bohemians (Czechoslovakia) 


Adelaide 

Brisbane 

Adelaide 
Newcastle 


South Australia 
Australia 

Australian XI 
Newcastle 


Chinese XI 
Bohemians (Czechoslovakia) 
Chinese XI 
Bohemians (Czechoslovakia) 


Sydney 


Sydney Metropolis 


Bohemians (Czechoslovakia) 


Melbourne 


Metropolitan Soccer Association 


Chinese XI 


Sydney 
Melbourne 
Melbourne 
Fremantle 
Melbourne 


Australia 
Victoria 
Victoria 

Western Australia 
Australian XI 


Bohemians (Czechoslovakia) 
Chinese XI 
Chinese XI 
Bohemians (Czechoslovakia) 
Chinese XI 


Sydney 
Sydney 
Sydney 


Sydney Metropolis 
Australia 
Gladesville-Ryde 


Chinese XI 
Chinese XI 
Chinese XI 


Newcastle 


Newcastle 


Chinese XI 


Brisbane 


Australia 


Chinese XI 


Brisbane 


Brisbane 


Chinese XI 


Ipswich 


Ipswich & West Moreton 


Chinese XI 


Newcastle 


Newcastle 


Chinese XI 


Cessnock 
Kurri Kurri 
Wollongong 
Sydney 


South Maitland 
South Maitland 
Illawarra District 
Gladesville-Ryde 


Chinese XI 
Chinese XI 
Chinese XI 
Chinese XI 


Sydney 


Sydney Metropolis 


Chinese XI 


Weston 


South Maitland 


Chinese XI 


Townsville 


Townsville 


Chinese XI 


Cairns 


Cairns 


Chinese XI 


1905 
Following the tour to New Zealand in 1904 by a New South Wales side, New Zealand recriprocated with a tour in 1905. This was the first tour to Australia by an overseas team. 


It was normal practice for touring teams to Australia (especially in the early years) to play a series of regional challenge matches. 
The reason for these games was twofold:- 

1) to finance the tour. 

2) to spread the Association football code 


The tour to Australia by New Zealand was to New South Wales only, without any internationals being played. 


The New Zealand team arrived on the S.S. Monowai on Wednesday 14th.June 1905. The team consisted of 15 players:- 
Fitzgerald (Wellington) 
Clapham (Wellington) 
Harrison (Otago) 
Newman (Otago) 
Taylor (Wellington) 
Jones (Canterbury) 
Middlemas (Otago) 
Forrest (Canterbury) 
Ussher (Otago) 
Chadwick (Otago) 
Morrison (Otago) 
Brown (Otago) 
Foreshaw (Auckland) 
Mawson (Wellington) 
Bissett (Wellington) 


Date & Time Venue Weather 


Temperature 


Attendance 


17th. June 1905, 15.15 Epping Racecourse, Glebe, Sydney, N.S.W. Good 


Sydney Metropolitan XI..3 v. New Zealand..2 


3500 


half time, Sydney Metropolitan X1..3 v. New Zealand..2 
Substituted 
(minute) No. 
START LIST 


Goal 
(minute) 


Retired 
Injured 


Goal 


Position Name Sent Off Position Name (minute) 


Retired 
Injured 


Substituted 


Sent Off | (minute) 


GK 
RB 


Richard "Dick" Hughes (Balmain GK 


RB 


M.Fitzgerald 


Jim Christie (c ) (Glebe) 
William "Billy" Bridge (Ultimo, 


Robert Bryers (Rozelle) 


A.Clapham 
E.Newman 


T.Forrest 


LB LB 


T.Rose (Balmain) W.J.Taylor (c ) 


Percy Timms (Pyrmont) G.Middlemass 


F. Willisford (Granville) S.Brown 


William "Billy" Carroll (Pyrmont) 


William "Will" Carey (Pyrmont) 
H.Williams (Ultimo) 


A.Bissett 


M. Chadwick x 


CF 
IL 


CF 
IL 


ee ee 


OL Tommy Keith (Rozelle) OL W.Mawson 


SUBSTITUTES 


Harrison 


Team Coach Team Coach 


Team Manager [Team Manager H.G.Mayer 


Referee H.G.Thompson 
F.Ussher 


Smedley 
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the Referee, 21/6/1905, page 8 http://trove.nla.gov.au/ndp/del/article/120498397 


Sydney Sportsman, 21/6/1905 http://trove.nla.gov.au/ndp/del/article/167208945 
Sunday Times, 18/6/1905, page 8 http://trove.nla.gov.au/ndp/del/article/125864946 
Newcastle Morning Herald, 19/6/1905, page 3 http://trove.nla.gov.au/ndp/del/article/138387740 


match report from The Sydney Morning Herald, 19/6/1905, page 10 http://trove.nla.gov.au/ndp/del/article/28240759 

The New Zealand team of British Association footballers played the first match of their tour at Epping Racecourse on Saturday against a metropolitan eleven. The result was a win for Sydney by three goals to two. 

The conditions were most favourable, bright sunshine prevailing, while the light breeze assisted neither side. The ground was in first-class order, and the attendance between three and four thousand. It is a pity that for 
such an important engagement a more central ground was not obtained, so as to have afforded the general public a better opportunity of being present, but Epping Racecourse is in the very heart of the districts where 
"Soccer" is extensively played, and it was this, no doubt, which influenced the association in making the choice of ground. In one respect Saturday's match marked an important ?? in the game. It is no uncommon 
sight to see New Zealand and New South Wales teams meeting in Sydney to decide the question of Rugby supremacy, but this is the first time the representatives of Maoriland have met here under British Association 
rules. Now that the ice has been broken there is no reason why there should not be a regular interchange of visits, and if these can be brought about they are sure to have far-reaching influence on the game. Even now 
enthusiasts are talking about the visit of an English team. As showing the great e??-mation in which this game is held in England, where Rugby takes a very secondary rank to it, it need only be mentioned that at the 
final between Aston Villa and Newcastle United, played at the Crystal Palace Ground in April, the official estimate of the attendance was 101,000, and even this is some thousands below the record. 

So far as Saturday's match is concerned, the better team on the day won. The Metropolitan forwards displayed superior combination to that of the visitors while the back division was also sound in defence. In the first 
half the local team did most of the attacking, but play was more even in the second spell. For the winners Williams, the centre forward, played a very good game, and his efforts were ably seconded by Keith. The latter 
played as substitute for Moore, who was ill, and proved his worth by scoring two out of the three goals registered by the home team. The visitors showed plenty of pace, Mawson and Chadwick in the forwards and 
Forrest and Harrison, the last named coming on in place of Middlemass. Judging from Saturday's performance, the New Zealanders are a good combination, and are certain to be seen to better advantage after a match 
or two. 

The teams were:- 
New Zealand - Goal, Fitzgerald; full-backs, Newman and Clapham; half-backs, Forrest, Taylor, Middlemass; forwards, Brown, Bissett, Foreshaw, Chadwick, Mawson. 

Metropolis. - Goal, R. Hughes; full-backs, J.Christie, W.Bridge; half-backs, R.Bryers, T.Rose, P.Timms; forwards, Willisford, W.Carroll, W.Carey, ? Williams, and Keith (Moore indisposed). 

Referee: Mr.Thompson. 

Sydney won the toss, and started with the sun behind them. Play was very even for a time, a ??? by Sydney transferring the ball to the opposition back division, but Clapham cleared. A free kick was given against 
New Zealand, but Fitzgerald stopped. Some pretty passing ensued, from which Bridge conceded a corner, but without incident. The ball travelled up and down for a spell, both teams displaying good combination and 
headwork, the home side having slightly the advantage. Keith heading the ball sent it to Williams, who had a try at goal, but Fitzgerald was in the way. New Zealand now broke away, and Mawson taking the ball down 
the line a corner resulted against Sydney. Bissett, securing, shot for goal. The ball was stopped just in front of the posts, and Brown following on scored. New Zealand 1 to nil. 

Shortly after kicking off again, Middlemass was hurt but kept on playing. Operations were confined to New Zealand territory, and Carroll attempted a shot goal, which was blocked by Foreshaw. A further shot by Keith 
went into the net, but was disallowed for off-side. Sydney still keeping the pressure on, Bryers sent to Williams, who equalised matters. 1 all. 

On resuming play New Zealand were for a time without Middlemass, whose injury now forced him to retire, and Harrison came on in his place. Sydney were now making the pace, and from play in front of the posts, 
Keith secured, and with an excellent shot, put his side in the lead. Sydney, 2 to 1. 

The short passing game of the metropolitan forwards was again successful, Williams sending to Carroll, who transferred to Keith, who negotiated another goal for his team. Metropolitan, 3 to 1. 

New Zealand was now put on their mettle, and their forwards keeping the ball between them, Chadwick dribbled through. Sydney, 3 goals to 2. 

A further attack was made on Sydney's goal, but the defence of Bridge and Christie was too sound, and the half-time which sounded with the score 3 to 2 in favour of Sydney. 

On resuming operations, New Zealand attacked, but Bridge cleared. The visitors were awarded a free kick for Sydney handling the ball, and Keith securing, dribbled down the field, but Chadwick sent the ball out of 
bounds. Some good heading by Williams and Keith followed, and the ball went behind. A free kick was awarded New Zealand for Hughes handling out of his limit. Some excellent passing by Sydney resulted in 
Williams sending the ball to Carroll, who shot, Fitzgerald saved, but in doing so, ran too far, and a free kick was granted the Metropolis, which however, sent the ball outside the posts. Close play followed near the 
visitors’ goal line, and at length Newman cleared. Play was now very fast, the ball going from one end of the field to the other. A fast rush by Sydney terminated in Williams putting in a shot, which went over the bar. 
An excellent try at goal by Rose, was sent back by Fitzgerald, and New Zealand obtaining, dribbled to Sydney's back division, but Mawson's effort to score was unsuccessful. New Zealand continued to attack, and a 
corner was given against Sydney, but went wide. Another rush by the visitors, and Chadwick tried at goal, but Bridge intercepted. Play was interrupted for a time on account of Harrison being hurt. Carey passed to 
Williams who headed to Keith, but the lastnamed was off-side, and thus gave New Zealand a free kick. The visitors then dribbled down the ground. A good chance to centre was missed by Bissett, who touched the 
ball with his hand. Following on their advantage, the visitors confined play to their opponents' quarters, but though they made desperate efforts to equalise the scores, the home team's back defence was sufficiently 
sound, and the conclusion of the game saw Sydney winning by 3 goals to 2. 
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Date & Time Venue Weather Temperature Attendance 
21st. June 1905, Epping Racecourse, Glebe, Sydney, N.S.W. 


Wednesday Metropolitan..3 v. New Zealand..8 


half time, Wednesday Metropolitan..3 v. New Zealand..4 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) i: Position (minute) | Injured | Sent Off | (minute) 


START LIST 


Bull (H.M.S. Wallaroo) M.Fitzgerald 


McCormack (H.M.S. Wallaroo) A.Clapham 


W.Baker J.Harrison 


Horder (Granville) 


CH McGregor (Granville 
Brown (Balmain) 
Callaghan (Glebe, x 


IR Warren Bardsley (Pyrmont) W.Foreshaw 
CF Hodges (H.M.S. Wallaroo, A.Bissett 


McGuire (Glebe) X, X(pk) 


F.Dunn (Pyrmont) 


E.Lyons 
Linesman 


Linesman 
Wednesday Metropolitan was also shown as N.S.W. Wednesday Association. 


match report from The Sydney Morning Herald, 22/6/1905, page 7 http://trove.nla.gov.au/ndp/del/article/14696727 

Played on the Epping Racecourse yesterday afternoon, and won by New Zealand by 8 goals to 3 goals. There was a moderate attendance. 

The teams were :- 

Wednesday Metropolitan - Bull, goal; McCormack, Baker, backs; Horder, McGregor, Brown, halves; Callaghan, W.Bardsley, Hodges, McGuire, F.Dunn, forwards. 

New Zealand - Fitzgerald, goal; Harrison,Clapham, backs; Forest,Taylor, Jones,halves; Brown, Foreshaw, Bissett, Ussher, Mawson, forwards. 

Mr E Lyons was referee. 

New Zealand won the toss, and McGuire kicked off for the local team. Soon after starting the New Zealanders became aggressive, and Foreshaw securing scored first goal for the visitors. 

In play again, good all-round play was shown, Bissett doing specially good work on the wing for New Zealand, and it was not long before he registered their second goal. 

The visitors showed superior tactics as the game progressed, but the local men played up well and Callaghan was the means of securing their first goal. 

Lively play followed, and, the New Zealanders pressing, Bissett added a third goal to their account. 

The home team then took a hand, and some good combined work resulted in McGuire getting possession and putting it into the nets. New Zealand 3 goals; Metropolitan, 2 goals. 

The locals were then called upon to defend their territory, but Bull, at goal, proved equal to the emergency, repulsing a perfect bombardment, four or five shots for goal being staved off. At length Bissett was again 
instrumental in scoring, making the fourth goal for the visitors. In play again, McGuire, from a penalty kick, made no mistake, and at half-time the score stood - New Zealand, 4 goals; Wednesday Metropolitan, 3 goals. 
In the second half the New Zealanders continued aggressive tactics, and frequently had the ball in the vicinity of the Metropolitan's goal; but good play by Bull at the posts, and McCormack and Baker, backs, saved 
disaster. From a penalty kick, Metropolitan gave a corner, but nothing resulted. New Zealand came with a rush, and Foreshaw getting possession, worked the ball down and sent it into the nets in good style. 

New Zealand, 5 goals; Metropolitan, 3 goals. 

Metropolitan now made an effort, but, the Maorilanders pressing, soon worked the ball to their oponents' goal. Forrest getting possession made a splendid shot, but Bull saved well. In play again, the scene of action 
was first one end and then the other. Bull showed good defence at the posts, but Brown getting possession sent it past him into the nets. New Zealand, 6 goals; Metropolitan, 3. 

Shortly after resuming, the play being still in the locals' territory, Mawson had a shot, and made no mistake. New Zealand, 7; Metropolitan,3. 

A good rush by New Zealand forwards brought the home line once more into danger, and, Foreshaw securing, made a fine shot, which was cleverly stopped by Bull. Give and take play followed for a time, but the New 
Zealanders working better together soon had the locals in difficulties again. An excellent shot for goal was stopped by Bull, but Brown getting possession immediately put it into the nets. 

When the whistle sounded, the scores were - New Zealand, 8 goals; Metropolitan, 3 goals. 


Several newspaper reports of this match have the score as Wednesday Metropolitan..3 v. New Zealand..7 
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Date & Time Venue Weather Temperature Attendance 
24th. June 1905, Epping Racecourse, Glebe, Sydney, N.S.W. Good 3000 

New South Wales..4 v. New Zealand..6 
half time, New South Wales..3 v. New Zealand..1 


Goal Retired Substituted Goal Retired Substituted 
Position Name minute) | Injured | Sent Off | (minute, No. Position (minute) | Injured | Sent Off | (minute 


START LIST 
GK Thomas Spencer (Pyrmont) GK M.Fitzgerald 
RB Jim Christie (Glebe) X(og) A.Clapham 
LB A.McMahon (Glebe) x J.Harrison 
RH Robert Byres (Rozelle) RH T.Forrest 


wuteyor(e) |x 
CH (Helensburgh) W.J.Taylor (c x 

oF 
OR C.Tolhurst_ (Woonona, x OR S.Brown 15 

CF H.Andrews (Wallsend Rovers, CF A.Bissett X, X 
IL William "Will" Carey (Pyrmont) x ; 

OL Andy Rae (Balgownie) 80 

Team Coach 

Team Manager Team Manager 

John Thompson 


W.Morrison 
Myles 


pe) 
3)5/9 
2 
$818 
3/3/82 
o/ 
3(5 


the Sydney Morning Herald has the N.S.W. scorers as Andrews, Moore, Tolhurst and McMahon; and New Zealand scorers as Brown, Bissett, Taylor, Ussher (2) and an own goal to Christie. 


Referee, 28/6/1905, page 8 http://trove.nla.gov.au/ndp/del/article/120500187 
Newcastle Morning Herald, 26/6/1905, page 3 http://trove.nla.gov.au/ndp/del/article/138389923 
The Sydney Morning Herald, 26/6/1905, page 4 http://trove.nla.gov.au/ndp/del/article/14687632 

match report from the Sunday Times, 25/6/1905, page 8 http://trove.nla.gov.au/ndp/del/article/125873892 


Between two and three thousand spectators witnessed the first inter-State match of the New Zealanders’ tour at Epping Racecourse. The weather was glorious. The New South Wales team, as usual, appeared in light 
blue. The visitors, in reply to the cheers of the N.S.Welshmen, gave a Maori war cry, which highly pleased the spectators. 

NEW SOUTH WALES. - Goal, Spencer; backs, J.Christie and McMahon; halves, Byers, Richards, and P.Timms; forwards, Tolhurst, Moore, Andrews, W.Carey, and Rae. 

NEW ZEALAND. - Goal, Fitzgerald; backs, Harrison and Clapham; halves, Forrest, Taylor, and Middlemass; forwards, Brown, Bissett, Forshaw, Ussher, and Mawson. 

Referee, Mr. J.Thomson; linesmen, Messrs. W.Morrison and Myles. 

New Zealand kicked off against the sun, and attacked strongly, McMahon putting in a weak kick. The pressure was removed by Richards, who kicked well up the field. Harrison, however, returned, and a foul was 
awarded N.Z., the kick going behind. From the kick out Middlemass returned, and Mawson had a shot at goal, the ball going behind. Rae then secured and got away up the wing. Harrison blocked the run, the ball 
going into touch. Moore and Tolhurst then showed some good passing, Richards obtaining, sent in a shot, the ball going outside. 

From the kick Mawson secured and went at a great pace down the line; he sent in a splendid centre, which Forshaw headed behind. New Zealand kept up the pressure until Richards relieved. N.S.W. broke away, but 
Harrison cleared, and New Zealand again attacked. McMahon tried to head the ball, but missed, and Brown securing, sent in a shot that went just inside the post, completely beating Spencer and registering first goal 
for New Zealand after 15 minutes' play. 

From centre kick N.S.W. attacked, and some exciting work resulted. Middlemass finally cleared, but N.S.W. came again. Clapham kicking out. A foul against New Zealand for shoving was cleared by Ussher, and 
Carey, securing, shot outside. N.S.W. still pressed, and Middlemass and Taylor were prominent in defence. Tolhurst secured and sent over to Rae, whose centre was met by Andrews, who headed into the net, thus 
equalising the scores. 

New Zealand attacked, Mawson crossing well. McMahon relieved, and Richards, securing, sent on to Andrews, to Carey, whose shot for goal went out. Rae got away up the wing and shot, Fitzgerald clearing. Moore 
and Tolhurst were prominent with some good work, Moore shooting outside. Rae was prominent with a fine run up the wing, and finished by sending in a magnificent centre, which struck the inside of the post. 
Fitzgerald just got the ball in time and cleared. 

The N.S.W. forwards were penalised for interfereing with the goakeeper. Byers secured from the kicked, and passed with good judgment to his forwards, but Harrison secured and relieved. Tolhurst made a good run 
up the wing, beating the half and full-back, but finishing weakly by sending outside. New Zealand at this stage were playing anyhow, being very flurried. 

New Zealand now attacked, but Timms intercepted a pass, and sent to Rae, who got away nicely and centred to Andrews, who shot well. Fitzgerald, in saving, had to concede a corner. A short stop was made, 
Clapham hurting his knee. Ussher was not playing up to his form at all. Andrews secured, and had a shot, which was blocked; he again secured, and passed back to Carey, who sent in a splendid shot from about 
25 yards out. Fitzgerald never sighted the ball, which went into the net. N.S.W. 2, New Zealand 1. 

From the centre kick Tolhurst got away, but was blocked, and play was transferred to the other end, where McMahon relieved. The New Zealand backs were weak at this period, and New South Wales pressed. 
Tolhurst sent in a high, dropping shot, which completely beat Fitzgerald, and made N.S.W. 3 goals to 1. 
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Timms was playing well in defence at this stage. Forshaw secured, and had a shot, but Christie blocked, and sent up the field. A good chance was spoilt by Rae being off-side. N.Z. pressed, but McMahon relieved. 
Mawson made a good run, and crossed splendidly, the ball going right across the goal-mouth. No one was up to receive the ball, which went out. Timms, who was playing a great game, now retired hurt. 

Ussher shot outside, and from the kick Mawson secured, and sent to Brown, who also sent outside. New Zealand were penalised for hands. Tolhurst and Andrews put in good work. Ussher was given off-side, and 
from the kick Moore secured, but was beaten by Middlemass, the ball going outside. Rae got away, and shot, Fitzgerald saving in good style. Byers blocked Forshaw, but he again secured, and sent to Bissett. 
Spencer ran out to clear, but was beaten, and Brown sent outside the post with an open goal. 

Half-time arrived, with the score 3 goals to 1 in favor of N.S.W. 

The New Zealanders, on resumption of play, seemed quite a different team, playing a greatly improved game, Ussher, in particular, showing out. From the kick-off Richards secured, and sent to Carey, who beat 
Harrison; Clapham, however, relieved. Moore and Andrews got away, and sent to Rae, who was given off-side. A free kick against Richards was well taken by Clapham. Spencer was slow in clearing. Tolhurst was 
given off-side. Rae secured and got away, centred well, but Andrews was slow in getting up, and the ball went out. 

Carey and Moore put in good work, but Rae was given off-side. Clapham sent well up the field, but Forshaw, who secured, lost the ball through hanging, on too long. Moore was prominent with some fine headwork, 
and then Mawson sent to Forshaw, who sent outside. Forshaw tried a long shot, which sent over the bar. N.S. Wales now pressed, but Harrison returned. Carey had a shot at goal. Fitzgerald kicking out. Brown got 
away and sent to Forshaw, who missed a good chance by sending over. Ussher shot over; New Zealand attacked, Christie missing. McMahon, however, saved. Ussher had another shot at goal after beating Richards. 
Moore got away, but Tolhurst was given off-side. Moore then sent in a beautiful shot, which Fitzgerald saved on the post. Forshaw beat McMahon, but Christie relieved. Mawson sent in a lovely centre, and from a 
bustle Bissett scored. N.S.W. 3, New Zealand 2. 

From the centre kick Forshaw sent out to Mawson, who sent in a beautiful centre, from which Bissett headed a goal, amid great applause, thus equalising the scores. 3 goals all. 

This sensational play by the New Zealanders seemed to paralyse the N.S.W. defence, Richards getting very flurried. Ussher centred the ball, but Brown missed. Bissett sent to Taylor, who scored with a very high 
dropping shot. N.Z. 4, N.S.W. 3. 

N.Z. still kept up the pressure, and Byers nearly headed through his own goal, Spencer, having to fist out. Rae centred well, and Middlemas gave a corner. From a foul against Timms, Brown nearly scored. Ussher 
was playing a great game, with Mawson. Then Carey had a shot, Fitzgerald saving splendidly. Andrews got flurried, and then a foul was given against Taylor for hands. McMahon took the kick, and shot a splendid 
goal, equalising the scores. 4 goals all. 

The New Zealand team were now playing a splendid game, and completely outclassing the N.S.W. men. Mawson's centreing was a treat to watch. Forest had a shot, Spencer saving. Some good play by Ussher and 
Mawson ended in Ussher sending in a beautiful shot, which hit the underside of the bar, and went into the net. New Zealand 5, N.S.W. 4. 

New Zealand kept up the pressure, and N.S.W. were a beaten team. Bissett nearly scored with a good shot. Forshaw sent to Ussher, who shot. Christie kicked at the ball, which screwed off his foot, and went into 
the net, making the score 6 goals to 4. 

RESULTS OF NEW SOUTH WALES v. NEW ZEALAND MATCHES. 


Year Where played Won by 
1904 - Dunedin ............. New South Wales, 1-0 
1904 - 3-3 


1905 - Sydney ..New Zealand ....... 6-4 
The New Zealanders will play the Navy on Wednesday next at Epping Racecourse. A.Rae injured, his ankle and retired ten minutes before the finish yesterday, though he will be able to play next Saturday. 
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Date & Time 


Venue 


Weather 


Temperature 


Attendance 


28th. June 1905, 15.00 


Position 


Name 


Epping Racecourse, Glebe, Sydney, N.S.W. 


Goal 
(minute) 


Retired 
Injured | Sent Off 


The Navy..3 v. New 


Zealand..2 


half time, The Navy..1 v. New Zealand..0 


Substituted 
(minute) No. Position 


START LIST 


M.Fitzgerald 


Goal Retired 
(minute) | Injured 


Substituted 


Sent Off | (minute) 


Hancock 


Loverton 
McCormack 


J.Harrison 


RH Clifford 


G.Middlemass 


CH Harvey 


X,X 


W.J. Taylor (c ) 


Curtin 
Hodges 


M.Chadwick 
W.Foreshaw 


Jones x 
IL Manners 


OL__|Brownley | | |__| 


Referee, 5/7/1905, page 8 


match report from The Sydney Morning Herald, 29/6/1905, page 11 
A team representative of the several ships of war on the Australian station tried conclusions with the New Zealand team yesterday afternoon on the Epping recreation grounds. The game was keenly contested 

throughout. The result was a win for the navy team by 3 goals to 2. The game proved to be a very good one. Navy were much the heavier team, but their condition was not quite as good as the New Zealanders’, who 
have now played several matches, and consequently should, as regards this important direction, be nearly perfect. 


http://trove.nla.gov.au/ndp/del/article/120498581 
http://trove.nla.gov.au/ndp/del/article/14695175 
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Date & Time Venue Weather Temperature Attendance 
1st. July 1905, Epping Racecourse, Glebe, Sydney, N.S.W. 2000 


New South Wales..2 v. New Zealand..0 
half time, New South Wales..1 v. New Zealand..0 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
M.Fitzgerald 


A.Clapham 
J.Harrison 


Robert "Brolgey” Elgey 
(Adamstown Rosebud) 
Jim Christie (Glebe) 
Jack Doyle 

LB (Adamstown Rosebud) 


LH Con Harrison (Sydney) 


W.Neat (Helensburgh) x 
CF Jimmy Hatton (Sydney) x 
IL William "Will" Carey (Pyrmont) F.Ussher 


[WMawson————idSCid 
Team Coach 

oT 

M.Chadwick 

Smedley a 6s 


Elgey is also shown as Elgie. Neat is also shown as Neate. 


S.Brown 
A.Bissett 


W.Foreshaw 


| 
LB 
oH 
CH Sid Hilder (Glebe) CH W.J. Taylor (c) 
. 
IR i 
7 
IL 


Referee, 5/7/1905, page 8 http://trove.nla.gov.au/ndp/del/article/120498581 
Newcastle Morning Herald, 3/7/1905, page 7 http://trove.nla.gov.au/ndp/del/article/1 38386704 
Sydney Morning Herald, 3/7/1905, page 4 http://trove.nla.gov.au/ndp/del/article/14668810 

match report from the Sunday Times, 2/7/1905, page 8 http://trove.nla.gov.au/ndp/del/article/125857558 


At Epping Racecourse, before about 2000 spectators, the second Test match of the New Zealanders' tour took place. The rain of the morning cleared off, and when play commenced the sun was shining brightly, 
though the weather was very muggy. The sun greatly inconvenienced both sides. The New Zealanders, who lost the toss, got the worst of it, that is, as regards the sun. 

NEW SOUTH WALES (Light Blue). — Goal, Elgie; backs, Christie and Doyle; halves, Byers, Hilder, and Harrison; forwards, Tolhurst, Neate, Hatton, Carey, and Rae. 

NEW ZEALAND (White and Silver Fern).— Goal, Fitzgerald; backs, Harrison and Clapham; half-backs, Forrest, Taylor, and Jones; forwards, Brown, Bissett, Foreshaw, Ussher, and Mawson. 

Referee, Mr. C.Harvey (the Navy); linesmen, Messrs. Chadwick and Smedley. 

The alterations made in the teams were Hatton in place of Moore (twisted knee) for N.S.W., and Taylor in place of Middlemass (ill in bed) for the visitors. 

New Zealand kicked off against a strong sun. Hatton immediately secured, and passed out to Rae, whose shot went outside. New Zealand now attacked, and, Doyle missing his kick, Ussher had a shot at goal, which, 
however, went wide. In play, with N.Z. still attacking, Doyle had to kick out to clear. Harrison (N.S.W.) was playing a good game. Bissett had a shot at goal, but Christie met the shot, and sent well up the field. 

New South Wales had a turn at attacking. Harrison (N.Z.) and Forest relieved. N.S.W. kept up the pressure, but Harrison (N.Z.), assisted by Taylor, was too good, and play was transferred to the N.S.W. end, where 
Elgie saved his goal in good style, kicking well up the field. Hatton and Byers kept play in the N.Z. quarter, until Harrison (N.Z.) relieved with good judgment. Taylor sent on to Ussher, who, with Mawson, made a fine 
passing run up the wing. Byers, however, blocked the effort, and sent on to Neate, to Tolhurst, whose shot for goal went wide, the ball going outside. 

N.S.W. now pressed, and Fitzgerald had to save from Carey and Rae. The latter sent in a nice centre, which went begging. Tolhurst and Neate were playing ably on the wing, but were blocked in their run. Ussher and 
Forshaw carried play to the other end. Byers returned, but the New Zealanders came again. Christie transferred to the centre with a strong kick, where Carey and Harrison (N.S.W.) mulled and let Ussher through. 
Christie and Hilder, however, cleared. Ussher made a good run, beating Christie, but his centre from the wing was not met, and Doyle relieved. 

New Zealand again pressed, and Ussher beat Christie again, but the danger was averted by Doyle. Taylor was showing good play in defence. A foul against New Zealand ended in Neate sending in a good shot, which 
Fitzgerald saved. Brown, Bissett, and Forshaw made a fine passing rush up the field, Brown's final shot going outside the post. Tolhurst tried a long shot at goal, but it went wide. Harrison (N.S.W.) blocked a good run 
by Brown and Bissett, but Ussher secured, his shot going over. A free against Jones for jumping was returned by Clapham, and the New Zealand forwards made a rush. Ussher sent in a stinging shot, which Elgie only 
partially cleared. Brown, Bissett, and Forshaw tried to rush him into the net, but he came through the lot, and cleared in a sensational manner. A score seemed certain. N.S.W. pressed, but sent out, and New 

Zealand attacked. Byers intercepted, and passed to Hatton, who shot, Fitzgerald clearing in good style. 

N.S.W. kept up the pressure, and Neate sent over. New Zealand now attacked, but Doyle relieved by kicking out. Forest secured and sent in a hot shot, which Elgie saved. Forest sent in another, and finally sent 
outside. Ussher tried a long shot, the ball going out. Neate missed a pass, and New Zealand attacked, Mawson sending in a hot shot, which Elgie saved. The N.S.W. forwards went away with a rush, beating the 
backs. Harrison (N.Z.), however, got back in time and cleared. 

N.S.W. were awarded a free for a foul throw, which was relieved, Ussher was given off-side, when in a good position, and play was transferred. New Zealand, pressed, and Elgie cleared his goal, Bissett shortly 
afterwards heading over the bar. New Zealand kept up the pressure, and Doyle relieved by good play. 
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Bissett had a shot at goal, and hit the post. He was, however, pulled up for off-side. Rae, who was lying too far up the field, was given off-side. Carey secured, and tried a long shot, which hit the side of the net. 
Ussher and Mawson got away well up the wing, but Bissett sent their centre outside. The ball was screwing, but he should have scored. Carey secured, and passed out to Rae, who crossed finely and Neate, being 
well up, ran the ball through, thus scoring first goal for N.S.W. 

N.Z. attacked from the centre kick, but Elgie cleared in a very cool manner, Doyle relieving shortly afterwards in good style. Jones and Forest were playing splendidly, repeatedly pulling up the N.S.W., forwards. 
Hilder and Harrison (N.S.W.) were also showing good form. Carey and Rae got away, and beat Clapham, but Harrison, who was playing a brilliant game, rushed across and cleared. Half-time - N.S.W. 1 to nil. 

On resuming, Forshaw went, away and nearly scored. Each side pressed in turn, the defence proving too good, both Elgie and Fitzgerald saving some hot shots. 

Clapham miss-kicked and let through Hatton. who passed to Neate, the latter being given off-side. N.Z. pressed, all the forwards taking part. Some close work ended in Christie conceding a corner, which Byers cleared. 
Elgie saved two hot shots in quick succession, and Harrison (N.S.W.) relieved, sending to Rae, whose effort was spoilt by Harrison (N.Z.). Clapham and Forest relieved the pressure on the N.Z. goal, and Ussher and 
Mawson transferred play to the other end, the ball going out. 

Neate made a good run. He was illegally tackled by Harrison (N.Z.), but no penalty was awarded. A foul against Christie for tripping was well cleared by Elgie, and Rae went away down the wing, and sent it across, 
and Fitzgerald ran out and kicked well down the field. N.S.W. pressed, and both Rae and Carey tried shots, Hatton finally sending out. N.Z. pressed, and some fine headwork was witnessed. A corner was forced, but 
proved fruitless. Rae at this stage was practically useless, his ankle having gone, as the result of an old injury. 

Play was suspended, owing to the ball having burst, evidently a mute protest against being kicked by little Harrison (N.Z.). 

In play, a foul was awarded against Harrison (New Zealand) for tripping. Fitzgerald gathered the ball, but held on too long, and was nearly charged through having to give a corner. The kick was a fine one by Harrison 
(N.S.W.), the ball dropping on the cross-bar, and Fitzgerald threw out. Hatton tried a shot, but the effort was a very poor one. 

Fitzgerald had to concede another corner, which proved fruitless. Ussher got away up the wing, and beat Christie. His shot was well cleared by Elgie, with Brown almost on top of him. 

N.S.W. pressed again, but Fitzgerald saved his goal, and Ussher and Mawson, by great combination, transferred play to the other end, where Elgie and Hilder were prominent in defence. A corner was given against 
N.S.W., which was wrong, the ball not having gone over the line. It, however, proved fruitless. Harrison (N.Z.) mis-kicked, and Hatton nearly scored. 

New Zealand were attacking very strongly, and Elgie's work in goal was wonderful. Hilder relieved the pressure, and Hatton went away, beating Harrison and Clapham. Fitzgerald, however, saved the shot, and the New 
Zealanders then attacked, Elgie having to save from Forshaw, who beat Christie and Doyle. 

From a corner kick Brown headed just outside the post. N.S.W. now attacked, and Carey passed to Hatton near half-way, who, with a fine run, beat the backs, and sent the ball into the net making the score 2 to nil 

in favor of N.S.W. N.Z. attacked, but Byers relieved. 

A foul against N.S.W. was taken by Harrison, who sent in a beautiful shot, which hit the inside of the post and rebounded into play, Elgie clearing. N.S.W. gained a corner. A fine run by Ussher and Mawson was 
spoilt by the ball being allowed to go out. N.Z. pressed, but Elgie saved from the ruck, and Hatton and Carey got away, the ball being sent out. Rae was given off-side, and shortly afterwards Forrest had a fine shot, 
Elgie having to fist out. Shortly afterwards the whistle went for full-time, N.S.W. winning by 2 goals to nil. 

The New Zealanders leave for Newcastle tomorrow. where they play the Northern District, on Wednesday and Saturday next. 

The Grade matches will re-commence on Saturday next, and continue on the following Saturday, when the New Zealand team will be down the South Coast. 
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Date & Time Venue Weather Temperature Attendance 
5th. July 1905, Rugby Ground, Newcastle, N.S.W. 1000 


Northern Districts..4 v. New Zealand..5 
half time, Northern Districts..0 v. New Zealand..2 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 


RB 
LB 


Robert "Brolgey" Elgey 
(Adamstown Rosebud) 

A.Muir (West Wallsend) 
F.Bartley (Adamstown Rosebud) 
F.Jennings 

(Adamstown Rosebud) 

J.Watt (Adamstown Rosebud) 


A.Clapham 


E.Newman 


RH T.Forrest 
W.J.Taylor (c ) 


H.Andrews (Wallsend Rovers) 
IL J.Hall (Merewether Advance) M.Chadwick 


F.Ussher 
Team Manager Team Manager H.G.Mayer 
Referee Waugh 


Linesman W.Foreshaw 
Linesman Bailey 


A.Bissett 


= CH = 
Juno Maxwell 
(Adamstown Rosebud) LH D.Jones 
Andy McNaughton 
(Adamstown Rosebud) X, X OR S.Brown 

x IR H.Morrison 
<7 ene = 
IL 
a (ee ae ae a ay A 


Elgey is also shown as Elgy. 


match report from Newcastle Morning Herald, 6/7/1905, page 3 http://trove.nla.gov.au/ndp/del/article/138380655 

This match was played on the Rugby Ground, in the presence of about 1000 spectators. The game was as good an exhibition of British Association as has been witnessed in Newcastle for some time, though the 
wind, which blow diagonally across, interfered somewhat with the play. The combination of the visitting team was very good at times, and was well worth seeing. 

The teams lined-up us follow:- 

New Zealand.- Goal, M.Fitzgerald; backs, A.Clapham, E.Newman; half-backs, T.Forrest, J.Taylor, D.Jones; forwards, F.Ussher, M.Chadwick, A.Bissett, H.Morrison. S.Brown. 

Northern District.- Goal. Elgy; backs, Muir and Bartley; half-backs, Maxwell, Watt, Jennings; forwards, Leckie, Hall, Andrews, George, McNaughton. 

Referee, Mr. Waugh. Linesmen, Messrs. Foreshaw and Bailey. 

New Zealand won the toss, and Andrews kicked off, but lost the ball to Taylor, who passed to Brown, who centred. Play was transferred to opposite end, where corner resulted. Jennings sent the corner well in, but 
Bissett relieved, and play was transferred to opposite, where New Zealand pressing a corner resulted. Brown sent well in, and Newman sent behind. Continuing to press, Jones put in some good work, but the ball was 
forced into touch. Pressing again Elgey stopped three sharp shots by Forrest, Bissett, and Chadwick, and play was transferred to centre, where the ball went into touch. From the throw-in, New Zealand attacked, but 
Muir relieved with his head. Then Brown had a shot, but a behind resulted. In play again, New Zealand, still on the aggressive, and Ussher was given off-side, and Northern were afforded relief. Andrews and McNaughton 
then broke away, and Clapham and Taylor defended splendidly. Coming again, George was given off-side, and New Zealand then became aggressive, and Forrest had a try, which was blocked. Then Bissett shot, the 
ball going over the bar. From the goal kick N.Z. attacked, and a corner resulted. Brown sent in beautifully, and Ussher scored for New Zealand. New Zealand 1, Northern District nil. 

From the halfway kick Northern pressed, and some smart passing brought them close to New Zealand's line, where McNaughton put in a grand centre, and Forrest saved, transferring play to opposite end, where the 
ball went out of bounds. In play the Northerners attacked, but the ball was forced out of bounds. The throw in saw New Zealand again attacking and Elgey saved by picking up; then Forrest had a shot which went wide. 
From the goal kick, New Zealand continued to press, and a centre by Ussher was intercepted by Watt, who transferred to New Zealand's half, where a free for pushing was given against New Zealand, but nothing 
came of it, and play was transferred to the Northerners' half, where a corner resulted, which was well sent in, and Bissett had a shot which struck Bartley, and went into goal. New Zealand 2, Northern nil. 

From the half-way kick the Northerners broke away, but Taylor sent them back. Jones, Chadwick, and Ussher then got away, and Watt intercepted, and sent to his forwards, but Clapham secured and passed to 
Jones, to Chadwick, to Ussher, who put the ball out of bounds. In play some smart headwork by both sides was finished by Leckie being given offside. From the free kick New Zealand attacked, and a corner obtained. 
Brown placed splendidly, but the Northerners relieved, and beginning an attack, Fitzgerald saved, and play was transferred to the Northerners' goal, where Bissett just missed with a fine shot. From the goal kick New 
Zealand again pressed, and a fine screw-shot by Ussher forced a corner off Elgey. Brown sent in well, and Elgey brought off two clever saves, and play was transferred to the opposite end, where Fitzgerald was called 
on to save. which he did well, and Clapham transferred to the opposite end, where Ussher sent behind. In play, Northern District attacked and Clapham gave a corner, which was relieved by Clapham and the forwards 
transferred play to the Northerners' goal. Bissett sent in a shot which Elgey saved; then Forrest had a long shot, which just missed goal. 

The half-time sounded with the scores: New Zealand 2. Northern District. nil. 
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Bissett kicked off for New Zealand, and Elgy was at once called on to save a smart shot by Chadwick, which he did successfully, and placed his side on the aggressive, and a shot sent in by Leckie was saved by 
Fitzgerald. The rebound was met by George, who shot a fine goal. New Zealand, 2; Northern District, 1. 

In play again, N.Z. became aggressive, and Jones had a shot, which Elgy found no difficulty in saving. The game was then confined to the centre, till Brown, securing, broke away, and centred, but Elgy saved, and 
placed his side on the attack, where Fitzgerald saved. Continuing to press, Leckie scored for the Northern District. New Zealand, 2; Northern District, 2. 

Kicked off, New Zealand pressed, and the ball was forced out of bounds. From the throw in, Watt obtained, and kicked well forward, and McNaughton scored for the northern team. Northern, 3; New Zealand, 2. 

In play, New Zealand broke away, and Ussher put in some good work, but his final shot was fisted out by Elgy, who sent well forward. The ball was transferred to Leckie, who made a splendid attempt at goal, but 
Fitzgerald saved in fine style, and play was transferred to the opposite end, where Bissett put in good work, and transferred to Brown, who missed a splendid chance. Then Morrison sent in a splendid shot, which 
went over the bar. In play again, Northerners broke away, and Newman saved with his head, the ball going into touch. In play, Northern attacked, and corner resulted. Play was then transferred to the Northerners' end, 
where Ussher did some fine work, his centre being a beauty, but Elgy fisted out, and play again was transferred to New Zealand's half, where the ball was headed over the bar. In play again, New Zealand broke away, 
Bissett, Morrison and Brown being conspicuous. The ball was sent into touch. Thrown in, New Zealand attacked, and a corner was forced. The ball was kicked straight behind. Continuing to press, Ussher was given 
off-side after having sent in a beautiful shot. In play again New Zealand began to attack, and Ussher dribbled well down the line, passing to Chadwick. The latter missed a good chance. Coming again, Ussher put in a 
beautiful centre, which Bissett accepted, and shot, Elgey saving well. New Zealand continued to press. Then Bartley relieved, and play was transferred to the opposite end, where Fitzgerald saved splendidly on two 
occasions. New Zealand pressed, and Elgey saved. A free kick was awarded New Zealand for an illegal tackle, from which Morrison scored. New Zealand 3, Northern 3. 

New Zealand were not long in obtaining the lead, Chadwick putting through. New Zealand 4, Northern District 3. 

The Northerners attacked with great vim, and McNaughton scored the equaliser. Scores, 4 all. 

Both teams now put forth great endeavours to obtain a lead, and Morrison put his side in the lead. New Zealand 5, Northern District 4. 

Northerners pressed, but the ball went behind, the whistle sounding, leaving the scores: New Zealand 5, Northern District 4. 
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Date & Time Venue Weather Temperature Attendance 
9th. July 1905, Newcastle Showground, Broadmeadow, N.S.W. 2000 


Northern Districts..0 v. New Zealand..1 
half time, Northern Districts..0 v. New Zealand..1 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 


START LIST 


Robert "Brolgey” Elgey 

(Adamstown Rosebud) M.Fitzgerald 

A.Muir (West Wallsend) A.Clapham 

Jack Doyle 

(Adamstown Rosebud) J.Harrison 
pT CH 


J.Watt (Adamstown Rosebud) G.Middlemass 


GK 
RB 
LB 
RH 
CH 
LH J.Pryde (Merewether Advance) LH D.Jones 
J.H.Wishart (Wallsend Rovers, OR S.Brown 
IR 
CF 
IL 
OL 


IR J.George (Adamstown Rosebud) A.Bissett x 
Andy McNaughton 
(Adamstown Rosebud) W.Foreshaw (c ) 
W.Maxwell 
(Adamstown Rosebud) F.Ussher 
R.Leckie (c ) (West Wallsend) W.Mawson 


Team Coach 
[Team Manager 


Linesman 


match report from Newcastle Morning Herald, 10/7/1905, page 3 http://trove.nla.gov.au/ndp/del/article/138385891 

The return match between New Zealand and the Northern District was played on the Newcastle Show Ground in fine weather, before about 2000 spectators, on Saturday. 

The teams were as follows:- 

New Zealand: Fitzgerald, Clapham, Harrison, Forrest, Middlemas, Jones, Brown, Bissett, Forshaw, Ussher, and Mawson. 

Northern District: Elgey, Muir, Doyle, Jennings, Batt, Pryde, Leckie, Maxwell, McNaughton, George, Wishart. 

Mr. R. Tatham officiated as referee. 

Leckie, who captained the Northern District, won the toss from Forshaw. The N.Z. centre set the ball in motion, attacked it from the start, but was soon sent back. Bissett sent to Brown, who was pushed by Doyle, 

a free kick being awarded the visitors. Forshaw spoiled a good chance by illegally tacklling Elgey. Brown had a shot from the wing, Forshaw making an unsuccessful attempt to head the ball through. Northerners put 
in a grand forward rush, the ball, however, going behind. Brown, playing well on the wing, had several good ones missed by his centre. Play was taken to N.Z. half mainly through good work by Leckie and Maxwell. 
McNaughton spoiled a good opening by fouling the ball right in goal. The Northerners were displaying surpriseingly good combination forward. Leckie and Maxwell were playing well together on the left wing, but their 
good work was nullified by poor play of McNaughton at centre forward, the ball being kicked high over the bar when but a few yards from goal. Doyle at back was stopping good dribbling rushes by Bissett and Brown. 
Jennings and Maxwell were responsible for the transference of the ball to New Zealand's goal, where a corner kick was awarded. Nothing, however, resulted. Jones obtaining, sent to Ussher, who obtained a free kick 
against Muir for pushing. Jones took the kick, and New Zealand opened their score, Bissett putting the finishing touch to the ball. N.Z., 1; Northern District, nil. 
Kicked off from the centre, Northerners attacked it strongly, and were only prevented from scoring by the quickness of Harrison, the New Zealand back. Ussher and Mawson were playing well together with Forshaw 
and many promising dribbles were only spoilt by the splendid defence of Muir, Doyle, and Elgy. From a behind kick McNaughton obtained, but erratic passing was responsible for the Northerners again being put on 
the defensive. Maxwell was proving a bit too much for Forrest, and put across some useful centres, but Clapham was very safe at back. Ussher and Forshaw carried the ball well to the Northerners' goal, where Doyle, 
running across, saved. Play was fast and even till half-time, when the scores were: New Zealand 1, Northern District nil. 
The Northerners were now at a disadvantage, which had affected the visitors greatly in the first spell, having the sun full in their eyes. New Zealand were the first to attack, but Jones spoiled by fouling. A good run 
down the right wing resulted in a corner to the home team. Leckie, however, sent the ball behind. From the kick out Mawson obtained, and sent to Forshaw, who missed the pass. George obtained and a corner kick 
was again awarded. McNaughton was cautioned for charging the goalkeeper. The Northerners dashed away, and Maxwell carried the ball through at a great pace, Fitzgerald saving in grand style. The New Zealanders’ 
custodian was immediately afterwards called on to again save his charge, which he did successfully. Brown and Bissett raced away down the right wing, and a splendid shot was saved by Elgy. Ussher took the 

return, and returned to the goal-mouth in dangerous fashion, but Elgy again proved his worth, Maxwell took the ball well down the wing, and passed to Leckie, who sent behind. The Northerners were hereabouts 
making great efforts to equalise but the defence of Clapham and Fitzgerald was equal to all demands. The roughness of the ground greatly hampered the short passing methods of the New Zealanders, whereas the 
Northerners were playing the high-kicking game well. Pryde put in a nice dribble, but was stopped by Harrison by hanging on too long. Play was back again in the Northerners' half, where Forshaw tried a speculator, 
which just missed. By exciting play the ball was carried to New Zealanders' half, where Fitzgerald had again to save. Jones got possession, and passed to Ussher, on to Mawson, the latter beating three men, and 
centred in first-class style, but Doyle cleared when matters looked bad for the Northerners. A fine piece of work between Ussher and Forshaw resulted in a behind kick. After Doyle had cleared, several long kicks took 
the ball to the other end, where Fitzgerald punched out several hot shots sent in. The New Zealanders next put in some good forward work, but Doyle always saved the situation. Wishart and George were the medium 
of a strong attack by the home forwards, but Harrison relieved. Several corner kicks were given the local team, but nothing resulted. Play was in Northern territory, when the whistle blew, the final scores being, 

New Zealand 1, Northern District nil. 
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Date & Time 
12th. July 1905, 


Position 


Venue 
Parramatta Oval, Parramatta, Sydney, N.S.W. 


Weather 


Granville & Districts..2 v. New Zealand..6 


Retired 
Injured 


half time, Granville & Districts. 
Substituted 
Sent Off ‘minute No. 
START LIST 


.1 v. New Zealand..3 


Position 


Temperature 


Goal Retired 
(minute) | Injured 


Attendance 
2000 


Substituted 
Sent Off (minute) 


L.R.Horwood 
S.Parkinson 


M.Fitzgerald 
A.Clapham 


S.Dempsey J.Harrison 
J.Brack D.Jones 


GK 
RB 
=== 
RH 
ee 
J.Dunn LH G.Middlemass 
Po OR Morr 
— aoe 
CF 
IL 
— 


Ri 
Ri 


F.Willesford x 


x 
Joe Rustin F.Ussher x 
W.Wilby W.Mawson x 
H.McGregor W.Foreshaw X, X, X 


[Team Coach | 


Team Manager H.G.Mayer 


GK 
'B 
LB 
'H 
CH 
LH 
IR 
CF 
IL 
OL 


Referee W.Leydecker 
Linesman 

I aoooooooavawowuwum,—— 
The Sydney Herald, 13/7/1905, page 10 http://trove.nla.gov.au/ndp/del/article/14690138 

match report from The Cumberland Argus and Fruitgrowers Advocate, 15/7/1905, page 5 http://trove.nla.gov.au/ndp/del/article/86175633 

The New Zealand team of Association footballers visited Parramatta on Wednesday. The Granville Association received them as their guests, and did the honors for them, arranging with the Mayor and Aldermen of 
Parramatta to give the visitors a welcome to the historic borough in right good style. The team arrived by the 10.15 train. They were met by the officers of tho Association, including Mr. John Nobbs, M.L.A., president; 
Mr.F.Barlow (chairman of committees), Mr.W.Robinson (secretary), and Messrs. Young, Rowell, Robertson, S.Fowles, and others of the committee. In a couple of Mr.Morris's coaches the visitors were taken for a 

drive round the lower hills. A halt was made at Mr. Franks' orchard, where the visitors were supplied with an abundance of fresh fruit from the mandarin and orange groves. They returned by way of Dundas and 

Ermington and Rydalmere, getting a fine view of Parramatta River with the tide up, the asylums and orchards, en route. 

At 12.30 they were received at Knight's hotel by the Mayor (Alderman W.P.Noller) and aldermen of Parramatta, and after luncheon provided by the proprietor, the health of the visitors was honored at the instance of 

Mayor Noller, who, on behalf of the citizens of the historic town expressed pleasure at receiving for the first time a team of footballers from New Zealand. In the name of the citizens of Parramatta, he hoped that their 

visit would be an enjoyable one indeed. He asked the company to drink to the health of the visitors, which, was responded to right earnestly. 

Mr. Meyer, the manager of the team, responded on behalf of the visitors, and remarked that if their further enjoyment was anything to be compared to the treatment they had already received, they would have no cause 

to be sorry that they visited Parramatta. The team had been told before leaving New Zealand that they should visit Parramatta, where they would be heartily welcomed, so that the fame of the place for hospitality had 
already extended afield. Personally he felt sorry that the visit was only for a day, as he was sure there was a great deal more of this beautiful district to see than time had permitted them so far. If it was ever their good 

luck to come again to New South Wales, they should try to spend a little more time in the old town. 

The health of the Mayor and aldermen of Parramatta was also honored, at the instance of Mr. John Nobbs, M.P., seconded by Mr. G.F.Wooldridge, an old New Zealander, and formerly an Association footballer. An 
adjournment was then made, and the drag coming along, the visitors were taken round Parramatta Park, and finally dropped at the Oval, to get ready for the fray. After the match, Mr. and Mrs. Wooldridge provided 

some refreshment at The King's School, where the team gave three hearty cheers for that lady and gentleman. Entering the drag once more, they were driven to Granville. 

Mr. C.Shute, of the Royal Hotel, had prepared an excellent banquet, and some forty gentlemen sat down, including the Mayor of Parramatta (Alderman Noller), Mr. G.F.Wooldridge, and Alderman Flower (representing 
Granville Council), Mr. R.Tatham (president Association Football Council, New South Wales), Mr. J.Burt (secretary, Sydney Association), Mr.W.McDowall (one of the New South Wales selectors). Apologies were 

received from the Mayor of Granville (Alderman C.Townsend) and Mr. John Nobbs, M.L.A., who regretted that Parliamentary duties necessitated his attendance at the House. At the function Mr. F.Barlow (chairman of 

the Granville Association Council), in the absence of the president and the Mayor, presided, and extended a welcome to the New Zealanders to Granville. Similar toasts to those honored at Parramatta were proposed 

and responded to. 
In replying to the toast of Association Football, Mr. R.Tatham said that the governing body of Association football recognised Granville as one of the leading centres of the game, where they had, after a year or two of 
good hard work, last year pulled off the double in a truly sportsmanlike way. From what he had seen that afternoon, he had been surprised, for most all of the players on the Granville side were very young, and of good 
promise; he would scarcely be surprised now to see the team come rapidly to the front before the Premiership competition finished. 

Mr. Barlow, in responding, referred to the fact that the Granville district had as many as 300 players engaged in the various competitions this year - giving actually 4 grades - beginning with the schools. He stated, for 
the information of those present, that although it was a big undertaking for the Granville Association, in the midst of so much distress for the past two or three years, so far as they could ascertain the visit that day had 
resulted satisfactorily from a financial point of view, and they would cover the whole of the expenses incurred. (Loud cheers.) 

The visitors repeated the well known Maori war cry, and the company dispersed. 

Subsequently the New Zealanders attended the Magpie social at the Town Hall, where upwards of 200 persons of both sexes danced to good music rendered by Mrs. Wilson and Mr. C.Batalia (piano and violin) until 
midnight. Messrs. H.McGregor and S.Parkinson were the M's.C. The hall was well decorated with flags, and the Magpie banner occupied a conspicuous place. 


1905.12 


THE PLAY. 

The combined team entered the field first, in their bright red shirts, followed a moment or two later by the New Zealanders, who, ranging up together, delivered the following Maori war cry :- 
Ka mate, ka mate (Note:- the spelling shown in the newspaper report has been corrected.) 

Ka ora’ Ka ora’ 

Ka mate, ka mate 

Ka ora’ Ka ora" 

Ténei te tangata pdhuruhuru 

Nana I tiki mai whakawhiti te ra 

A Upane! Ka Upane! 

A Upane Kaupane"” 

Whiti te ra,! 

Hi! 

which, if translated into English, means a challenge to the enemy to come on and do battle. The teams were placed as follows:- 

NEW ZEALAND. Goal: M.Fitzgerald. Full-backs: A.Clapham. J.Harrison. Halves: D.Jones. W.J.Taylor. G.Middlemass. Forwards: H.Morrison, A.Bissett, F.Usshed, W.Mawson, W.Foreshawe. 
COMBINED TEAM. Goal: L.R.Horwood. Full-backs: S.Parkinson. S.Dempsey. Halves: J.Brack. A.Peaty. J.Dunn. Forwards: F.Willesford, Hy. Taylor, Joe Rustin, W.Wilby, H.McGregor. 

The referee was Mr. W.Leydecker. 
Granville skipper Peaty won the toss and elected to kick from the north goal. Foreshawe kicked off. New Zealand rushed the ball forward, and Mawson shot for goal, the ball striking the post. It was taken away, only 
to come back again; and after some good play, Ussher shot in first goal. 
Twice Horwood cleared from hot shots. Off-side stopped what looked like another score for New Zealand. Horwood saved, and some splendid play by Wilby, who, crossing over to right wing, enabled Willesford to 
make one of his fast runs, finishing with a hot low shot, stopped by Fitzgerald, and for a few moments more hot work in front of New Zealand goal took place, Fitzgerald finally clearing well. Play in Granville half, by 
Dunn and Peaty, and a free to New Zealand was checked; and Willesford and McGregor took the ball away once more. Taylor, Peaty, and Parkinson forwarded the ball again. New Zealand, alert for every advantage, 
came with a pretty combined rush, Mawson initiating. Horwood cleared twice, but eventually Morrison scored. New Zealand 2 goals; Combined Team 0. 
A foul against Morrison, and the attack came once more. Play transferring to New Zealand end, McGregor took a long shot into Fitzgerald's hands. He had another long, ineffectual shot shortly afterwards. 

Ever watchful, Harrison started the ball back to Granville end, to be returned by Peaty and Taylor, and subsequently by Willesford, who dribbled the ball about 60 yards before centring, when Harrison again relieved. 
Finally, after a hard and swift run, Wilby centred, and Hy. Taylor scored, playing the goal keeper. N.Z. 2 goals, Combined Team 1. 

Some good head work near the centre of the ground, and just here a piece of good luck happened to New Zealand. Fitzgerald left his home, and the ball was kept moving in front till he was able to return. McGregor 
lost a good chance to score. A corner resulted. New Zealand then made another smart rush, and beating Parkinson, Foreshawe shot in, the ball striking the inside of the post and gliding into the net. N.Z. 3 goals; 
Combined Team 1. 
Peaty started another forward move. McGregor took the ball off-side when within scoring distance, and play was in Granville half of the field when the whistle blew for half-time, no further goal being added. N.Z. 3 goals, 
Combined Team 1. 

On resuming, Granville attacked, McGregor being immediately put off-side. New Zealand returned with a pretty combination rush, and Foreshawe again put the ball through. New Zealand were losing no chances to 
score. Otherwise the play was even. N.Z. 4, Combined Team 1. 

The visitors once more in attack, and Dempsey relieved. Granville got a couple of behinds. McGregor came with a run on his own, and was blocked by Clapham. Play continued very fast on both sides alternately, and 
finally, Mawson, taking a long-shot from the corner, notched 5th goal. The shot was fine and true all the way. N.Z. 5 goals, Combined Team 1. 

A foul against New Zealand relieved Granville, and, by some good play, worked the ball forward. Willesford took a well-fed ball from Peaty, and sprinting passed to Taylor, who scored. New Zealand, 5 goals; Combined 
Team, 2 goals. 

Some further good play by Brack, Rustin, Taylor and Willesford, New Zealand were by no means having a soft thing in defence. Foreshawe got in with a good, fast run, taking the ball on his own, finally shooting over 
the bar, and Granville once more took up the attack, Wilby, Taylor, Rustin and Willesford doing well, Taylor making two shots which failed. Then Middlemass did a fine run, and eventually Foreshawe notched No. 6. 
New Zealand, 6 goals ; Combined Team, 2 goals. 

Mawson and Foreshawe playing in combination passes got the ball well up again, but were well stopped by Dempsey, and the ball was in New Zealand half of the ground when the whistle blew, leaving the visitors 
victors by 6 goals to 2. 

The game taken all through was a fair exhibition, seeing that it was really the first time that at least six of the district team had played in such high grade football. Wilby, Brack, Parkinson, Dempsey, Rustin and 

Horwood deserve a special word of praise, which would not detract from the meed due to the older hands of last year's fame - McGregor, Taylor, Willesford, Peaty and Dunn. Of the visitors, Foreshawe and Mawson 
were conspiouously attractive as individual players, yet the whole forward bunch at times brought out their chief feature - short dribbling passes and combination. Clapham and Harrison were very strong defenders, and 
Jones and Middlemass watchful and tactful halves. There were about 2000 spectators. 
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Date & Time Venue Weather Temperature Attendance 
15th. July 1905, Centennial Grounds, Wollongong, N.S.W. 2000 

South Coast..3 v. New Zealand..3 
half time, South Coast..2 v. New Zealand..3 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off | (minute) Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Charlie Campbell 
Critcher (Corrimal) A.Clapham 


Crowe (Helensburgh) J.Harrison 
W.Pallier (Helensburgh) RH T.Forrest 


(Helensburgh) CH G.Middlemass 
. 

"Scotty" Drain (Corrimal) 

E.Lane (Corrimal) X, X 

McCauley (Corrimal, x 


|_| ol _|W.Bourke (Woonona) 


Team Coach Team Coach 
Team Manager Team Manager .G. 


RB 
LB 
RH 
CH 
LH 
CF 
IL 
OL 
Referee 


S.Thompson 
Linesman A.Bissett 
Harrison 
Illawarra Mercury, 18/7/1905, page 2 http://trove.nla.gov.au/ndp/del/article/132241872 
match report from the South Coast Times and Wollongong Argus, 22/7/1905, page 4 http://trove.nla.gov.au/ndp/del/article/141908990 


The first match of its kind, between New Zealand and the South Coast, took place on Saturday last at Bode's Centennial Grounds, before a very large attendance. In fact, the attendance numbered close on 2,000 
spectators, who evinced a keen interest in the game. 

The teams lined up as follows:- 

New Zealand: Goal, Fitzgerald; backs, Harrison and Clapham; half-backs, Forrest, Middlemas and Jones; forwards, Mawson, Ussher, Foreshaw, Chadwick, and Brown. 

South Coast: Goal, Campbell; backs. Critcher and Crowe; half-backs, Pallier, Richards, and Morris; forwards, Neate, Drain, Lane, McCanley, and Bourke. 

Referee: Mr. S. Thompson; linesmen Messrs. Bissett (N.Z.) and Harrison (S C.) 
Foreshaw, the New Zealand captain, beat Richards for the choice of goals and elected to play with the breeze. Lane kicked off for the South Coast. The ball was lost to Foreshaw, who at once placed his side on the 
aggressive. Richards temporarily stopped the visitors, but they were soon back again and Mawson struck the post with a hot one. Coming again, Mawson put in a splendid centre, which Foreshaw accepted and 
scored an easy goal. New Zealand 1, South Coast 0. 
In play again, New Zealand attacked, but Crowe sent them back and and Morris kicked over N.Z. line. From the goal kick the N.Z. forwards broke away and Foreshaw again scored. N.Z. 2, S.C. nil. 

The half-way kick was followed by several free kicks, from which N.Z. gained the advantage. Mawson obtaining, dashed down the field, passed on to Ussher, back to Mawson, who centred well and Foreshaw again 
scored, N.Z. 3, S.C. nil. 
The New Zealand team at this stage were showing some fine combined play, the short passing of the forwards being shown to advantage. Several times the local goal was in danger; the local backs (Richards being 
prominent), however, succeeded in stalling them off and transferred play to the opposite end, where Harrison and Clapham saved well, but the Coast team came again, Drain and Lane being conspicuous. The latter 
was successful at goal. N.Z. 3, S.C. 1. 

From the half-way kick, the Coast became aggressive, several shots going wide. Then Lane had a shot, which Fitzgerald saved. Another attempt by the same player resulted in a goal being registered. N Z. 3, S.C. 2. 
Continuing to press, Pallier put in some fine work, but Jones sent play back to mid-field, where it remained till half-time, the scores then being : New Zealand 3, South Coast 2. 

Foreshaw commenced the second-half for New Zealand. The Coast securing, became aggressive, play being confined to N.Z. half for some time. Harrison and Clapham displayed good defensive work and kept the 
locals out. Keeping up the pressure, Lane made an unsuccessful shot at goal, Fitzgerald saving well. Then a foul against the Coast relieved N.Z., but only for a few minutes. The Coast were soon again round the N.Z. 
goal, Lane sending over the bar. The Coast forward line were playing well together and made repeated attacks on the N.Z. goal. The N.Z. defence was good, though they were beaten on several occasions. Fitzgerald 
was Saving all that was sent at him. Pallier and Richards then came with a rush and passing to Drain, that player missed a good chance. Harrison relieved and Foreshaw sent to Ussher, to Mawson, who centred well, 
but Crowe intercepted and transferred to half-way, where Middlemas and Forrest stopped a good rush by the Coast. The Coast came again and Bourke made an attempt, which Fitzgerald had no difficulty in clearing. 
Clapham kicked well down the field and Foreshaw got away passing to Chadwick to Brown, whose shot went behind. From the goal kick, Richards secured, passed to Lane to Neate, who shot. Fitzgerald caught the 
ball, but before he had time to clear McCanley hustled him through the goal. New Zealand 3, South Coast 3. 

The enthusiasm was now so keen that it was difficult to keep the spectators from encroaching on the playing area. Play was stopped for a few minutes to allow the crowd to leave the touch line. On resuming Bourke 
was hurt temporarily, but soon came round. New Zealand became aggressive. Crowe and Richards defended splendidly. A shot by Foreshaw went wide; then Mawson and Ussher got away, the former doing good 
service worked the ball in front of goal, but his shot was saved by Campbell. N.Z. were still aggressive and a free kick about half-way was given them. Harrison took the kick and sent the ball well into the goal mouth 
and Chadwick scored, the goal being disallowed for off-side. N.Z. continued to press, Campbell saving well; he received a nasty knock, but soon resumed. The Coast forwards then got in some good work and Harrison 
and Clapham had a lively time defending. The final scores were : New Zealand 3, South Coast 3. 
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Date & Time Venue Weather Temperature Attendance 
19th. July 1905, Epping Racecourse, Glebe, Sydney, N.S.W. 


Sydney Metropolitan XI..0 v. New Zealand..5 
half time, Sydney Metropolitan XI..0 v. New Zealand..0 


Retired Substituted Goal Retired Substituted 
Position Name Injured | Sent Off ‘minute No. Position (minute) | Injured | Sent Off (minute) 


START LIST 


GK Richard "Dick" Hughes 


M.Fitzgerald 
RB W.Baker A.Clapham 
LB William "Billy" Bridge J.Harrison 


RH Tatham T.Forrest 


GK 
RB 
=== 
RH 
ee 
LH McDowell LH D.Jones 
Po OR 
— oo 
CF 
IL 
— 


c 
CF Tommy Keith W.Foreshaw (c 
F.Ussher X, X, X, X 


IL Andrew Chalmers 
OL R.Scott W.Mawson 


Team Coach [Team Coach fT 


W.Smith 
Linesman 
ooo ooooyuwum_ 
match report from The Sydney Morning Herald, 20/7/1905, page 11 http://trove.nla.gov.au/ndp/del/article/14671389 
Played on Epping Racecourse, and won by New Zealand by 5 goals to nil. There were very few spectators, and the match excited but little interest. 
The teams were: - 
Sydney. - R.Hughes, goal; Baker and W.Bridge, backs; Tatham, T.Rose and McDowall, halves; F.Willisford, McGrath, Keith, And. Chalmers, and R.Scott, forwards. 
New Zealand. - Fitzgerald, goal; Harrison and Clapham, backs; Forest, Middlemass, and Jones, half-backs; Brown, Bissett, Foreshaw, Ussher, and Mawson, forwards. 
Mr.W. Smith was referee. 
New Zealand won the toss, and elected to defend the western goal. Keith kicked off for Sydney, and some interesting play at once ensued, in which New South Wales kept pressing their opponents. T.Rose and Baker 
doing good work for Sydney; while Ussher, Foreshaw, and Mawson were conspicuous for the visitors. New Zealand gave a corner, and Rose took the kick, but nothing resulted. Transferred to the other end, the Sydney 
goal was for a moment or two in danger. Then even play ensued. During a struggle in front of the local men's goal, McDowall almost, by accident, sent the ball through. In play again New Zealand began pressing, and 
Ussher securing made a fine run with the ball at toe, and had a shot for goal, which, however, went wide. With a passing rush New Zealand then worked down to the local men's territory, and Ussher securing passed 
to Foreshaw, who had a good chance, but failed to score. Soon after the half-time whistle sounded, without any score on either side. 
On resuming, Foreshaw led off for New Zealand, who commenced attacking, and, with the aid of Ussher and Foreshaw, got down in front of the Sydney goal. Then Mawson made an attempt, and put the ball through, 
but the goal was not allowed because of off-side. In play again New Zealand continued pressing, and Brown securing passed to Foreshaw, to Ussher, who put the ball through in fine style. New Zealand, 1 goal to nil. 
The local players now endeavoured to take a hand at attacking, but New Zealand showed better combination, and Ussher again securing sent on to Brown, who scored. New Zealand 2 goals to nil. 
Almost immediately after play was resumed a bustle occurred in front of the Sydney goal, and Foreshaw made a good attempt, but the ball hit the post. Ussher, however, was on hand, and, meeting it as it rebounded, 
sent it into the nets. New Zealand, 3 goals to nil. 
On resuming, the visiting forwards worked down into Sydney territory, and despite good play on the part of several local men, Ussher, from a bustle, got a chance, which he made the most of. New Zealand, 4 goals 
to nil. 
Almost immediately the ball was in play again. Forest had another shot at goal, and made a capital attempt, the ball striking the post. Then Sydney woke up, and with a dribbling rush, in which Andrew Chalmers and 
Willlsford showed out conspicuously, got almost in front of the visitors' goal. Chalmers then made a shot, but the ball went wide. The play was very lively, first at one end and then at the other, for a time. Pressing 
again, the New Zealanders soon had their opponents in trouble, and Ussher securing scored fifth goal for them. 
During the remainder of the play the game was fast and interesting, and New Zealand nearly scored several times, missing only by a chance. When the whistle sounded, however, the scores were unaltered, New 
Zealand winning by 5 goals to nil. 
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Date & Time Venue Weather Temperature Attendance 
22nd. July 1905, Epping Racecourse, Glebe, Sydney, N.S.W. 


New South Wales..1 v. New Zealand..1 
half time, New South Wales..1 v. New Zealand..0 


Goal Retired Substituted Goal Retired Substituted 

Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 

M.Fitzgerald 
A.Clapham 
J.Harrison 
T.Forrest 
G.Middlemass 


S.Brown 
A.Bissett 


W.Foreshaw (c ) x 


Robert "Brolgey” Elgey 
(Adamstown Rosebud) 
Jim Christie (c) (Glebe) 
Jack Doyle 

LB (Adamstown Rosebud) 


LB 
oH 
CH Sid Hilder (Glebe) CH 

IR 

IL 


LH 
W.Neat (Helensburgh) 

CF Jimmy Hatton (Sydney) 

IL William "Will" Carey (Pyrmont) F.Ussher 


[WMawson———idtCSSC*d 
Team Coach 

——— ee 

Pd 


match report from The Sydney Morning Herald, 24/7/1905, page 4 http://trove.nla.gov.au/ndp/del/article/14709501 

The New Zealand team of British Association footballers played the final match of their tour against New South Wales at Epping on Saturday, and the result was a draw. Each team had previously won a match, and 
the contest was looked forward to with considerable interest. The result of Saturday's test, however, still leaves "honours easy." The weather conditions on Saturday were favourable, and although there was a rather 
strong breeze, it lasted throughout, and both sides in turn had the benefit of it. There was a fair attendance, considering the strong counter attractions. So far as the game was concerned, the scores fairly indicate the 
strength of the respective teams. Defence by the backs was the main feature of the afternoon's play, the forwards having less to do than usual. For the visitors, Harrison and Clapham played a fine game, though it 
must be said their efforts were no better than those of the two local men, Christie and Doyle, in the same places. Under the circumstances, the goalkeepers were not called upon very often, but both men did what 
was required well, and made no mistakes. The teams were as follows: - 

New Zealand: Goal, Fitzgerald, fullbacks, Clapham, and Harrison; halves, Forrest, Jones, and Middlemass; forwards, Brown, Bissett, Foreshaw, Ussher, and Mawson. 

New South Wales: Goal, Elgey; full backs, Doyle and Christie; halves, Harrison, Hilder, Byers; forwards, Rae, Carey, Hatton, Neat, Tolhurst. 

Referee, R. Thompson. 

New South Wales won the toss, and elected to run with the wind. Play was of an even nature for a while, the visitors having slightly the advantage. A fine shot by Hatton was blocked by Fitzgerald, and Mawson, 
obtaining, dribbled along the line, but was dispossessed by Doyle. Both sides indulged in some lofty kicking for a time. From a pass by Hatton, Rae secured and sent the ball to C.Harrison, whose attempt at goal 
was successful. New South Wales, 1 to nil. 

The local forwards continued to press, and Fitzgerald was called upon to stop several shots. More close play near New Zealand goal followed, but Fitzgerald was equal to all demands, and though New South Wales 
made strenuous efforts to increase their lead half-time whistle blew without any alteration to the score. 

On resuming operations New Zealand, with the assistance of the wind, kept the local backs busy defending. A long kick by Mawson went wide of the mark. A rush by the visitors and a dash by Foreshaw sent the 
ball to Elgey, who cleared his quarters. An excellent piece of passing by the local forwards resulted in Rae sending across the mouth of New Zealand goal, but Fitzgerald saved splendidly. The ball now travelled up 
and down the ground very fast, Hatton and Carey eventually breaking away, but Clapham came to the rescue, and sent the ball back to the centre. Another dash was made by the home team, but from a bustle in 
front of the New Zealand goal the ball went behind. Both teams were having an equal share of attack for a while, but the defence of the backs could not be penetrated. Fast passing by local forwards took the ball to 
the visitors' quarters, where Neat tried for goal, but Fitzgerald again saved. At length Ussher transferred the ball to Mawson, who centred it, and Foreshaw, following on scored the equaliser for his side. One all. 
New South Wales were put on mettle by this reverse, and attacked with vim, but the visitors backs were equal to the occasion, and full time was with the score as above. 
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RESULTS OF THE NEW ZEALAND TOUR 
Metropolis .......0.. cee Lost ... 2-3 

Wednesday Association 
New South Wales .. 


The Navy .......... Lost ... 2-3 
New South Wales... .. Lost .. 0-2 
Northern District .. . Won... 5-4 
Northern District .. .. Won... 1-0 


Granville 
South Coast 
Metropolis .. 
New South Wales .. 


However, a match report from The Sunday Times has the New South Wales goal as an own-goal scored by Fitzgerald and, has Percy Timms playing instead of Con Harrison. 


match report from the Sunday Times, 23/7/1905, page 8 http://trove.nla.gov.au/ndp/del/article/125858261 

The last match of the New Zealanders' tour was played at Epping yesterday, it being the final test match against New South Wales. Great interest, was taken in the event, as each team had scored a win in the 
previous games. The result a draw of 1 goal each, was a fitting finish to a successful tour, and leaves both sides pleased with themselves. The weather was hot when the teams took the field. After the usual war cry 
of the visitors had been given, the teams lined up as follow : 

NEW SOUTH WALES. - Goal, Elgie; backs, Christie (captain) and Doyle; halves, Byers, Hilder, and Timms; forwards, Tolhurst, Neat, Hatton, W. Carey, and Rae. 

NEW ZEALAND.- Goal, Fitzgerald; backs, Harrison and Clapham; halves, Forest, Middlemas, and Jones ; forwards, Brown, Bissett, Foreshaw (captain), Ussher, and Mawson. 

Referee, Mr. J.Thompson. 

New South Wales won the toss; and set the New Zealanders to kick against a strong sun and a fair breeze. Byers was a couple of minutes late, arriving just as the game had commenced. From the kick-off New 
Zealand pressed, and forced a corner. Brown took the kick, and placed the ball in the mouth of goal. Elgie fisted out, and Brown, running in, had a shot at goal, the ball going wide. New South Wales now attacked, 
and mainly through the agency of Tolhurst and Neate play was transferred to the New Zealand end. A foul throw-in gave the New Zealanders relief, and Forest sent the ball well down the field. Byers returned, and 
Mawson, securing, raced down the line and made a fine attempt at goal from the corner. Mawson was again prominent, and transferred to Ussher, whose attempt at goal was weak. Brown was given off-side when in 
a good position, and N.S.W. attacked, only to be repulsed by Clapham. Hatton tried a long shot, which, Fitzgerald saved. Ussher got away, and, beating Christie, looked like scoring, but Doyle was very fast in coming 
across, and cleared in fine style. 
N.S.W. attacked, and Hatton, beating Harrison, passed to Carey, who was given off-side. Mawson essayed a long shot, which went outside, and shortly afterwards Foreshaw beat Christie, but was in turn upset by 
Doyle. Some give-and-take play followed, and then N.S.W. besieged the New Zealand goal, Fitzgerald saving in good style. The New Zealanders then got away, but were pulled up for off-side, Foreshaw being the 
offender. Some long kicking by the backs followed, and Foreshaw was again penalised for off-side play. 

Mawson got well away and beat the backs, but was charged from behind by Christie, the ball going out. A penalty kick should have been awarded for this flagrant breach. A New Zealand attack was repulsed by Boyle 
and Christie. Forest cleared in good style, but Carey and Rae got away, the final shot going out. Hatton tried a long shot at goal, but Fitzgerald saved splendidly, conceding a corner. 

N.S.W. again attacked, Rae sending to Hilder, back to Rae, who shot. The ball was bustled out, and Brown and Bissett, assisted by Forest, carried play to the other end, where Foreshaw and Mawson took a hand. 
The attack was staved off. and Hatton sent to Tolhurst, who made a good attempt from the line. 

N.S.W. pressed, and Hatton, securing, sent in a high-dropping shot. Fitzgerald punched at the ball, but being considerably hampered by the sun, did not get it cleanly, the ball twisted away, and went into the net, 
giving N.S.W. a lead of one goal. 
Each side now attacked in turn, but the defence was too good. Rae was given off-side, and then Tolhurst sent in a beautiful shot from the line, which Fitzgerald saved. Brown and Bissett showed good combination, the 
latter trying a snap-shot, which just went wide. Midfield-play followed until half-time, when the score was - N.S.W. 1 goal, N.Z. nil. 

On resuming, the New Zealanders pressed, Foreshaw trying a long shot, which Elgie saved. Brown and Bissett got away, but the shot was wide. Ussher shortly afterwards sent over the bar, and N.S.W. attacked, 

only to be blocked by Jones. Rae got away and sent across, Neate sending outside. Foreshaw and Mawson showed out, but Mawson's attempt at goal was a poor one. 

A fine heading rush by New South Wales was broken up by Clapham, who sent to Ussher, who, beating Christie, tried a long shot, the ball going wide. Foreshaw made a fine run and shot, but Elgie saved, and play 
was transferred to the New Zealand end, where some weak play in front of goal nearly resulted in a score. 

Even play followed, both sides attacking in turn. Fitzgerald, Jones and Harrison, for New Zealand, and Doyle, for N.S.W., showed out in defence. Bissett and Ussher were prominent with good play, Ussher striking the 
corner of the bar with a sizzling good shot, shortly afterwards dropping one on top of the net from a pass by Bissett. The New Zealanders now attacked strongly, Mawson sending across to Foreshaw, who hooked the 
ball over his head, just missing the goal. Harrison conceded a corner from a New South Wales rush, which proved fruitless. 

Brown, Bissett, and Foreshaw were again prominent, with a fine passing rush, Elgie clearing in good style. Carey, Rae, and Hatton worked the ball back, but Forest relieved. N.S.W. attacked, and Hatton shot, 
Fitzgerald kicking out. The ball was met by the N.S.W. forwards in a body, who rushed the goal, but the ball went out. A very narrow escape for New Zealand. 

New Zealand rushed the ball to the other end, and Mawson sent across. Foreshaw missed the centre but Bissett, being well up, sent in hard. A score seemed certain, but Elgie, by a great effort, threw himself across, 
and brought off a marvellous save. Bissett was given off-side (a wrong decison), and shortly afterwards Jones sent to Ussher, whose attempt at goal was a miserable one. 

New Zealand were going great guns at this stage, and were showing some splendid play. Mawson sent to Ussher, who crossed. Foreshaw missed, but Bissett, running in, met the centre, and scored with a good shot, 
thereby equalising the scores. One goal all. 
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The play was now fast and furious, both sides being penalised for breaches of the rules in their anxiety to score. Harrison, from a high pass by Neate, nearly headed through, and then Mawson, securing, beat Christie, 
and hit the side of the net with a fine shot. N.S.W. pressed, but Neate's shot for goal was a poor one. Shortly afterwards the game ended, with no further score - 1 all. 


At the conclusion of the match, the New Zealanders were driven direct to the wharf, where they embarked on the Union Co.'s "Monowai," which left punctually at 6 p.m. The team were accorded a hearty send-off by a 


large number of supporters of the game and friends. Among those present were Messrs. J.Burt, Tatham, W. McDowall, Bridge, Maher, and F.Robinson. The team carry with them the best wishes of the Soccer players 
and supporters, with whom they have endeared themselves by their conduct, both on and off the field. 


Mr. Foreshaw, who goes direct to Auckland, will leave on Wednesday next, whilst Messrs. Maher, Chadwick and Newman, will stay in Sydney until Saturday next. 
(The Epping Racecourse was originally known as Forest Lodge and was leased from the Metropolitan Rugby Union. The inaugural race meeting was held on 19 November 1902. Due to the confusion of the name with 


the Sydney suburb, it was renamed Harold Park, after the trotter Childe Harold. The signature race at the circuit was The Miracle Mile which was first held in 1967. 
On 26 October 2008 a Members vote decided on the sale of Harold Park to provide a new residential suburb comprising approximately 1250 dwellings and a new public park.) 
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1923 


Date & Time Venue Weather Temperature Attendance 
24th. May 1923, Clyde Oval, Sydney, N.S.W. 1500 

Granville..3 v. New Zealand..1 
half time, Granville..2 v. New Zealand..1 
Position Name Retired | Sent Off | Substituted No. Position Goal Retired | Sent Off | Substituted 
START LIST 


GK Edward Atchison GK Reg Craxton 

RB Charlie Leabeater Rewi Braithwaite 
LB Edward "Ned" Doherty LB J.Flood 

RH __|Len Leabeater William Brownlee 

CH J."Jock" Comrie CH Joe Kissock X(pk) 


LH Harry Spurway 


Stan Bourke X(pk) Robert Innes 
Harold Winter IR Donaldson 


CF William "Billy" Watson CF Harold Balk 


IL Richard "Dick" Fairweather X, X George Campbell (c 
OL 
Team Coach 
Team Manager Team Manager H.Mayer 

W.Allerton | 


inesman a 


match report from The Sydney Morning Herald, 25/5/1923, page 16 http://trove.nla.gov.au/ndp/del/article/16065819 

At Clyde Oval yesterday, before an attendance estimated at 1500, Granville beat New Zealand by 3 goals to 1. The Dominion representatives were the guests of the Granville Chamber of Commerce, and the Granville 
and District Football Association entertained the teams at a dinner and social evening. 

The teams were: 

Granville: Atchison, C.Leabeater, Doherty, L.Leabeater, Comrie, Spurway, Bourke, Winter, Watson, Fairweather, Ramsay. 

New Zealand : Craxton; Braithwaite and Flood; Brownlee, Kessock, and Dryden; Innes, Donaldson, Balk, Campbell, and Ballard. 

Referee, W. Allerton. 

Balk opened the game, and Comrie's intercepting enabled Granville to attack. They secured a resultless corner, but came again with Bourke and Fairweather prominent. A goal kick relieved New Zealand, whose 
defence once more was beset by Granville. Braithwaite relieved, and later Craxton saved well. New Zealand transferred the attack, Kissock, being prominent, and Atchison cleared admirably. Then the visitors were 
awarded a penalty, which Kissock netted. Bourke showed out for Granville, but he could not score. A spell of even play followed. Ballard, Kissock, and Doherty played splendidly. Flood turned a Granville attack, but 
the home team was persistent, giving Craxton much to do. Play was in the New Zealand 25 till Dryden relieved. Braithwaite defended solidly, and got his vanguard away, but, despite Kissock's good play, they were 
pulled up for off-side. Granville looked like gaining the ascendant until Spurway relieved the situation. Granville went forward, and Brownlee stopped the rush. Donaldson showed out for the visitors, but could not outwit 
Doherty. Bourke then sent to Watson, whose shot was parried by Craxton. Winter was unlucky not to score. Braithwaite and Doherty excelled themselves in defence, and Kissock kept his forwards going admirably. 
Winter was again prominent, and but for Braithwaite and Craxton he would probably have scored. Ramsay secured, and was illegally interfered with. From the penalty Bourke made the scores 1 all. A pass from 
Ballard was sent over by Brownlee. Then an Innes-Donaldson combination troubled Atchison, who saved well. Bourke broke away, and after Braithwaite had turned the attack, Granville were awarded a free. Winter 
sent to Fairweather, who put Granville in the lead. Steady play followed. Then off-side pulled Fairweather up. From the free New Zealand looked dangerous, until C.Leabeater drove them off. New Zealand soon 
afterwards forced a corner. Then Wilson missed on open goal. At half-time Granville were in attack. 

New Zealand resumed strongly, and Donaldson missed with a good header. Then Kissock sent over. Granville retaliated and Watson drew the defence. Claxton cleared weakly, and Fairweather scored Granville's 
third goal. Watson and Fairweather then missed possible chances. The visitors were persistent, but C. and L.Leabeater initiated a counter-attack. New Zealand forced a corner without result. Then Atchison cleared 
a splendid shot from Innes. Ballard and Kissock troubled the leader's defence, but Atchison was safe. The game was very even, a feature being good headwork by Doherty, Flood, Comrie, Spurway, and Campbell. 
New Zealand made a great effort and Campbell netted, but the score was disallowed, on account of interference with the goalkeeper. Right to full-time play was interesting, and, although the visitors improved, they 
could not break down Granville's defence. 

The game was won by the best combination, whose halves were always reliable Atchison, Braithwaite, Kissock, Bourke, Winter, Donaldson, Campbell, Spurway and Ballard played fine football. The visitors lacked 
combination, but they have the skill, and should make New South Wales fight all the way to-morrow. 
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Date & Time Venue Weather Temperature Attendance 
26th. May 1923, 15.15 Wentworth Oval, Sydney, N.S.W. 10000 
New South Wales..2 v. New Zealand..2 
half time, New South Wales..1 v. New Zealand..1 
Name Goal__| Retired | Sent Off 
START LIST 
GK George Cartwright GK Reg Craxton 


| | RB [Frank Gallen || RB [Rewi Braithwaite 


i 
E."Teddy" Loveridge RH William Thomas 
CH 
LH 


William "Podge" Maunder 
Keith Urwin 


IR 
CF Harold Balk 
George Campbell (c ) 
Tom "Titchy" Thompson OL A.Donaldson 
Team Manager Team Manager H.Mayer 
Linesman A.W.Bates 
a Qe 


W.Harrigan was shown as H.Harrigan in The Referee. 


jes Sti 
7 -—— 
CH W. "Bill" Harrigan Joe Kissock 
LH Peter Doyle (c ) William Brownlee 
OR Stan Bourke OR Robert Innes 
IR Albert "Dutchy" Phillips Ces Dacre 
CF 
IL 
_— 


The Referee, 30/5/1923, page 12 http://trove.nla.gov.au/ndp/del/article/128113974 

match report from The Sydney Morning Herald, 28/5/1923, page 12 http://trove.nla.gov.au/ndp/del/article/16074095 

At Wentworth Oval on Saturday 10,000 people witnessed the New Zealand team's first big fixture, in which they gained, despite the result, all the honours. In explaining Thursday's defeat at Granville it was stated that 
the visitors had not found their feet, and Saturday's game bore out that contention. Despite the absence of two prominent players in Ballard and McArthur, they more than held their own. Indeed, Australia's selectors 
will be hard put to it to field an eleven to defeat the Dominion's full strength. Eighteen years is a long time for the purpose of comparison, but, allowing for the absence of Ward on the home side, judged by the New 
South Wales team of 1905, the standard of play has not improved. Cartwright is Spencer's equal, Gallen and Oliver are Christie and McMahon's inferiors. Loveridge, Horrigan, and Doyle suffer by comparison with 
Byers, Richards, and Percy Timms; and the 1905 vanguard - Tolhurst, R. H. Moore, Andrews, Will Carey, and Rae - were infinitely superior to Saturday's home side's attack. The State selectors are to be credited 
with conscientiously doing their best, but it may yet be found that all the representative players are not encompassed by the first division of first grade. On arrival in Sydney the visiting manager (Mr.H.Mayer), who also 
ciceroned the 1905 Dominion combination, stated he had the best side that ever represented his country. Saturday's display warranted the assertion. 

The teams were:- 

New South Wales.- Cartwright; Gallen, and Oliver; Loveridge, Harrigan, and Doyle; Bourke, Phillips, Maunder, and Thompson. 

New Zealand - Craxton; Braithwaite, and McAuley; Thomas, Kissock, and Brownlee; Innes, Dacre, Balk, Campbell, and Donaldson. 

New South Wales were early in attack. Maunder had a shot, but sent over. From the goal kick New Zealand went forward to find Cartwright alert. A clearance by Gallen put New South Wales again on the offensive. 
Maunder sent to Phillips, who troubled Croxton. Bourke cleverly picked up the save, and scored with a splendid ground shot. New South Wales 1, New Zealand nil. 

The visitors rallied, and Kissock forced a corner, which was resultless. Dacre and Donaldson were well plied with the ball, but found Gallen alert, and Cartwright much on the look out. Undaunted, New Zealand 
pressed, and secured another corner. Innes sent well in, and Dacre equalised the figures with a fine header. New South Wales 1, New Zealand 1. 

Both sides buckled to with vigour. The visitors’ halves, well contained by Kissock, gave them the advantage. Thompson occasionally broke away, but Braithwaite was always equal to checking any opening from that 
direction. Then Campbell put through for the visitors, but it was ruled off-side, and at the interval the scores were still level. New Zealand resumed with Balk as winger and Donaldson at centre. The change was 
immediately beneficial, as the former's pace gave the visitors nearly the whole of the attack, Loveridge being unable to check him. Braithwaite, McAuley, and Kissock held every aggressive move by N.S.W., and 
wonderful forward combination gave the home defence no respite. Oliver wilted, and but for wonderful work throughout by Cartwright New Zealand must have had many goals. A penalty to them was mulled by Kissock 
but they gained the lead from Balk's pace and Dacre's determination to defeat Cartwright. New Zealand, 2, N.S.W., 1. 

The reverse put life into the home side, and, although little, if any, use was made of Bourke, they contrived to invade New Zealand's last line. Maunder flicked a fine shot goalwards, but Craxton saved. Then a penalty 
was given against the leaders and Phillips's "daisy cutter" was too much for Craxton. New Zealand, 2 N.S.W., 2. 

Gallantly the visitors strove to obtain the honours. Their combination out-manoeuvred the home side, and shots from Dacre, Innes, and Donaldson would have got goals from any other custodian but Cartwright. He 
certainly saved N.S.W. With the failing light anything was possible and the intrusion of no-side fortunately prevented a fortuitous victory, the final scores being two all. 

Collectively, New Zealand was the better side. N.S.W., takes the honours in goalkeeping. Braithwaite and McAuley were better backs than Gallen and Oliver. Balmain Gladstones stalwart was plucky and effective. 
McAuley opened weakly, but Bourke was given no chances of profiting by that players temoprary lapse from sound defence. Kissock was the pick of the halves, and Dacre the best of the 10 forwards. Bourke, Innes, 
Balk, and Thompson were speedy wingers. 

The record now reads N.S.W., two wins; New Zealand, one win, three drawn. In New Zealand, in 1904, N.S.W., won and drew a match (two played); in N.S.W., in 1905 each side won a game aud one was drawn. 
The New Zealand team will play in Newcastle tomorrow, and open their Queensland programme in Ipswich next Saturday. They return to N.S.W., to play in Maitland on June 18, and their next Sydney engagement 

is the second test match on June 16. 
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Date & Time Venue Weather Temperature Attendance 

29th. May 1923, 15.15 Tramway Ground, Newcastle, N.S.W. 
Newcastle..2 v. New Zealand..0 

half time, Newcastle..1 v. New Zealand..0 

Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) : Position (minute) | Injured | Sent Off | (minute) 

START LIST 


Reg Craxton 
Rewi Braithwaite 
Robert McAuley 


George Bower 
Frank Hayes 
Henry "Hen" Maunder 


Ces Dacre 
A.Donaldson 


George Campbell 
Harold Balk 


William "Ernie" Ernest Owen 
Joe Gill 

Roy "Rags" Urwin 

William "Podge" Maunder 
Alex "Sandy" Cameron 
Tommy Coates 


GK GK 
==: 
LB LB 
ee a —— ee 
CH Arthur Lambert CH William Thomas 
es ee ee 
— seo Ee 
IR 
— oo 
IL IL 
OL OL 


SUBSTITUTES 


a = x 


Team Coach Team Coach B.Salmon 
Team Manager Team Manager H.Mayer 


Referee H.Winley 
Linesman C.Nix | 
Linesman S.Smith 


The Referee has J.Gill as J.McGill. 


The Referee, 6/6/1923, page 12 http://trove.nla.gov.au/ndp/del/article/128114333 

match report from The Newcastle Morning Herald, 30/5/1923, page 3_http://trove.nla.gov.au/ndp/del/article/139944340 

There was a very large crowd at the Tramway Ground yesterday to see the local team oppose the All Blacks. The Newcastle team won, and were easily the better team. The score would have been much larger only 
for the wonderful display of Craxton in the New Zealand goal. He was the best man on the field, and thoroughly deserved the applause which was freely given him. The New Zealanders are a good team, but were 
poorly served in the half-back line, Brownlee being the only man to show representative form. On the Newcastle side all played well, but H.Maunders at full-back stood out as the day's best ?eld played, while Gill on 
the extreme left showed wonderful speed. 

The teams were:- 

Newcastle. - G. Bower goal; F.Hayes and H.Maunders, backs: Doyle, Lambert, and Owen, half-backs; Gill, Urwin. W.Maunders, Cameron, and Coates, forwards. 

New Zealand. - Craxton, goal: Braithwaite and McAuley, backs; Brownlee, Thomas, and Dryden, half-backs; Balk, Campbell, Donaldson, Dacre, and Innes; forwards. 

Referee, Mr. W.H.Winley. 

Campbell won the toss, and set Newcastle to kick off with the slight breeze behind them. Newcastle were the first to attack, but the visiting half-backs cleared. The ball was however returned, and Craxton had to 
save from Urwin. Then Maunders got in a shot. Craxton came out of his goal and bowled Gill over in the act of clearing. Newcastle were having the best of the game, and played with determination. Coates got in a 
good centre, Thomas intercepted, and sent to Donaldson, out to Balk, over to the centre, where H.Maunders cleared. At the N.Z.'s goal Braithwaite dispossessed Cameron, and sent to Dacre, who put across to 
Campbell. Lambert's head cleared the danger, and Newcastle attacked. Cameron beat Dryden, and put to Maunders, whose low shot passed between Craxton's legs, and Newcastle led, 1-0. Newcastle were playing 
with splendid combination, and kept the New Zealand defence busy. The Blacks, however, gradually improved, and play became more even. The forwards showed a burst of good combination, and Balk, Dacre, 
Campbell, Innes, and Donaldson all played the ball before the last mentioned secured a corner. This was headed clear by Lambert, and the ball sent to the right. Braithwaite returned, only for Dacre to put behind. 
Bower had to clear from Innes, while Hayes had to back heel Dacre's cross. Braithwaite was injured and left the field. He was replaced by Flood, who early showed his ability by clearing Owen's shot, half-time 
arriving with the score Newcastle 1, New Zealand 0. 

In the second half Donaldson went to the wing, Balk going centre. The play opened fast, and New Zealand were awarded a free kick. Brownlee's effort was cleared, and Doyle sent further up to Gill, who outpaced 
Thomas, and centred. Maunders missed the cross, and Flood easily cleared and sent into Newcastle territory. Campbell tried a shot, but Bower saved. At the other end Flood, in attempting to clear Gill's cross, gave 
away a corner. This was put out. The ball was soon returned, and Gill put in a glorious shot. Craxton just touched the ball passed the post. The goal kick was sent well up, and H.Maunders had to clear Dryden's 
cross. This was done, and Urwin put to Gill, who, when tackled by Flood, put the ball behind. Then Balk got away, but in a limping manner put behind. Newcastle were having the better of the game, the heavy going 
appearing to tell on the visitors, wnose movements became slow in comparison to the Northern team. However, Innes got away, he beat H.Maunders, and centred, Donaldson being blown off-side. The free kick was 
sent to midfield, where Brownlee sent to Campbell. Bower came out and cleared. New Zealand made a determined attempt to equalise, but the Newcastle defence was very safe. Just before time Maunders received 
in mid-field, he outpaced the backs, and beat Craxton with a low shot. The whistle went a minute later, leaving Newcastle winners by 2 goals to nil. 
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Date & Time Venue Weather Temperature Attendance 
North Ipswich Recreation Reserve, Ipswich, 
2nd. June 1923, Queensland 5000 
Ipswich..2 v. New Zealand..4 
half time, Ipswich..1 v. New Zealand..2 
Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured (minute) F Position (minute) | Injured | Sent Off | (minute) 
START LIST 
G.Hughes Reg Craxton 
A."Mick" Burns Rewi Braithwaite 
Cliff Gedge Robert McAule' 
CH 
LH LH 


E.Rumble x IR Ces Dacre 5 
IL Dan Potts (c) IL George Campbell (c ) x 
IL 


William “Bill” Warrell Harold Balk 88 


Referee R.Kemp 
Linesman | 
Linesman 


match report from The Brisbane Courier, 4/6/1923, page 12 http://trove.nla.gov.au/ndp/del/article/20625522 

The New Zealand Soccer players defeated a representative Ipswich eleven on the Ipswich reserve on Saturday afternoon by four goals to two, giving a clever and, at times, brilliant exhibition of football. The Ipswich 
combination was outclassed in every department of the game, and the margin of points between the teams was larger than the scores would indicate. Had one or two of the New Zealand forwards not been so eager 
when shooting for open goals, New Zealand would have won by at least six goals to two. The match was really a try-out for the visitors, and they fielded their best eleven. They had previously been defeated by 
Granville and Newcastle, and had played a draw with New South Wales, but Saturday's team was slightly stronger than the previous elevens placed in the field. The star player of the afternoon was the New Zealand 
14-stone centre-half, J.Kissock. Innes, the outside right, crossed beautifully, and was responsible for more than one of New Zealand's goals. Balk, the outside left, is a fine shot, but appears to experience some little 
difficulty in steadying the ball. The forwards all played well. W.Warrell, the outside left, stood head and shoulders above the rest of the Ipswich players, and Gedge, the left back, kept the ball well up to the forwards, 
and kicked with sound judgment in the first half. The weakest section of lpswich's defence was the half-back line, which was totally outclassed. The game was witnessed by between 4000 and 5000 spectators. 

The teams were:- 
IPSWICH: Goalie, G. Hughes; full backs, A.Burns and C.Gedge; half backs, J.Williams, L.Warrell, G.Teasdale; forwards, J.Edwards, E.Rumble, T. Hainsworth, D.Potts (captain), W.Warrell. 
NEW ZEALAND: Goalie, B.Craxton; full backs, R.Braithwaite and R.McAuley; half backs, N.McArthur, J.Kissock, W.Brownlee; forwards, Innes, C.Dacre. C.Ballard, G.Campbell (captain), H.Balk 
Referee: R.Kemp. 
The New Zealand skipper won the toss, and T.Hainsworth set the ball in motion. The first bright piece of play was provided by Potts and W.Warrell. The Ipswich skipper sent over a nice pass to Warrell, who centred 
in good style, but none of the inside forwards was able to turn it into the net. New Zealand cleared, but Ipswich attacked again, and E.Rumble placed the ball slightly wide of the posts. Immediately after the kick out 
E.Rumble, Potts, and W.Warrell brought the play over to New Zealand's goal, where the latter sent in a hot ground shot. Craxton cleared. New Zealand were first to score. Brownlee, left half, sent across a fast corner 
shot. Dacre trapped it in fine style, and netted, five minutes after the commencement, with a shot well out of the reach of Hughes. New Zealand, 1 goal; Ipswich, nil. 

After Ballard and Dacre had each unsuccessfully shot for goal Ilpswich was forced to concede a corner, but Gedge eventually headed clear. Gedge placed two long shots to T.Hainsworth, but Craxton saved both 
drives without difficulty. The New Zealand centre forward (C.Ballard) was playing good football, and often looked dangerous. On one occasion he tricked the two Ipswich backs and shot at goal, and on another he 
narrowly missed turning a centre from Balk into goal. After the game had been in progress 20 minutes Ipswich began to have a larger share of the play. Dan Potts was giving Edwards and W.Warrell many openings, 
but they were well watched. A fine piece of play, in which W.Warrell, Potts, and Edwards participated, forced New Zealand to concede a corner. Edwards took the shot, which Potts headed into goal, but Craxton was 
alert and cleared. W.Warrell then put in a hard cross from the left wing, but Edwards was a fraction of a second too late to turn it into goal. Well directed shots were also sent in by Potts and Edwards, but each of 
them was cleared. 

After Rumble had given Potts another opportunity Ipswich had the pleasure of seeing the persistent efforts of their forwards crowned with success. W.Warrell provided the opening by sending in a great cross, but it 
was T.Hainsworth who added the finishing touches and caused Craxton to dive in a desperate, though futile, attempt to clear a shot well out of his reach. The game had been in progress 37 minutes. Ipswich, 1; 

New Zealand, 1. 

Immediately after this Rumble sent in two of the best shots of the day. One of them landed in the sure hands of Craxton, and the other flew over the cross bar at a great pace. One minute before the sounding of 
half-time, Ballard scored New Zealand's second goal, Kissock centered to Balk, who gave to Ballard. The latter beat Gedge, aud ran to goal, where he scored with a short, well placed ground shot. New Zealand, 2; 
Ipswich, 1. 

During the first 15 minutes of the second half New Zealand had all the better of the game. After that both sides fought strenuously for every inch of ground until 10 minutes from the finish, when the New Zealanders 
again asserted their superiority. Shortly after the commencing of the half the New Zealand forwards charged down on Gedge, who saw he was in difficulties, and sent the ball to Burns. The latter mis-kicked, and a 
corner resulted. Innes's corner shot went over the bar. After Baker and Innes had each failed to find the net, Campbell scored the third goal for New Zealand. Ballard jumped over a centre from Innes, and let the ball 
go on to Campbell, who slammed it into the net, New Zealand, 3; Ipswich, 1. 


1923.4 


Campbell beat Burns for the ball, and had an open shot at goal, but the best he could do was put it over the cross bar. A moment later Burns kicked high in the air, and the New Zealand forwards charged down upon 
him, and took possession. Ballard sent in a hard drive, but Hughes cleared. Just as Ipswich supporters were becoming down-hearted Rumble netted Ipswich's second goal. Warrell sent across a good screw, and 
Rumble hooked it into the net amid applause. New Zealand, 3; Ipswich, 2. 

Urged on by their supporters, Ipswich kept up the pressure for a few moments only, but New Zealand attacked again. Innes, who was playing splendid football, centred beautifully, and gave Campbell an open shot 

at goal. The latter, however, placed the ball right into Hughes's hands. Ipswich attacked again and New Zealand was penalised for handling. Burns took the free kick, but Potts overran the ball. Ten minutes before the 
final whistle, Hughes brought off one of the best saves of the afternoon. Innes beat Gedge and Burns, the Ipswich backs, and centred to Campbell, who drove hard, but Hughes turned it over the cross bar. With two 
minutes to go New Zealand commenced a nice piece of combined play, in which Innes, Campbell, and Balk participated Innes crossed to Campbell, who sent the ball to Balk, the outside left. The latter made no 
mistake and sent it into the net well out of the reach of Hughes. Full time sounded with the scores:- New Zealand, 4; Ipswich, 2. 


Date & Time 
4th. June 1923, 


Venue Weather 
Brisbane Cricket Ground, Woollongabba, Brisbane, Heavy rain 


Queensland..1 v. New Zealand..3 
half time, Queensland..1 v. New Zealand..1 

Substituted Goal 
(minute) Position (minute) 


START LIST 
Rewi Braithwaite 
W.Thomas 


Temperature Attendance 


Goal Retired 
(minute) | Injured | Sent Off 


C.Hudson 
zh 
RH James Love 


Retired 
Injured 


Substituted 


Position (minute) 


Sent Off 


Jack White 


Alex Gibb (c ) 


William Mitchell 


J.E."Toddy" Edwards 


Tom Hainsworth 


IL Moses "Mosie" Burton 
OL William "Bill" Warrell 


Referee C.Lyst 
Linesman 

match report from The Brisbane Courier, 5/6/1923, page 12 http://trove.nla.gov.au/ndp/del/article/20625830 

After a hard and stubbornly fought contest, which produced but a mediocre exhibition of football, the New Zealand soccer players defeated a Queensland representative eleven at the Brisbane Cricket Ground yesterday 
by three goals to one. The match was played in heavy rain, and on a ground saturated with water, and did not provide a true test of the strength of the respective teams. The New Zealanders certainly had the better of 
the game, but the margin of points separating the teams was not as large as the scores would indicate. Eight minutes before the sounding of full time it was in open question who would win, but New Zealand then put 
the issue beyond doubt by netting two goals in two minutes. 
The shooting of the Queensland forwards was weak, and, at times, erratic. T.Hainsworth was easily the best of the bunch. Warrell sent in a large number of poor centres, and did not play with his customary dash, 

but he made amends for many of his mistakes by netting Queensland's only goal. The "star" player of the match was A.Gibb, the Queensland left half. He was a tower of strength to the Queensland team, and shone 
out both in defence and attack. His work in goal was particularly good, and it was only his brilliant head work that kept the score down. Gedge (left back) played a hard, defensive game, and kicked with good judgment. 
White also justified his inclusion in the team. The New Zealand forwards were much superior to Queensland's front line. The team work was good, and they appeared to thoroughly understand each others play. 
Ballard, the centre, was not quite equal to Hainsworth on the day's play, but Innes and Balk, the outside men, were head and shoulders above Warrell and Mitchell. Craxton, the goalie gave a clever exhibition. 

He did not have nearly as much work to do as Hamilton, but, nevertheless, brought off some great saves. The ball that got past him was well out of his reach and was sent in immediately after he had thrown clear. 
The teams were: - 
New Zealand. - Goal, R.Craxton; backs, R.Braithwaite and R.McAuley; half-backs, W.Thomas, J.Kissock, W.Brownlee; forwards, R.Innes, C.Dacre, C.Ballard, G.Campbell (captain), H.Balk. 


Queensland - Goal, J.Hamilton, backs, C.Hudson, C.Gedge; half-backs, J.Love, J.White, A.Gibb (captain); forwards, W.Mitchell, J.Edwards, T.Hainsworth, M.Burton, W.Warrell. 
Referee, C.Lyst 


— 
RH 

CH Joe Kissock 
LH William Brownlee 
OR Robert Innes 
IR Ces Dacre 
CF Charles Ballard 

—7 
OL Harold Balk 


Team Manager 


1923.5 


New Zealand had all the better of the first half, and during most of the 45 minutes the Queensland players were stubbornly defending then own goal. The first bright piece of play was provided by Warrell and Burton, 
who " worked" a nice passing movement along the left wing. As a result of the effort New Zealand was forced to concede a corner, but Warrell placed the ball behind. New Zealand retaliated with a fine piece of 
combined play in which Kissock and Balk figured prominently. The latter's hard, well-directed ground shot was nicely picked up and cleared by Hamilton. New Zealand again pressed and Hamilton just managed to 


get his fingers to a hard cross from Innes and turned it over the crossbar. In the third attempt New Zealand scored. Innes crossed beautifully, and Campbell netted 


with a low shot, well out of the reach of Hamilton. 


The game had been in progress seven minutes only. Queensland responded with a combined forward movement, which ended with Hainsworth sending in a hard ground shot. Craxton saved at full length. Hainsworth, 
the Queensland centre forward, then sent Burton and Warrell away, but the latter shot wide. He then " worked" the other wing and gave Edward a chance, but Craxton was safe and cleared. 
New Zealand launched a series of attacks on Queensland's goal, Dacre and Balk being particularly prominent. Hudson twice cleared Brownlee then ran up, taking the ball with him, and shot from a few yards' range. 


Hamilton got one of his hands to the ball and punched clear. A few moments later Brownlee brought Hamilton to his knees with a ground shot. After a period of dull 
New Zealand's goal. Craxton rushed up smartly, and saved a hard low drive, but was temporarily injured in consequence. 
Twenty minutes before half time one of the Queensland players was penalised for "fouling" Campbell, who was about to shoot for an open goal. Balk took the pena 


play, Hainsworth got possession in front of the 


Ity, but placed the ball wide of the posts. Immediately 


after the kick out Balk again shot for goal, but Burton headed clear. New Zealand again attacked. Ballard sent across a good pass to Innes, who crossed to Balk. The latter's shot was cleared by Hudson. Just as the 


half time whistle was about to sound Gibb beat a couple of opponents and passed to Edwards, who crossed to Warrell. The shot at goal, however, went wide. 


Queensland opened the second half with a bombardment of the New Zealand goal, and for ten minutes it looked as though they would outplay their opponents. Gibb was the agent in most of the passing movements, 
and gave Warrell and Mitchell a good number of openings. Trapping the ball nicely in midfield he sent a hot pass to Warrell, who ran along the wing and centred. McAuley cleared, only to see Warrell send in another 
shot, which Braithwaite headed out. After a brief tussle near the goal Mitchell kicked behind. Queensland again pressed, and in a melee near goal fully half a dozen players attempted to net, but failed. Burton 
eventually shot over the crossbar. During the greater portion of the next 20 minutes the Queensland players were on the defensive. Balk took three centres, and from two of these Ballard shot over the crossbar from 
close range. Innes failed to reach fourth centre from Balk by inches only. After Ballard has struck the post with another low drive Dacre put in a shot, which dropped a few yards from Hamilton's feet. The Queensland 


goalie dived at full length, and turned the ball to the side of the posts. 


After the second half had been in progress 30 minutes Queensland equalised, Mitchell crossed from the right wing, but Craxton saved. Hainsworth then drove hard at goal. The New Zealand goalie caught the ball, 


and was hemmed in by the Queensland forwards. Eventually he threw clear, only to see Warrell return the ball low down into the net. 


This was the only goal scored by Queensland, and from now on they did not again look dangerous. New Zealand repeatedly attacked, and from one of the two centres taken by Innes, Campbell headed into the goal. 


Hamilton punched clear. Campbell was not to be denied, and after beating Gedge he slammed the ball into the net yards away from Hamilton. With only eight minu 
Balk passed beautifully to Innes, who got the third shot past Hamilton. Full time sounded six inmutes later, with the scores: - 
New Zealand ...3 goals. Queensland... 1 goal. 
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‘es to go New Zealand again pressed. 


Date & Time Venue Weather Temperature Attendance 
6th. June 1923, 15.15 Showground, Nambour, Queensland 850 
North Coast..0 v. New Zealand..2 
half time, North Coast..0 v. New Zealand..0 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off Name (minute) | Injured | Sent Off | (minute) 
START LIST 
G. Rae 


S.Pack 
S.Bray 
A. White G.Jones 


Harold Balk x 
IR 

IL W.Allison IL Ces Dacre x 
N.Cowley OL W.Thomas 

SUBSTITUTES 


WackWhite dT Sd dr 
Team Coach Team Coach B.Salmon 


Brown a EE 


The Brisbane Courier has A.White at left-back, S.Pack at centre-half. 
W.Bratton is also shown as W.Bratten. 


Nambour Chronicle and North Coast Advertiser, 8/6/1923, page 5 http://trove.nla.gov.au/ndp/del/article/81799420 
match report from The Brisbane Courier, 7/6/1923, page 12 http://trove.nla.gov.au/ndp/del/article/20626307 


At 11.40 o'clock on Wednesday morning the New Zealand Soccer team, visitors, and officials of the Queensland Football Association arrived in Nambour by the McKeen car. They were met by the Chairman of the 
Maroochy Shire Council (Councillor W.H.Harvey). and Messrs.Gosling, Cheetham, and S.J.Hobson (of the local Soccer Club). The visitors were tendered a formal welcome at the Royal Hotel, and Mr.F.S.Mayer 
(manager of the New Zealand team) acknowledged the welcome. After lunch, at the Commercial Hotel, the visitors were shown over the sugar mill, and later were taken over the company's tramway to Deepwater. 
In the afternoon a match was played between New Zealand and the North Coast. The teams were - 

NORTH COAST.- Goal. A.Wardlaw; full-backs, G.Rae, A.White; half-backs, S.Bray, S.Pack, P.Miller; forwards, J.Cutmore, W.Bratten, W.Buck, W.Allison, N.Cowley. 

NEW ZEALAND.-Goal. W. Brownley; full-backs, J.Flood, J.Dryden; half-backs, J.Kissock, G.Jones, N.McArthur; forwards, H.Balk, G.Campbell, A.Donaldson, C.Dacre, W.Thomas. 

Referee, Mr. W.Dunellan. 

New Zealand kicked off, and Dacre got possession, and ran. Balk got possession, and put the ball outside. New Zealand was forcing, and Campbell missed badly, being close to goal. Even play followed for a time, 
until Balk managed to put in a splendid centre. Cutmore secured, and gave to Cowley. Buck secured, his kick causing Brownley to handle. At this juncture Bray secured the ball. He was tackled by Kissock and, 
unfortunately, broke his right ankle. Bray's place was taken by J. White. Jones punted to Donaldson, who put outside. Donaldson again secured the ball, which was passed to Wardlaw, who affected a very fair save. 
Though continuing to press closely on the North Coast, the visitors could not break their barrier. More or less even play continued for some minutes, when Cutmore secured, and gave to Buck, who kicked rapidly, 
but Brownlee saved. Half-time sounded without any score. 

On the resumption of play, North Coast kicked off, and Dacre again secured, and returned to Kissock, who put over the bar. Even play followed till Cowley secured the ball, but he demurred too long. Jones now 
obtained possession, and then Campbell kicked towards Wardlaw, who cleared well. At this point it looked as if the visitors would score. Balk secured, but was blocked by Flood. Later Cutmore beat 

Dryden and Flood, and McArthur dropped into the North Coast goal, but it was saved. Both sides were now playing hard, and it was very noticeable that the North Coast were persisting in their attacks. J.White, for 
the North Coast, was playing a great game. Following a poor kick by A.White, Balk secured, and crossed to Dacre, who scored well. 

Score:- New Zealand, one goal, North Coast, nil. 

Following the kick-off, Campbell, A.White, and Donaldson completed a nice movement, the latter shooting over the bar. Later J.White secured, and gave to Bratten, to Cutmore, who beat Flood, and crossed. 

Even play followed, and Donaldson, securing, had a try for goal, but failed. Shortly afterwards Balk beat Wardlaw with an excellent shot. 

Scores - New Zealand, two goals, Ninth Coast, nil. 

Play continued hard. North Coast still pressing but Balk put outside. Cowley secured, and got away, but, was forced to relinquish by McArthur. Kissock usurped from Bratten, and gave to Dacre, who failed, but 
immediately afterwards he tried again and skimmed the bar. Shortly afterwards full-time came, with the scores unaltered. 

The gate takings, which reached £40, constituted a record. The visitors were entertained at dinner at Geddes's Cafe at night, and later returned to Brisbane by the McKeen car. 
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Date & Time Venue Weather Temperature Attendance 
13th. June 1923, Cessnock Football Ground, Cessnock, N.S.W. 4000 


South Maitland District..2 v. New Zealand..1 
half time, South Maitland District..1 v. New Zealand..0 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
Tomi Olver este) 
Tom Oliver (Weston) Rewi Braithwaite 
George "Smuger" Williams 

RH W.Mathieson (Cessnock) RH William Thomas 


Jack Avis (c) (Weston) 
Perce Lennard es 
Perce Lennard (Weston 15 IR William Brownlee x 
Jack "Crabbey" McCroarey 

IL IL Charles Ballard 


ae 


J.McCroarey is also shown as J.McGory, J.McGroary and J.McGreary 


The Newcastle Morning Herald, 14/6/1923, page 6 http://trove.nla.gov.au/ndp/del/article/139942358 
match report from The Cessnock Eagle and South Maitland Recorder, 15/6/1923, page 5 http://trove.nla.gov.au/ndp/del/article/99347023 


‘We accept our defeat as sportsmen, Goals Count. Maitland are the winners; we are the losers. We hope to turn the tables on Maitland when we meet them again on July 3rd." Mr. Mayer, New Zealand Manager. 
The Maitland Coalfield is the greatest country stronghold of soccer football in Australia, not only by reason of its fine complement of first class footballers, but also for the tremendous following it has in the district. 

No further evidence is necessary to establish these facts than their victory over the visitors, and the crowd of 4000 drawn from all parts of the district, who were present to witness the game on Wednesday afternoon 
on the Cessnock football ground. Had the collieries been working during the past couple of months it would be safe to say that the attendance would have been doubled. As it was the ringside was packed three and 
four deep, and behind them was a solid phalanx of cars and vehicles. Very few took advantage of a free view over the fence. The mound beyond the main entrance commands a distinct and good view of the field, but 
those who took advantage of it had not the admission money to come inside as the strike has left them without a bob. No one took offence at these unfortunate "rubber necks." 

The crowd began to assemble very early, and during the progress of the early match, all the good "possies" had been, appropriated. 

The Cessnock brass band enlivened the proceedings during the progress of the preliminary match between Cessnock and Abermain under 16, but when the big game commenced the bandsmen were amongst the 
keenest of the spectators. 

The preliminary game was well up to expectations. It was a good exposition of soccer. Cesscock were the better side. Their combination was exceptionally good. The local team won by three goals to nil, Evans, 
Ross and Gorton scoring. Henwood, of Abermain, in the estimation of those competent to form an opinion, has the makings of a future state fullback. 

The teams were: 

New Zealand: Goal-keeper, R.Craxton; full-backs, R.Braithwaite and A.McAuley; half backs, W.Thomas, J.Kissock, J.Dryden; forwards, R.Innes, W.Brownlee, O.Campbell (captain), C.Ballard and N.McArthur. 

South Maitland: Goal-keeper, R.Austin; fullbacks, T.Oliver and G.Williams; half-backs, P.Mathieson, A.Creighton, and J.Avis (captain); forwards, L.Brown, P.Leonard, J.McGroary, J.Gilmore and R.McNaughton. 
Maitland, in black and white jerseys, were led on to the field, by their captain J.Avis, and formed a guard through which Campbell led the All Blacks. The local team raised three lusty cheers which were answered by 
the visitors, who dropped into position and kicked off, after losing the toss, unheeding the calls from the boundary for their famous war cry. 

It may be that they had a presentiment of defeat for the cry is really taken from an old tribe, who sent up the cry as a thanksgiving after escaping annihilation by hiding in a cave from the tribe who had threatened their 
extermination and almost succeded. 

That may be as it may be. New Zealand immediately attacked, and for the first five minutes looked like annihilating the local oppositions. Ballard had an easy shot at goal, but missed, the ball skinning the bar. 

Ballard shot, again, but Austin was missing nothing. Williams and Oliver cleared repeatedly and their splendid defence, and clever passing to the forwards eventually transferred the attack into their opponents territory. 
Oliver and McNaughton combined in an attack, but McGroary failed to accept the pass. Maitland continued to press, but offside play by Gilmore arrested the movement. Maitland was awarded a free, Gilmore putting 
the ball over the bar. Offside spoiled an attack by the visitors. Leonard and Brown replied with a counter attack, passed to McGroary who shot past from a difficult angle. This was the first thrill the crowd had up to 
this point. New Zealand's left wing came along with a smart attack, but Mathieson broke up the attack. The visitors renewed their efforts and Williams saved by kicking out of bounds. Up to this point the game lacked 
brilliancy, the westerly wind, which swept across the ground, obliging the players to keep the ball low, and interfering with concerted passing movements. Maitland attacked again and again, but Braithwaite who was 
playing at his top was equal to all emergencies. Maitland, however were not to be denied. McNaughton received a pass from Gilmore, but his shot hit the bar. From the scrimmage resulting from the rebound Leonard, 
the local soccer star, made the crowd wild with excitement, when with a hard fast shot, he scored the first goal of the match. Leonard is making a habit of scoring the first try. He did so in Sydney, and Brisbane on 
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Saturday last. This was fifteen minutes after the game commenced. Maitland for the rest of the half had the best of the play, though the visitors were dangerous on several occasions. Dacre missed an open shot for 
goal, and the half time arrived with the score unaltered, Maitland 1, New Zealand nil. 

After the interval McGrory set the ball in motion. Oliver and Gilmore got moving, but the ball went out of bounds. McGrory, Brown, and McNaughton attacked strongly, but Thomas relieved the situation. Avis centred 
for Brown to put into goal, but Craxton cleared with Leonard close handy. The wind, which had dropped, began to blow freshly again. Shortly after Maitland scored their second try, a lucky one, which was largely due 
to a misunderstanding between Kissock and Craxton, McNaughton took a corner, and centreing to McGroary, the latter scored with a weak shot. Craxton could have saved but his view was obstructed by Kissock. 
New Zealand, strangely, enough, began to revive as a result of the adverse nature of the scoring, and put in some brilliant work, Kissock, the visiting star playing with great dash, and earning the plaudits of the crowd. 
Following upon an attack, Brownlee crossed in front, of the goal, and completely beating his opponents scored the first try for the visitors. Maitland 2, New Zealand 1. 
A dual took place between Oliver and Mathieson and Ballard and Campbell, which lasted some seconds. The next incident was the collapse of the ball, due, as someone who posed as an authority on the game 
behind the press "boxes" remarked, to a puncture of the bladder. He may have been right on that occasion. Another ball was tossed in and the game proceeded merrily. Gilmore herded out to McNaughton, who 
centred from a difficult angle, but McAuley cleared with a huge kick, Mathieson put to Leonard, to Brown, who missed badly. Leonard was robbed by Kissock to Campbell, but Oliver put to Creighton, who shot for 
Craxton to save. The ball went to McGroary, who shot weakly, the goal keeper fumbling the ball, and Leonard forced a corner. Campbell to Dacre, who put the ball high over the bar. The play at this stage was fast 
and exciting. Campbell missed by inches with Austin on the alert. Avis intercepted a passing movement by Dacre, and Innes, but Braithwaite cleared the ensuing pass. Oliver cleared and sent to Avis, to McNaughton, 
to Leonard, to Brown, who put past. Mathieson handled, and Kissock shot, but Austin saved. McAuley relieved a dangerous movement by punting down the field. Avis put well forward aud McAuley repeated his 
previous performance. 

New Zealand made valiant attempts to equalise the score, but the splendid defence of the backs, and the goal-keeping of Austin, who was playing brilliantly, defeated many a likely charge and shot by the visitors. 

The full time whistle blew with Maitland still on top, the final scores being Maitland 2, New Zealand 1. 

Mr. Earp referee the game. The linesmen were Messrs Hinks and 
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Date & Time 


Venue 


Weather 


Temperature 


Attendance 


20th. June 1923, 


Position Name 


Goal 
(minute) 


Manly Oval, Manly, Sydney, N.S.W. 
Sydney Metropolis. 


.4 v. New Zealand..3 


half time, Sydney Metropolis..2 v. New Zealand..2 


Retired 
Injured 
START LIST 


Substituted 
Sent Off | (minute) No. Position 


Name 


Reg Craxton 


Goal Retired 
(minute) | Injured 


2000 


Sent Off 


Substituted 
(minute) 


Stan Anderson 


George Cartwright 
Sid Robinson 


Joe Kissock 


Les Forrester 


CH Gilbert Storey 


LB J.Flood 
RH Neil McArthur 
CH William Thomas 


x 


X, X, X, X George Campbell (c ) x 
IL A.Donaldson 


Harry J.Sherringham 
Albert "Dutchy" Phillips 


Harry Spurway LH John Dryden 
Stan Bourke OR Robert Innes 
PT 
4) 


OL 
Team Coach B.Salmon 

— ee 

Dd 


The Sydney Morning Herald, 21/6/1923, page 13 http://trove.nla.gov.au/ndp/del/article/16071867 

match report from The Arrow, 22/6/1923, page 10 http://trove.nla.gov.au/ndp/del/article/103541835 

After a spectacular game, during which seven goals were scored, the Metropolitan team defeated New Zealand by 4-3 at Manly Oval on Wednesday. 

Manly is a famous Rugby Union nursery, and it was an excellent move on the part of the Soccer authorities to stage Wednesday's match between New Zealand and the Metropolis on the local oval. A crowd, which 
approximated 2000 persons, included a large number of schoolboys, and they appeared highly pleased with the game, which was characterised by capital forward work. 

As there were no programmes on issue, the crowd could not follow the doings of individuals. This was a mistake on the part of the promoters. Before the match a water-cart might have been requisitioned to lay the 
dust to certain parts of the ground and another matter which the N.S.W.F.A. should study is the provision of decent footballs — in exhibition games at least. Wednesday's ball was soft. 

New Zealand did not field a strong team, and did not worry much for a while. Kissock, the right back strolled round. Campbell scored a clever opening goal for New Zealand, but Sherringham got two good ones for 
Metropolis. Balk, the left winger, equalised for New Zealand, however. He rounded Robinson, and hit the far top corner of the net with a glorious oblique drive. After the interval Sherringham scored two more goals, 
and Thomas got through for New Zealand with a long shot. 
The feature of the match from a playing viewpoint was Sherringham's four goals. He is a speedy, clever, thrustful forward, a great shot, and only needs to learn to feed his extreme wingers. Bourke got few chances, 
and spoilt some of them by lying off-side. Hancock showed great promise, but was not on the premises when his outside man broke through. Forrester was the pick of the halves. Many of the referee's off-side 
decisions did not find favor with the crowd. Cartwright hurt himself early in the match, and failed to show his real form. 

Teams: 

METROPOLIS.— Cartwright, Robinson, Anderson, Forrester, G.Storey, Spurway, Bourke, Hancock, Sherringham, Phillips, Baxter. 

NEW ZEALAND.— Craxton, Kissock. Flood, McArthur, Thomas, Dryden, Innes, Brownlee, Campbell, Donaldson and Balk. 

Referee, R. Burns. 


1923.10 


Date & Time Venue Weather Temperature Attendance 
23rd. June 1923, 15.15 Wentworth Oval, Glebe, Sydney, N.S.W. 


Granville..1 v. New Zealand..3 
half time, Granville..1 v. New Zealand..0 


Retired Substituted Goal Retired Substituted 
Position Injured | Sent Off ‘minute No. Position (minute) | Injured | Sent Off (minute) 


START LIST 


N.Hughes Reg Craxton 


GK 
Charlie Leabeater RB Rewi Braithwaite 
Edward "Ned" Doherty LB Robert McAuley 
Andy Henderson RH William Thomas 


Ri 
Ri 


P| OR [Robertinnes 
George Milner Ces Dacre x 
William "Billy" Watson CF George Campbell (c X,X 
Fred Ramsay IL Charles Ballard 

Referee J.H.Lester 

Linesman 

ee aoooooooawouwav—— 


GK 
'B 
HH 
LH Harry Spurway LH William Brownlee 
pT OR 
CF 
IL 


The Referee, 27/6/1923, page 13 http://trove.nla.gov.au/ndp/del/article/128114626 
The Sydney Morning Herald, 25/6/1923, page 4 http://trove.nla.gov.au/ndp/del/article/16058835 
match report from The Cumberland Argus and Fruitgrowers Advocate, 27/6/1923, page 6 http://trove.nla.gov.au/ndp/del/article/105912897 


The New Zealand Soccer team defeated Granville at Wentworth Park, on Saturday, by 3 to 1, the same score as that of the, New Zealanders' first match, when Granville defeated them at Clyde. 

As generally anticipated, the Magpies, this time, bumped a tougher proposition. Nevertheless, at half-time, they were leading by the only goal. In the second half, the visitors were undoubtedly superior. 

Granville tried out a new man at outside left - a gentleman by the name of Raeburn. There is no danger of the newcomer displacing Thompson in the third test. 

Granville: N. Hughes, C.Leabeater, E.Doherty, A.Henderson, J.Comrie, H.Spurway, S.Bourke, G.Milner, W.Watson, F.Ramsay, Raeburn. 

New Zealand: R.Craxton, R. Braithwaite, R.McAuley, W.Thomas, J.Kissock, W.Brownlee, R.Innes, C.Dacre, G.Campbell, C.Ballard, H.Balk. 

Mr. J.H.Lester officiated. 

Granville kicked off. Watson threw away a good chance by hanging on to the leather, when Ramsay was more favorably placed. Shortly after, wnen McAuley missed, a goal for Granville seemed certain, but Watson 
kicked over the bar. Balk, after a good run, was checked by Leabeater. When in a good position, Campbell made a mess of things, and Doherty cleared. Spurway set Raeburn off, McAuley intercepting the winger's 
centre. Campbell broke through and transferred to Balk, but Leabeater broke up the attack. Clearing weakly, McAuley let Milner through. Watson failed to apply the finishing touch. 

Another attack was initiated by Comrie, and resulted in Watson narrowly missing the net. Several passing rushes, in which Campbell, Dacre, and Innes figured prominently, were nullified by the sound defence of 
Doherty and Leabeater. 

A fine effort by Watson was responsible for Granville's goal. Beating the defence, the young centre-forward sent in a stiff shot, which Craxton fisted out. Thomas, in endeavouring to clear, miskicked into the net. 
Clever work by Ballard, Balk, and Campbell made little impression on the defence of the locals. The visitors came again Hughes saving a stiff shot from Campbell. Shortly after, Granville conceded a corner, from 
which Comrie cleared. A combined movement by Watson, Ramsay, and Raeburn was nullified by Braithwaite. 

A concerted attack by the New Zealand forwards ended by Hughes saving a shot from Balk. After an individual effort Watson again tested Craxton, who saved at the expense of a corner. 

At interval, Granville led by the only goal. 

The second half had not been long in progress when Campbell, receiving from Dacre, went through and scored the equaliser. 

Further goals for New Zealand were added by Dacre and Campbell. 

C.Leabeater, at back, played a brilliant game. Bourke was ???? most conspicuous forward. This winger could have received more support from his colleagues. 
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Date & Time Venue Weather Temperature Attendance 
25th. June 1923, 15.15 Wentworth Oval, Glebe, Sydney, N.S.W. 4000 
New South Wales..1 v. New Zealand..1 
half time, New South Wales..0 v. New Zealand..0 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 
G 


START LIST 
GK Rob Austin (Weston) iK Reg Craxton 


William "Ernie" Ernest Owen 
(Wallsend) Rewi Braithwaite 
R.Critcher (Corrimal) Robert McAuley 

Les Forrester (Sydney) William Brownlee 


Gilbert Storey (c) 
CH (Balmain Gladstone) CH Joe Kissock 


Tommy Coates (West Wallsend) Robert Innes 
Perce Lennard (Cessnock) 88 Ces Dacre 62 
Harry J.Sherringham (Sydney) George Campbell (c ) 
Fred Hancock 
(Balmain Fernleigh) Charles Ballard 
Tom "Titchy" Thompson 


OL ___|(Balgownie) Harold Balk 
Team Coach B.Salmon 
Team Manager Team Manager H.Mayer 
Referee 
Linesman 


Craxton is shown as Crafton, Lennard is shown as Lenard, and The Sydney Morning Herald has Thomas at right-half for New Zealand. 


LH __|Charlie Leabeater (Granville) John Dryden ry a 


Referee, 27/6/1923, page 13 http://trove.nla.gov.au/ndp/del/article/128114628 

match report from The Sydney Morning Herald, 26/6/1923, page 11 http://trove.nla.gov.au/ndp/del/article/16066039 

Five thousand enthusiasts attended at Wentworth Oval yesterday to witness the return Interdominion fixture. Although the match ended in a draw, New Zealand predominated throughout. Their combination was 

infinitely superior to that of the State side, and it was well led by Campbell, he had sterling adjutants in Braithwaite, Kissock, Ballard, and Dacre. The local backs were weak - Owen was a good spoiler and 

combination in the vauguard deficient. Although Sherringham was taken every care of by Kissock, he was not used sufficiently, and the fine opportunism he displayed at Manly was consequently seldom in evidence. 

Gilbert Storey played most effectively, and bore the brunt of New South Wales' defence. The side is greatly indebted to Austin (goal-keeper) who gave an exhilarating display, which retrieved many Dominion attacks, 

which looked certainties for goals. 

Sir Walter Davidson and Lady Davidson attended, and took a keen interest in the match. 

New South Wales.- Austin, goal; Owen and Critcher, backs; Forrester, Storey (c.), and C.Leabeater, halves; Coates, Lenard, Sherrlngham, Hancock, and Thompson, forwards. 

New Zealand. -Crafton, Braithwaite, and McAuley; Thomas, Kissock, and Dryden; Innes, Dacre, Campbell (c), Ballard, and Balk. Referee: A.L.Peaty. 

Campbell opened the game, and New Zealand broke through the home defence, but Ballard missed. Play was transferred to midfield, where Braithwaite sent out. Then Sherringham secured, but was tackled by 

Braithwaite, and Thompson sent the pass behind. Kissock stemmed the onrush, but N.S.W. persevered to find Coates finish with a poor attempt. New Zealand assumed the offensive, and Austin splendidly saved a 

hard shot from Campbell. They came again, and Austin minimised the danger by conceding a corner to Innes. Austin sent to midfield, and Sherringham put in a great run but found Crafton on the qui vive. A concerted 
(note:- qui vive is Latin for alert) 

movement from Innes, Dacre, and Ballard looked like a score till Critcher received and Hancock with Thompson carried play to Crafton, where Braithwaite cleared. Dacre, Innes, and Kissock kept N.S.W. defenders 

busy, and Austin gained applause for a sterling save from the former. Storey fed a disjointed attack well, but faulty shooting prevented goals, A long shot from Hancock gained a comer without result, and McAuley 

transferred play with a long pass to Campbell, whose attempt to outwit Austin went for nought. For the balance of the first half an even game prevailed, and as both custodians were alive to the wiles of the goal-getters 

no score prevailed at interval. 

The second session opened evenly till New Zealand's left wing overwhelmed Owen, but Austin sterlingly prevented a score. Braithwaite checked Hancock and Thompson, and then fine combination from Innes, Dacre, 

Campbell, Ballard, and Balk gave the home defence troublesome moments. Campbell tried a master shot at Austin, but Weston's representative cleared beautifully. For a while N.S.W. could not drive the Dominion 

attack off, but Storey and Leabeater eventually worked up an attack, which spent itself when McAuley intervened. Then Balk sprinted, and a perfect centre was accepted by Dacre, who gave Austin no chance. 

New Zealand, 1; N.S.W., nil. 

Play slowed, and a shower of rain did not improve matters for N.S.W., particularly as the leaders found conditions to their liking and gave the home defence no peace. Gallantly Owen, Critcher, Storey, and Forrester 

strove to counter attack, but a disjointed vanguard did not finalise as desired. In the closing period of the game a determined attack was evolved, and after Sherringham had given Crafton a taste of his quality Lennard, 

with a great shot, made the final figures. 

New Zealand. 1; N.S.W., 1. 


1923.12 


Date & Time Venue Weather Temperature Attendance 
3rd. July 1923, Homestead Grounds, Weston, N.S.W. 4000 
South Maitland District..4 v. New Zealand..1 
half time, South Maitland District..2 v. New Zealand..1 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 

Rewi Braithwaite 
Robert McAuley 
John Dryden 


Joe Kissock 


Robert Austin 

Tom Oliver 

R.Bower 

W.Mathieson 

Albert "Poker" Creighton 


LB LB 
=== 
CH CH 
[ois io | 
OR Les Brown OR Robert Innes 
a ee PR 
et Aes eT 
IL IL 
es ee ee 


Perce Lennard x, X 
Jack "Crabbey" McCroarey George Campbell (c ) 10 
Jack Gilmore x Charles Ballard 
Roy McNaughton x iL Harold Balk 

Refere 

Linesman 

The Cessnock Eagle and South Maitland Recorder, 6/7/1923, page 5 http://trove.nla.gov.au/ndp/del/article/99347832 

match report from The Maitland Daily Mercury, 4/7/1923, page 7 http://trove.nla.gov.au/ndp/del/article/124480223 


South Maitland defeated the New Zealand Test team at Weston yesterday afternoon. There were, about 4000 people present. 

The teams were: - 

New Zealand: Goal-keeper, R.Croxton; full-backs, R.Braithwaite and R.McAuley; half-backs, J.Dryden, J.Kissock, and W.Thomas; forwards, R.Innes, C.Dacre, G.Campbell (captain), C.Ballard. and H.Balk. 

South Maitland: Goal-keeper, R.Austin; full-backs, T.Oliver and R.Bower; half-backs, W.Matherson, A.Creighton, J.Avis (captain); forwards, L.Brown, P.Leonard, J.McGrory, J.Gilmore, and R.McNaughton. 

Maitland won the toss, and the ball was set in motion by Campbell against the wind. The ball was passed out to Leonard, who put it into the goal-mouth, resulting, in a corner kick. There was no result from the corner 
kick. Kissock handled the ball, and a free kick was given against him. Avis took the kick, but put over the goal line. New Zealand continued to attack. Good play by Gilmore and McNaughton resulted in another corner 
kick. There, was no result from the corner kick. Kissock took the ball, but McNaughton beat him. Some good play followed, and the ball was headed by Dryden for Austin to fist it out, but Campbell, following up, gave 
Austin no chance, and scored after ten minutes' play. Leonard got possession of the ball, and put it over the bar. A rush by New Zealand was saved by Bower. From a pass by Gilmore, McGrory headed the ball over 
the goal line. A fine kick by Gilmore was well saved by Croxton, and on the ball coming back into play, Leonard, secured and scored. Maitland continued to press. A good run and a cross by Brown resulted in Gilmore 
scoring a brilliant shot. Maitland still continued to attack. A good shot by McGrory was put over the bar by Croxton. Nothing resulted from a corner kick. Thomas was playing a good game for New Zealand. Another 
brilliant shot by Gilmore just missed. A penalty, was awarded against Maitland for a foul. Dacre had a kick, but Austin saved brilliantly. Just on half time Brown and Kissock collided, and the latter was knocked out. 
The scores at half time were Maitland 2, New Zealand 1. 

On resuming New Zealand forced the game. Maitland attacked, but Brown put past. After a good run by Brown the ball struck the post and bounced back into play. From a foul against Maitland Kissock put past. 

A pass from McGroury, Leonard shot, Croxton saved, but Leonard scored from the rebound. A long shot by Brown was saved. Oliver collided with the referee in front of Maitland's goal and knocked him out. The ball 
remained in play for several seconds after the incident. Resuming, Maitland attacked strongly, and the visitors defended well. Thomas was cautioned by the referee for fouling. McNaughton made a run, and scored 
from the wing. Kissock attempted a goal from a free kick, but failed badly. A pass from McNaughton, Gilmore put over the bar. Owing to Maitland's lead the last ten minutes of the game was uninteresting. 

The final scores were:— Maitland 4 goals, New Zealand 1 goal. 

Mr. T.Crawford refereed the game in an impartial and very capable manner. 


1923.13 


Date & Time Venue Weather 


Temperature Attendance 


7th. July 1923, 15.00 Bode's Grounds, Wollongong, N.S.W. Rain 


South Coast..2 v. New Zealand..0 
half time, South Coast..0 v. New Zealand..0 
Substituted 
mina) 
START LIST 


Goal 
(minute) 


Retired 


No. Position Injured | Sent Off Name 


J.Boyle 


2000 


Goal 
(minute) 


Retired 
Injured 


Substituted 


Sent Off | (minute) 


Peter Hunter 


Jim Muir Robert McAuley 


Reg Craxton 
Rewi Braithwaite 


William "Scamp" Johnston W.Thomas 


Arthur Jones Joe Kissock 


N.Cheney 


LB 
RH 
CH 


Edward "Ted" Jarrett 


James "Judy" Masters 


LH William Brownlee 
OR Robert Innes 


George Campbell (c ) 


CF 
Cob Jones 60, X IL 


Tom "Titchy" Thompson 


LB 

CH 

OR 
a ee 

IL 


Ces Dacre 
Harold Balk 


Charles Ballard 


H.Reay 


Refere 
Linesman 


Linesman 


William "Scamp" Johnston is also shown as W.Johnstone and W.Johnson. He had two brothers, Richard "Dick" and Hillier "Hilly" who also played for Balgownie. 


A.Mountjoy 
T.Mackie 


The Sydney Morning Herald, 9/7/1923, page 14 
match report from the South Coast Times and Wollongong Argus, 13/7/1923, page 14 


http://trove.nla.gov.au/ndp/del/article/16079192 
http://trove.nla.gov.au/ndp/del/article/142247708 


A crowd of upwards of four thousand put in an appearance at Bode's Grounds on Saturday to have the opportunity of seeing the South Coast lads defeat New Zealand (winners of the "ashes") by two goals to nil. It is 


safe to say that had the weather been more favorable, the number of spectators would have been doubled. Teeming rain fell throughout the progress of the game, but des; 
was forthcoming. 

Teams were - New Zealand: Craxton, Braithwaite and McAuley; Thomas, Kissock and Brownlee; Innes, Campbell, Dacre, Balk and Ballard. 

South Coast: Boyle, P.Hunter, Muir; W.Johnston, A.Jones, N.Cheney; E.Jarrett, D.Ward, J. Masters, C.Jones and T.Thompson. 

Referee, Mr. H.Reay. South Coast kicked off and set a fast pace. A.Jones was penalised, but Kissock's kick was resultless. 

Shortly after the Coast forwards stormed the visitors' goal; C.Jones looked like scoring, but the New Zealand backs cleared nicely. The Coast was awarded a penalty, but 1 
accuracy. The home team continued to press, and appeared to have the measure of the visitors’ tactics; at all events, they kept the N.Z. goalie and backs fairly busy. 
New Zealand broke away, and as a result of a fine bit of combination, the passing being excellent, took a hand in the attack, but Boyle stood the test by saving a couple of 


pite this an excellent exhibition of the code 


Thompson's kick was not up to his usual 


‘ast ones sent in by Balk and Ballard. 


Campbell was trying all sorts of methods to get his forwards into action, but each attempt was cleverly frustrated by the solid defence of the home team. Half-time arrived, but neither side had scored. 


In the second session, the Coast forwards entered vigorously into their work, and Masters missed a score by inches. Up the field the ball came at a rapid rate, and Boyle c! 
give and take play, Ward crossed nicely to Cob Jones, who sent in one, that Craxton had no hope of saving. South Coast 1, N.Z. nil. 


leverly stopped a fast shot by Dacre. After 


This galvanised the visitors into further vigorous efforts, but the home team was playing with confidence and indeed was showing better football than their opponents. Sout 


h Coast forced a corner, and D.Ward took 


the kick and centred nicely; C.Jones was waiting - he took the ball on the full and smartly sent in the home team's second goal. Towards the end, the home team were showing out to great advantage, and went close 


to notching another goal or two. However, the final whistle left the South Coast winners by 2 goals to nil. 
A majority of the spectators expressed the opinion that the South Coasters would defeat the visitors under any conditions. 
For the winners, A.Jones, C.Jones, Muir, Thompson, Masters and Cheney appear to do best, but the whole team combined splendidly. Kissock, Campbell, Balk and Ballar 


1923.14 


‘d were the pick of the visitors. 


information sourced by Peter Bulkeley from the Lithgow Library 


Date & Time 


Venue 


Weather 


Temperature 


Attendance 


10th. July 1923, 15.15 


Glanmire Sports Ground, Lithgow, N.S.W. 


Cold and showery 


2000 


Western District..0 v. New Zealand..4 
half time, Western District..0 v. New Zealand..2 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
W.Lowe Rewi Braithwaite 
LB J.Hill J.Flood 
RH H.Wilson 


CH J.Dwyer 


Joe Kissock 


x 
IL S.Schofield IL Charles Ballard (c x 
OL 
Team Coach B.Salmon 
Chambers 
a (a) 


http://trove.nla.gov.au/ndp/del/article/16079804 


Ces Dacre 


LH C.Borrowdale LH John Dryden 
OR G.Glendenning (c ) OR Robert Innes 
PT 
4) 


The Sydney Morning Herald, 11/7/1923, page 10 
match report from The Lithgow Mercury, 11/7/1923 
Despite cold and showery weather and the fact that the match was played on a week day, the crowd on the Glanmire sports ground - between 1500 and 2000 - is a record for Lithgow. It was larger than expected, but 
had the match been played on a Saturday, the gate would have been much larger. 

The ground was very treacherous and was not conducive to good football. Nevertheless, the spectators were treated to a bright exposition of the game. New Zealand were without their redoubtable captain, "Dinny" 
Campbell, who is down with "flu," and, as a consequence, the team was altered somewhat. The surprise of the game, however, was the showing made by the locals who, though they had never played as a 
combination before, kept their end up well. Although beaten, they were by no means disgraced. Each man played like a Trojan and thoroughly deserved his place in the team. The New Zealanders played well - it was 
to be expected - but even they missed good openings. 

The teams were:- 

Combined Western District: J.Walker, goal; J.Hill and W.Lowe, backs; H.Wilson, J.Dwyer and C.Borrowdale, halves; G.Glendenning (capt), D.Downie, W.Naismith, S.Schofield and T.Hill, forwards. 

New Zealand: R.Craxton, goal; J.P.Flood and J.R.Braithwaite, backs; W.R.Thomas, J.G.Kissock and J.Dryden, halves; R.Innes, C.Dacre, A.Donaldson, C.W.Ballard (capt), and H.Balk, forwards. 

Glendenning won the toss and elected to play with the sun and with the slight fall in the ground. Donaldson set the game going for New Zealand, who by good forward play, had the ball quickly in the home half. Hill, 
left back, whose kicking and tackling throughout were first-class, relieved, and Glendenning securing, had the visiting goal momentarily in jeopardy. His centre, however, went behind. From the kick, the N.Z. forwards 
broke away, a promising effort being spoiled by Donaldson getting off-side. The same player soon afterwards, had a good, though unsuccessful, shot, the ball going over the bar. N.Z. continued to press and only the 
solid defence of Hill, Lowe, and Walker, prevented a score. Western then took a hand and Glendenning and Downie carried play to the other end. Downie centred and Hill, the left-winger, drove goalward, the shot 
deflecting off the N.Z. back and going behind. Naismith put in an individual effort and, after beating several, passed to Glendenning. The latter centred and a great opportunity was lost, the ball beating the whole of the 
forwards. The visitors came again and a brilliant passing movement was capped with a goal. After most of the forwards had played the ball, the left-winger, Balk, timing perfectly, centred for Ballard, at inside-left, to 
score. New Zealand were soon in their opponents’ ground again and Walker, after stopping a hard shot, was forced to concede a corner. The kick gave Kissock a chance, but the ball screwed of Hill, narrowly missing 
New Zealand were soon in their opponents’ ground again and Walker, after stopping a hard shot, was forced to concede a corner. The kick gave Kissock a chance, but the ball screwed of Hill, narrowly missing the 
corner of the goal. New Zealand's second goal came soon after, Balk again making the opening. Dacre, inside right, made no mistake and his shot from close in gave Walker no chance. These were the scores at 
half-time. 
From the re-commencement, Western attacked, but a fine kick by Braithwaite put the visiting forwards in possession again. The right winger centred, but Donaldson was off-side. The kick transferred operations to 

the other end, and Naismith, in the centre, had a shot. The New Zealand backs, a fine pair, cleared, and Kissock placed to his forwards. The right wing's centre was a beauty and Walker was hard pressed. Stopping 
the shot, and being unable to elude the onrushing centre, he resorted to an old trick and threw the ball behind. The next few moments were hot ones for the home back division. The kick landed in front of the goal, 
Wilson headed away, but Dacre trapped and shot, Walker again pushing behind. Hill, at back, kicked well up-field, and Downie securing, passed to Naismith. The latter waited too long and lost the ball, but Dwyer 

was handy and returned to Downie. Glendenning had a chance this time and put in a great shot from the corner, bringing Craxton to his knees. Downie rushed in and the hopes of the Western supporters went soaring. 
Craxton however, just managed to tip the ball behind. By good work, Western kept play within the danger zone; Borrowdale passed to Hill, and the latter to Naismith, whose shot - a grubber- had Craxton again down. 
As before, he conceded a corner, and Downie slammed hard across to Schofield, who was, however, unable to reach the ball. As if by magic, the N.Z. front line carried play to the opposite end, where Ballard let drive. 
The shot was too high, but it was a warning to the home defenders, who thereafter marked their men more closely. Another centre, this time from the right winger, looked dangerous. Donaldson headed goalward, but 
Walker cleared brilliantly. The visitors were not to be denied, however, and Donaldson netted with a stinging and unexpected shot. The end was near, when Balk again landed a centre in front of goal, and Donaldson 
scored his second point. The game finished in failing light and a sharp shower. Mr.G.Donoghue had charge of the whistle and gave satisfaction. Final scores: 4-0. 


1923.15 


Although all the home team played well, some were of exceptional merit. Walker, in goal, was a tower of strength and many times saved his side. Hill and Lowe, the backs, were a fine pair, Hill, perhaps, being the 


better of the two. Wilson was the pick of the halves; he is a youthful player, but knows the game and plays with confidence. In the front line, the whole five were workers, with perhaps Downie (who was a little off in 
his shooting), Naismith and Glendenning outstanding. The New Zealanders need no comment, their play was good, but the front line felt the loss of Campbell. 
The Maori "war cry" was given prior to the commencement and created much amusement. 


1923.16 


A Chinese team toured Australia from August to November 1923. There is much confusion as to the team "name". The original China Football Association was not formed until 1924, and was not affiliated with FIFA 
until 1931, therefore, the team was not an "official" Chinese team. The labelling of the team created a conflict amongst the press in relation to the issues of political and cultural representation. The Chinese Republic 
News and the Tung Wah Times, both chose to describe the team as the Nan Hua, or South China Soccer Team, yet the latter interchanged South China with Chinese on numerous occasions. 

The papers desired to use the tour to promote the belief that the team not only symbolised South China, but also the KMT (Kuo Min Tang - republican movement of China), even though there was no direct connection 
between the South China Athletic Association (Hong Kong) and the nationalist movement. There was in the local press a genuine confusion as to whether the team was representing the Republic of China, or just South 
China. So persuasive was this sense of China being defined as the South, that there was no consistent terminology to characterise the Chinese from other parts of the nation. They were variously described as from 
East, Central and North. This labelling conflict carried through to the Western papers which, influenced by the local Chinese, presumed that the team represented South China, even though they knew of the three 
players from the North (Wang Chen-Sheng from Peking, Chang Hsi-En and Shen Kuo-Chuan from Shanghai). 


The Chinese touring team were frequently referred to in the newspapers as a Chinese Universities team as the team was principally drawn from university students and ex-students. 
For pen pictures of the team refer to The Sydney Morning Herald, 7/8/1923, page 12 http:/Htrove.nla.gov.au/ndp/del/article/1 6085828 


When Harry Millard arrived in Hong Kong from Shanghai he brought with him shirts for the team made in Shanghai. For reasons that are unclear, these were discarded and replaced with a set from the SCAA, that had 
the two Chinese characters for South China emblazoned on the front (described in an article in The Register as dark blue with five colours of the Chinese Republic - red, yellow, blue, white, and black - surmounted by 
hieroglyphics which stood for the South China Athletic Association). Furthermore, there were only 13 jerseys in all, equalling the number of SCAA players. The SCAA was instilling within the players that they were the 
sole organisers of the tour, something Mok was to emphasise at many opportunities both in Australia and in China after the event. In doing so, the SCAA were alienating the three other players, who felt outraged that 
they had been stripped of their Chinese identity, and forced to play under another banner. 


The names of the Chinese squad for the tour of Australia have several variations. The Chinese characters have been romanized with the Cantonese version generally used. 
Translation was carried out by Neil Morrison (Neil hails from England and contributes to rsssf) 


Players 


Wade-Giles Pinyin transliteration other newspaper variations 
Lau Hing-Cheung Liu Ching-Hsiang Le Hung Choung 
Ww 


Chan So Chen Su Chen Su 
Leung Yuk-Tong Liang Yu-Tang Liang Yutang 
* indicates the Wade-Giles transliteration for Leung Tai-Fong Liang Ti-Fang Liang Difang 
Eastern Chinese Wong Shui-Wah Huang Jui-Hua Huang Ruihua Wong Sui Wa, Wing Sui Wak 


Lam Yuk-Ying Lin Yu-Ying Lin Yuying Lan Yuk Ying 
Wang Chen-Sheng* [Wang Chen-Sheng Wang Zhensheng Wan Chen Sheng 
Wong Pak-Chung Wang Pai-Sung Wang Baisong Wong Pak Cheung 


Kwok Po-Kan Kuo Pao-Ken Guo Baogen Kwok Pa Kan 
Lee Wai-Tong Li Hui-Tang Li Huitang Lai Wai Tong, Li Wai Tong 

Chan Kwong-Yiu Chen Kuang-Yao Chen Guangyao 
Chang Hsi-En* Chang Hsi-En Zhang Xien 


Manager 


Mok Hing Mo Ching 


1923.17 


Date & Time Venue Weather Temperature Attendance 


11th. August 1923, 15.15 Royal Agricultural Ground, Moore Park, Sydney, N.S.W. 40000 


New South Wales..3 v. Chinese XI..3 
half time, New South Wales..1 v. Chinese XI..2 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 
GK 


START LIST 


George Cartwright Lau Hing-Cheung 


Charlie Leabeater Ng Kam-Chuen 


R.Critcher Chan So 


Lawson Bailey Leung Yuk-Tong (c ) 


Andy Henderson 


Stan Bourke 


Yip Kau-Ko 
Wong Pak-Chung 


Perce Lennard Xx, X 
Harry J.Sherringham 
Fred Hancock x 


Frank Melliar-Smith 


Chan Kwong-Yiu 


LH ___|Jack Avis (c) <== 3] 
= S31) 
lixs = ti] 


W.A.Wright 

J.McDougall 

C.Brown 
The Referee, 15/8/1923, page 13 http://trove.nla.gov.au/ndp/del/article/128108748 
match report from The Sydney Morning Herald, 13/8/1923, page 6 http://trove.nla.gov.au/ndp/del/article/16087246 


Over 40,000 people witnessed the British Association match between the Chinese Universities team and New South Wales, at the Agricultural Ground on Saturday. Each team scored three goals. 

China -Goal: Lau Hing Cheung. Backs: Ng Kam Cheun, Chan So. Halves: Leung Yuk Tong (captain), Leung Tai Foong, Wong Shui Wah. Forwards: Pong Kam Wing, Ip Kou Ko, Wong Pak Chung, Chan Kwong In, 
Li Wai Tong. 
New South Wales-Goal: G.Cartwright (Balmain Fernleigh), Backs: C.Leabeater (Granville), R. Critcher (Corrimal). Halves: L.Bailey (Adamstown), A.Henderson (Granville), J.Avis (Weston), captain. Forwards: 
S.Bourke (Granville), P.Lennard (Creswick), J.Sherringham (Sydney), F.Hancock (Balmain Fernleigh), F.Mellior-Smith (Sydney). Referee. W. A. Wright. Linesmen. J.McDougall, C.Brown. 

Each team received a great reception as it filed into the field. New South Wales decided to defend the southern goal. 

Wong Pak Chung kicked off, and the Chinese attack advanced. A transfer to Li Wai Tong looked like trouble, but Leabeater intercepted opportunely, and drove off the invaders, permitting a move forward by New 
South Wales, in which Sherringham out-manoeuvred Leung Tai Foong, and transferred to Hancock, when menaced by Wong Shui Wah. Hancock shot, and Lau Hing Cheung brought off a splendid save, which 
transferred play to midfield, where Leung Yuk Tong secured, and got Pang Kam Wing away. He showed a rare turn of speed, and shot from a good position into New South Wales goal mouth, where Li Wai Tong 
picked up smartly and brought thunderous applause by beating Cartwright completely. 

China 1, New South Wales nil. 
The success stimulated the tourists, whose fast and nippy play delighted all, particularly Ip Kau Ko and Wong Pak Chung, who called forth all the skill of Critcher and Leabeater to repel them. Leabeater shone in 
defence, but eventually Li Wai Tong, Ip Kau Ko, and Wong Pak Chung evaded him and Ip Kau Ko gave Cartwright a hot shot, which was parried in rare style. New South Wales reversed the attack, Henderson 
prominent, and Sherringham at close range again gave Lau Hing Cheung an opportunity to show his worth. Mellior-Smith next worked into the picture, but was dispossessed by Ng Kam Chuen. Play slowed a little 

till Chan Kwong In got round the home defence to be staved off by Bailey. Fine combination kept China to advantage, and the home halves did sterling work in protecting Cartwright. Avis then sent Mellior-Smith away, 
who anticipated Leung Yuk Tong's tackle, and passed to Hancock, who missed practically a certain goal. Chan So transferred play, and his forward brigade were soon on top of the home defence, and had 

Cartwright penalised for carrying. Li Wai Tong took the kick and scored a fine goal. 

China 2, New South Wales nil. 

N.S.W. were on their mettle and they tore down on the leaders' defence, giving Hancock and Lennard many shots, which Lau Hing Cheung dealt with very effectively. In defence the visitors showed up valorously, 
Chan So displaying sterling worth as a back. Leung Yuk Tong effected a clearance, but N.S.W. were back again from a fine drive by Leabeater, who sent to Henderson. He tore past Leung Tai Foong and passed to 
Lennard, who opened the home side's score and made half-time figures: 

China, 2; New South Wales, 1. 

On resuming short passing characterised the home side's play, and its adoption soon proved profitable, as Sherringham outpaced his visa vis and transferred to Hancock, who made the figures: 

China, 2; New South Wales, 2. 

The vast attendance roared approval as a stirring struggle for supremacy manifested itself, and vigorously applauded Wong Pak Chung when he dashed goalward, but his transfer to Ip Kau Ko enabled Avis to reverse 
matters, and Lan Hing Cheung was given a torrid time, in which he defended brilliantly and gave away many corners which N.S.W. could not utilise to advantage because of the sterling defence of Ng Kam Chuen and 
Chan So. Later Mellior-Smith drew the Chinese defence and sent to centre field, where Lennard intercepted and put the home side ahead. 

New South Wales, 3; China, 2. 

The visitors appeared to have lost a lot of their dash, and N.S.W. were often in attack, but Lau Hing Cheung played all shots with uncanny precision. The visitors battled on, and in a final supreme effort Chan Kwong In 
bested Avis, flew past Leabeater, transferred to Li Wai Tong, who scored his third goal and made the final figures: 

China, 3; New South Wales, 3. 


1923.18 


It was a stirring game. The outstanding players were Lau Hing Cheung, Leabeater, Leung Yuk Tong, Henderson, Wong Pak Chung, Lennard, Li Wai Tong, and Hancock. 
The Chinese knowledge of the game was more than a surprise, and in the first half particularly they read the home side a sermon on short passing and placing to advantage. Neither side was suited by the soft, 
spongy turf, and Wednesday's game on the comparatively hard Sydney Cricket Ground, China v Metropolis, should provide a more than ordinary fixture. 


Date & Time Venue Weather Temperature Attendance 
15th. August 1923, 15.15 Sydney Cricket Ground, Moore Park, Australia 7000 
Sydney Metropolis..4 v. Chinese XI..2 
half time, Sydney Metropolis..2 v. Chinese XI..1 
Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured (minute) F Position (minute) | Injured | Sent Off | (minute) 
START LIST 


George Cartwright 
GK (Balmain Fernleigh) GK Lau Hing-Cheung 
Charlie Leabeater (Granville) RB Shen Kuo-Chuan 


a eee 
R Leung Yuk-Tong (c ) 
Wang Chen-Sheng 


LB 

'H 
CH 
LH 

IR 
IR 
CF 
IL 


RB 
P| LB [StanAnderson (Pyrmont) | TT 
[fay asa (ret | [-|- | 
CH Andy Henderson (Granville, 
Sian Bourke (Gran) [x —[--- 
OR Stan Bourke (Granville) 


Lam Yuk-Ying 
Pang Kam-Wing 


Wong Pak-Chung x 
Lee Wai-Tong x 


x 
Albert "Dutchy" Phillips 
(Balmain Fernleigh) X, X 
Harry J.Sherringham (Sydney) x 
George Milner (Granville) 
Frank Melliar-Smith 
(Balmain Fernleigh) OL Chan Kwong-Yiu 
SUBSTITUTES 


ee gag 
Team Manager Team Manager 

Linesman 

ER eT 


When Lau Hing-Cheung retired hurt Lam Yuk-Ying moved to goalkeeper. 


match report from The Sydney Morning Herald, 16/8/1923, page 10 http://trove.nla.gov.au/ndp/del/article/16087727 

The visiting team of Chinese players met a Metropolis combination at the Sydney Cricket Ground yesterday, and after an even first half, they were beaten by 4 goals to 2. There were 7000 spectators. The visitors 
suffered a severe loss when their brilliant goalkeeper, Lau, received an injury, and was com- pelled to retire just before the interval. This reverse disorganised the team, and the home team attacked throughout the 
remainder of the game. 
China: Lau Hing Cheung, Shen, Chan So; Leung Yuk Tong (c.), Wan Chen Sheung, Lam Yik Yun, Pang Kam Wing, Ip Kau Ko, Wong Pak Chung, Li Wai Tong, Chan Kwong In. 
Metropolis: Cartwright, Leabeater, Anderson; Fisher, Henderson, Timms; Bourke, Phillip, Sherringham, Milner, Smith. 

Referee: E.Jones 
Wong Pak kicked off, and play was taken to China's territory, where Phillips tested Lau, who cleared with a long punt. New South Wales were in attacking mood, but sturdy defence, particularly by Chan, enabled 
Leung to open a Chinese attack, which off-side nullified. Timms showed up well in piloting the home vanguard, forward, and weak defence by Chen almost let Metropolis in. After a bout of even play Bourke sprinted, 
but Phillips sent behind and from the goal kick China became aggressive and a miss by Leabeater looked promising till Li sent over. Long shots were attempted by each side but Lau and Cartwright safely disposed 
of them. Then Fisher initiated a good attack, which was resultless, after which China moved forward, and some smart combination by Wan Chen, Ip, and Wong Pak resulted in a goal from the last named. 

From the kick off Sherringham broke away but Lau retrieved the position, and China again bore down, but without result, on Cartwright. Anderson sent well forward, and Metropolis gained a corner kick, from which 
Milner just missed. Metropolis gradually worked to their opponent's territory, but could not subdue Lau and Chan, and Pang broke away, but Li's two shots were diverted by the home defence. Timms again worked 
play to Smith, and his centre was driven goalward by Sherringham and the return was well taken by Phillips, who goaled 

China 1, Metropolis 1 
Each team was playing solidly, and after an attack on China's goal Lau, a splendid custodian, retired injured. Lam Yuk took his place, and Leung Tai fielded at half. China rallied, and Ip had a fruitless shot after which 
Metropolis rallied, and a good bout ended in a goal from Sherringham. 

Metropolis played Milner at centre after the interval, and their vanguard benefited by the change. The tourists felt Lau's loss keenly although Lam Yuk was not entirely ineffective. Metropolis practically dominated the 
second half, due in a large measure to the fine work of Fisher, Henderson, and Timms, and added goals through Phillips and Bourke. Towards the close of the game China rallied, and Li scored. 
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The next scheduled match for the Chinese was against Granville (a suburb of modern-day Sydney near Parramatta). In 1923 it was considered remote from the Sydney CBD and the match was big news as shown 


by the following report from The Cumberland Argus and Fruitgrowers Advocate, 25/7/1923, page 1 and 6. 
Last Wednesday will be recorded as a red-letter day in the annals of Granville. 
Granville has been the scene of many interesting and important events. But the enthusiasm of 


the people was never more pronounced than it was on Wednesday, the day of the Chinese footballers’ visit. 


Upon their initial appearance, the Soccer exponents from the East captured the big heart of the Australian public. And Granville had reason to congratulate itself upon securing one date in the visitors’ itinerary. The 


visit itself more than justified such congratulation. 

When it was definitely announced that the Chinese team would visit Granville, the local Cham 
endeavor to make the function worthy of the town. They succeeded. It was a memorable day. 
A number of cars, lent and driven by local citizens, arrived at the Hotel Sydney, where the Chinese players are staying, about 9 a.m. 


ber of Commerce, the local council, and other public sp| 


irited citizens joined with the Granville Football Association, in an 


Quite a crowd had gathered to meet the party when it arrived in Granville, en route for the Hills district. Of the brief halt, a few amateur photographers took full advantage. Their opportunity, of course, was a unique one. 


After an exhilarating drive through the Hills district, the party visited the orchard of Mr.J.Heane 


Everybody was invited to help himself. It is almost superfluous to say the invitation was accepted. 


, at Glenorie. A demonstration of fruit grading was fol-lowed by a trip through the orchard - a very fine one, by the way. 


The next port of call was the Burnside Homes, where the party was received by the superintendent of that institution, Mr. Albert Jones. The children, who were lined up in the grounds, gave three ringing cheers for 


the Chinese football team. By way of reciprocation, the kiddies were favored with a rendition of the visitors' war cry, which pleased them immensely. 


After the children had entertained the party with a drilling exhibition, a tragic note was sounded. The assemblage was staggered when Mr.Jones announced that Sir James Burns had just passed away. On all sides 


expressions of deep regret were heard. While, to local people, the death of Sir James was not 
of whom were heard to express their sorrow. Sir James breathed his last while the young Easterners were admiring his handiwork. 

(Sir James Burns was a businessman, shipowner, philanthropist and a Member of the NSW Legislative Council from 21/7/1908 to 22/8/1923.) 
The party then returned to Granville, where the Mayor (Alderman H.A.Membrey), on behalf of 
included the Mayor of Auburn (Alderman Ritchie) and Mr.T.H.Morrow, M.L.A. 

Speaking from the steps of the Town Hall, the Mayor tendered the visitors a warm and sincere welcome to Granville. 


altogether unexpected - they knew he had been ailing for some time - it was quite a bombshell to the Chinese, several 


he citizens, welcomed the visitors at the Town Hall, in the presence of a large and representative gathering, which 


"We have" he said, "often heard of that great land from which you have come. You have an ancient lineage - you have traditions of which you are proud. You have come to a country that is practically a now country. 


As you are proud of your heritage and blood, so we are proud of the heritage we have received from the great British nation. 

"You have shown us that in the Eastern land there are gentlemen who can play the game, and play clean. You have endeared yourselves to the Aust 
actions. We hope when you go back to China you will carry with you kindly recollections of the welcome you have received at Granville." 

Mr. H.A.Millard, organiser of the Chinese team, responded. After expressing thanks, he said the reception Granville had given the team was simply a 
“| had no doubt" he said, "as to how my countrymen would receive these boys when they came over here. It called for no little courage on the part of 
“| I, and | think they wil 
to China. | think they 


it doesn't matter if they don't win a match right through the tour - | have brought them out as the goods regarding soccer footbal 
or lose, they will show the true sporting spirit. And Australia's prestige as a sporting people will be enhanced when they go back 
they are acting as ambassadors from their country to our country. My idea of this tour was 50 per cent. sporting, and 50 per cent 
Mr. Mok Hing, manager of the team, also responded. He said they were proud of the warm and friendly welcomes they were receiving wherever they 
H 


ralian public, because you are clean and thorough in all your 


repetition of what "the boys" had received all along the line. 
these boys, who had never left their own country, to come all 


this distance to a strange land, and play on strange grounds, before strange people. They have never made any complaint, and they are thankful for what you have done for them. 


live up to that reputation while they are here. Whether they win 
are acting in a greater capacity than that of a football team - 


. national. | hope before it is over it will be 99 per cent. national." (Applause). 


went. He could not adequately express their feelings of gratitude. 


le was sure the Chinese would always remember the friendly feelings between the two nations. And he hoped the two nations would work together for mutual benefit. (Applause). 


he visitors were then entertained at luncheon by the Mayor, aldermen, Chamber of Commerce, District Football Association, and citizens of Granvil 
he Mayor presided. 

he loyal toast honored, the Mayor proposed "Our Guests." If there was one thing Granville liked to meet, he said, it was a good 
was a pleasure to meet, and associate with. 

am sure" he continued, "that from this and similar gatherings our brothers of the East will always remember Australia. And | h 
come to Australia, if they come with the spirit they have shown on this trip, they will always be received with joy and delight." (Applause). 
In supporting the toast, Mr.E.Thackray (president of the Chamber of Commerce) said sport was not the alpha and omega of our 
need for an understanding between the different nations, and referred to the good work that could be accomplished in that direc 
commercial men. They would return to China with their impressions of Australia. "We want to impress them" he declared, "with 
Alderman H.Epps (president of the Granville and District Football Association) also supported the toast. The Granville Association, he said, was prou 
possible by the generous assistance of the Mayor and aldermen, the Chamber of Commerce, and the other citizens who had helped in various ways. 
assured the visitors of a warm welcome at Clyde. 


football team. The vi 


le. 


isitors had shown they were men of the right stamp - men whom 


ope we shall meet only in friendly rivalry. | can assure our visitors that whenever they 


lives - there were sometimes more serious duties resting upon us. He stressed the 
ion by international sport. Some of the visitors, he said, were students - others were 
he fact that we Australians are what we profess to be - men." 


id to entertain the visitors. That, however, had only been made 
He referred to the activities' and progress of the Association, and 


In responding, Mr. Mok Hing said that since the Chinese players had been in Australia they had been looked after as a child was looked after by its parents. 


Mr.Millard, who also responded, said the visit of the Chinese would have far wider effect than the winning or losing of a footba 


"These boys" he said, "are making a path that we hope our rulers wil 
here in a strange country - none of them has a relative in the State. T! 
is a long way from Shanghai, the brotherhood of man still exists. This 


| match. Both Australia and China would have a lot to thank the visitors for. 

tread, and so establish friendly relations between the two countries. This trip is giving the lie direct to the war theory. We have seventeen men 

he way they have been received by, our own people repudiates that unconscious prejudice which has been fostered in our people. Though Granville 
trip is going to be followed by the building up of trade and friendly relations between the two countries." 


Mr.Millard said the boys were here to give of their best. The games they had played, and the games their opponents had played, could have only one effect - the advancement of the code. In the first match of the tour, 
20 per cent. of the crowd were there out of curiosity. In the second match, 99 per cent. of that 20 per cent. were there again - not out of curiosity, but to see good football. (Applause). 


Mr.Mok Hing briefly proposed "Our Hosts." After honoring that toast, 


he visitors gave their war cry. 


The party then visited Clyde Works, and were shown round by the works manager, Mr. McNab. They were shown, among other things, an engine that had just been completed. The visitors were considerably 


interested in a demonstration of bath enamelling. Their interest in the 


whole works, and in all they saw throughout the trip, was displayed by the numerous questions they asked. 


In their tour through the works, the players came across Andy Henderson, in the course of his daily avocation. Though Andy's appearance was not quite the same as when he plays football, the visitors recognised 


him instantly, and had a word with him. The writer was informed that 


he Chinese "think the world of Henderson." 
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Date & Time Venue Weather Temperature Attendance 

22nd. August 1923, 15.15 Clyde Oval, Granville, Sydney, N.S.W. 
Granville District..2 v. Chinese XI..2 

half time, Granville District..2 v. Chinese XI..1 


Retired Substituted Goal Retired Substituted 
Position Injured | Sent Off ‘minute No. Position Name (minute) | Injured | Sent Off (minute) 


START LIST 
J.Hedges GK Lau Hing-Cheung 
Charlie Leabeater RB Ng Kam-Chuen 
Edward "Ned" Doherty Chan So 

Len Leabeater RH Leung Yuk-Tong (c ) 


GK 
B 
H 
J."Jock" Comrie CH __|Leung Tai-Fong 
LH Harry Spurway Wong Shui-Wah 
| CT OR 
CF 
IL 


Ri 
Ri 


Albert Doerner X, X CF Wong Pak-Chung x 
William "Billy" Watson IL Lee Wai-Tong x 
Fred Ramsay OL Chan Kwong-Yiu 


A] 
ee 
Referee McGrath 
Linesman 

ee aooooooyowpwqpoououotyoyo 
The Sydney Morning Herald, 23/8/1923, page 12 http://trove.nla.gov.au/ndp/del/article/16089259 

match report from The Cumberland Argus and Fruitgrowers Advocate, 25/7/1923, page 6 http://trove.nla.gov.au/ndp/del/article/105920406 

A huge crowd assembled at Clyde Oval to witness the Chinese in action against the local team. Considering the inclemency of the weather, in conjuncttion with the fact that Wednesday in an industrial centre is an 

‘off" day, the attendance was remarkable, and it furnished another eloquent testimony to the popularity of the boys from the East. 

The heavy and sloppy condition of the ground militated against brilliant football. Nevertheless, the match was cleverly and closely contested. A considerable portion of the match was played in drizzling rain. 

China: Lau Hing Cheung, Ng Kam Chuen, Chan So, Leung Yuk Tong (Captain), Leung Tai Foong, Wong Shui Wah, Pang Kam Wing, Chang Hsi En, Wong Pak Chung, Li Wai Tong, Chan Kwong In. (First name is 
surname. Except where they are similar, only the surnames will be given). 

Magpies: J.Hedges; C.Leabeator, E.Doherty, L.LLeabeater, J.Comrie, H.Spurway, S.Bourke, H.Winter, A. Doerner, W.Watson, F.Ramsay. 

Mr.McGrath had charge of the game. 

China kicked off. A combined effort by Watson and Ramsay was checked by S.Chan, who returned the sphere to Granville territory. For the first few minutes Granville had China hard on the defensive. The visitors 

played with less combination than usual. And the game had been in progress only a few minutes when Doerner, snapping up a pass from Bourke, opened the score for the home team. His shot struck the post, and 
rebounded into the net. Lau had no chance of saving it. 
Granville continued to attack. Ng temporarily eased the pressure, but Doerner secured again, and tried another shot, which just missed. T.F.Leung checked another move by the local pivot, and Y.T. Leung banged 
the sphere down to Pang. The winger raced away, and centred beautifully. Leabeater intercepted with his head, and saved an ugly situation. Further pressure by China resulted in Granville conceding a corner, from 
which Winter cleared. Another attack, in which Bourke and Winter figured prominently, resulted in Lau saving a stiff shot from Bourke. A scrimmage in front of goal ensued, a goal kick relieving the pressure. A good 
shot by Comrie failed to beat the agile Lau, who effected a smart save. T.F.Leung headed out from a centre by Bourke, but the local forwards were persistent, and Lau was called upon once more. 

A clever run by K.I.Chan and Li was spoiled by L.Leabeater handling. Nothing came of the free kick. Doerner got away again, and slipped the sphere out to Bourke, S.Chan saving at the expense of a corner. 
Snapping up a pass from K.I.Chan, P.C.Wong looked like going through on his own. Doherty stopped him just in time. K.I.Chan tricked L.Leabeater, and banged across to P.C.Wong, who missed a good opportunity. 
China's speedy left winger was again prominent, when C.Leabeater was penalised for handling - within the fatal area. S.Chan was entrusted with the penalty. To the dismay of the crowd, he kicked wide. 

The visitors were now showing to much better advantage. The front line was combining nicely, while the defenders were tackling more vigorously than they had hitherto done. 
With a clever kick Pang transferred to the pivot, who once more failed to make the most of the opportunity. A concerted move by the visitors’ front line resulted in Li just missing the post. 
After clever individual play, Chang transferred to P.C.Wong, who, with a lovely shot, scored the equaliser. 
S.W.Wong set K.Y.Chan off again. The winger's centre resulted in a scrimmage in the goal-mouth. Another move by Li and his partner was repulsed by Comrie. Granville resumed the offensive, and Watson, with 
only the goalie to beat, struck the cross bar, the ball bouncing behind. Spurway initiated another attack, and an exciting scrimmage occurred in front of China's goal. Lau got his fist to the ball, and S.Chan relieved 
the pressure with a long kick. 
The Chinese inside trio treated the spectators to another fine piece of play. At the critical moment, K.I.Chan lost control of the slippery ball. Winter created an opening for Doerner. The pivot beat Ng, and Lau rushed 
out in a desperate effort to save. Doerner scored. 
At half time the locals were leading by two to one. 
Considering the state of the ground, the standard of play, in the second half was excellent. The visiting forwards had settled down to it, and treated the crowd to some clever footwork. The defence of S.Chan, 
Y.T.Leung, and Lau was particularly good. S.W.Wong clung tenaciously to Bourke, but was unable to prevent the local winger from making several good runs. On one occasion, Bourke put in a terrific shot, but Lau 
saved. 
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K.I.Chan was exceedingly troublesome in the second session, and had the brothers Leabeater thinking hard on several occasions. 

Pang had a tough proposition in Spurway. But now and again he eluded Granville's crack half, and when he did there was danger ahead. Pang was largely responsible for China's second goal, his clever run and 
accurate centre enabling Li to score. 

In the concluding stages, China pressed very hard. The excitement was intense. 

The game resulted in a draw-two each. 

As one of the Chinese players remarked after the match, "both teams played a good game." 

A feature of the visitors' play was their improved defence, especially their tackling. 

After the match, the visitors returned direct to Sydney. 

On and off the field, the Chinese footballers are thorough gentlemen. And Granville will long remember their visit. 

Twas a memorable day. 

The arrangements were chiefly in the hands of Alderman H.Epps, Mr. F.S.K.Perry, and Mr.Bentley Hyslop, to whom a word of congratulation is due. 


Date & Time 
28th. August 1923, 


Venue 
Tramway Football Ground, Hamilton, Newcastle, N.S.W. 
Newcastle..7 v. Chinese XI..1 
half time, Newcastle..6 v. Chinese XI..0 
Substituted Goal 
(minute) Position (minute) 


Ng Kam-Chuen 
Chan So 
Leung Yuk-Tong (c ) 


Weather Temperature Attendance 


Goal Retired 
(minute) | Injured 


Retired 
Injured 


Substituted 


Position (minute) 


Sent Off 


Henry "Hen" Maunder 
William "Ernie" Ernest Owen 


Arthur Lambert 


Leung Tai-Fong 


Lawson Bailey 


Wong Shui-Wah 


David "Dai" McLaug 
IR Roy "Rags" Urwin 


Kwok Po-Kan 


CF William "Podge" Maunder 


Wong Pak-Chung 
Lee Wai-Tong 


Tommy Coates 


OR 
CF 
OL 


Team Manager 


Chan Kwong-Yiu 


Team Manager 
Referee H.Winley 


Linesman 
Linesman 


D.McLaughlin is often shown as D.McLauchlin and D.McLauchlan. 


The Sydney Morning Herald, 29/8/1923, page 16 


match report from The Newcastle Morning Herald, 29/8/1923, page 3 
There was a large crowd at the Tramway Ground, Hamilton, yesterday, to witness the Chinese Soccer team play a selected Newcastle team. Long before the match started the grandstand was packed, and hundreds 
failed to secure a seat. Prior to the game Alderman Myers, the Mayor of Hamilton, extended a welcome to the visitors. Newcastle won, and deserved to win. The score of 7-1 was, however, very flattering to the locals, 
China in places having the better of the game, and on many occasions kept Newcastle on the defensive. The game was fast and clean, and was thoroughly enjoyed by the crowd. Several minor accidents occurred. 
W.Maunders left the field just after half-time, and did not return, while a quarter-hour before the finish McLauchlan left the field. Bailey was off, but he soon resumed. Kiok Po Kan was injured. He left the field, but 


returned with his finger bandaged. 
The teams lined up as follows:- 


http://trove.nla.gov.au/ndp/del/article/16090550 
http://trove.nla.gov.au/ndp/del/article/139943056 


China.- Goal, Lau; backs, Ng Kam Chuen and Chan So; half-backs, Leung Yuk Tong, Leung Tai Soong, and Wong Shui Wah; forwards, Chang Kwong Wu, Kiok Po Kan, Wong Pak Chung, Li Wai Tong, 


Pang Kam Wing. 


Newcastle.- Goal, Coutts; backs, Hayes and H.Maunders; half-backs, Bailey, Lambert, and Owen; forwards, McLauchlan, Urwin, W. Maunders, Muir, and Coates. 


Referee. H. Winley. 


Lambert won the toss from Leung and decided to kick to the Glebe goal. Wong Pak kicked off for China, but Newcastle were the first to attack. Lau cleared Lambert's shot, and sent to Wong Shui, but Hayes cleared 
the cross. China secured the first corner. Pang took the kick, but Bailey cleared with a long punt. The ball went to China's goal, where Lau had to clear from Urwin. Leung took up, and sent to Li, who beat Owen only 
to see Hayes clear. Newcastle scored first, when Coates with a hard shot netted. 
Soon after the same player sent in, the ball hit Chan So's foot, and shot into the net at a great rate. Newcastle 2, China 0. 
Although they had two goals lead, Newcastle were not much better in play. China had had the ball just as often, but the Newcastle forward line was playing excellently. A free kick was given against Lambert, Leung 
sending hard in, but Coutts saved. Then Kwok sent to Wong, but Owen headed out. Newcastle increased their lead when McLauchlan received from Owen. He centred high into goal, Lau jumped for the ball, but 


Maunders headed into the net, Newcastle 3, China 0. 
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China broke away, and Chan Kwong centred. Bailey partly missed his kick, and left Wong with a good opening. The centre, however, sent over the bar. Then Li got away, but H.Maunders cut across and cleared at 
the expense of a corner. Chan put this behind. Then Bailey tried to trick Pang. The winger was too smart, and beat Bailey before centring, Maunders again giving away a corner. This was cleared by Coutts, who fisted 
clear as Mong and Kwok rushed in. Newcastle soon afterwards secured a corner, and from Bailey's good hook Maunders shot, Leung Tai smartly clearing. The ball went to the Newcastle goal, where Li beat Lambert, 
and sent to Wong, an exciting rally taking place in the Newcastle goal before Owen cleared. The ball went to Urwin, out to McLauchlin, who centred, and Maunders converted. Newcastle 4, China 0. 

The lead was soon increased, when Muir scored from Coates' centre. Newcastle 5, China 0. 

Then Maunders scored a beautiful goal. He received near centre, and raced between the backs, and when close in put past Lau into the net. Newcastle 6, China 0. 

Muir afterwards got away, and Lau brought off a beautiful save, and well deserved the applause he received. The ball went to the other end, where Li put past Hayes. The little inside left raced along, but Owen cut 
across and cleared, half-time score being Newcastle 6, China 0. 

Resuming play Newcastle kicked off, their first attack being cleared by Chan So, who sent to Chan Kwong, who secured a corner off Hayes. This was cleared, and from McLauchlan's centre Coates was offside. 

The ball went to Wong, on to Li, who put in a great shot. Coutts caught the ball and cleared to the left. Pang secured, but his quick return passed over. At the other end Ng cleared from McLauchlan, and sent to Kwok. 
Lambert cleared to Urwin, on to Maunders, to Muir, who shot behind. At the other end Leung Yuk sent to Li, who was robbed by Bailey. Maunders left the field, and during his absence Lambert made a good run. He 
lost to Chan So, who sent to Wong, out to Pang, but Hayes intercepted. The ball was returned, and from Chan's cross Wong went very close with a low shot. Then a very exciting rally took place in Newcastle's 
penalty area. Hayes ultimately cleared with a good punt. Lambert had gone centre forward; he put in a great shot. which hit the bar and bounced out, McLauchlan netting from the rebound. Newcastle, 7; China, 0. 
From the centre kick China attacked, and Ip hit the bar, with Coutts well beaten. Lambert then made another good run, his final shot going wide. The ball went to the other end, where Bailey gave away a corner. 

This was well placed by Pang, and Wong headed farther in. H.Maunders clearing. The ball was returned, and Hayes handled. The free kick was taken by Leung. Coutts saved, and a moment later Wong got in a good 
shot, which Coutts saved at the post. China were having a little the better of the game, and deserved to score. Newcastle were, however, all out to prevent a goal. A free kick was given against Leung Tai for holding 
Bailey. Then Kwok left the field, he returned with his finger bandaged. The free kick was returned, and Chan sent into goal, Hayes headiing behind for a corner. Then Leung Tai put behind. A moment later Li sent 
across to Kwok, who was worried by Bailey, and put wide. China scored when Chang Kwong put in a great shot and beat Coutts. Newcastle, 7; China, 1. 

The goal was well received, and the scorer loudly applauded. A second later Wong went close with a nice shot. Bailey was injured and was taken off the field. This left Newcastle with nine players, and China again 
attacked. Bailey soon returned, but McLauchlan left the field. Newcastle went away. but Ng brought off a splendid back heel kick, and cleared to Leung Tai, on to Wong, whose shot was saved by Coutts. Lambert 
was injured, and the game was held up for a time until his knee was bandaged. After the resumption Bailey made a run, he centred, but Chan So cleared. Then Coates put in a good shot, Lau saved and then fisted 
clear Urwin's return. The ball went to Newcastle's goal, where Hayes, Owen, and Maunders all cleared. Then Bailey made a good run. He centred to Muir, but the ball passed out, the final score being : Newcastle, 7; 
China, 1. 


1923.23 


Date & Time Venue Weather Temperature Attendance 
1st. September 1923, 15.15 Bode's Grounds, Wollongong, N.S.W. 10000 
South Coast..1 v. Chinese XI..1 
half time, South Coast..1 v. Chinese X1..1 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
J.Boyle 
Peter Hunter 


LB Jim Muir 
RH William "Scamp" Johnston Leung Yuk-Tong (c ) 
CH Arthur Jones Leung Tai-Fong 


LB 
== 
CH 
LH _ |Arthur Druery + Wong Shui-Wah 
OR Edward "Ted" Jarrett OR Pang Kam-Wing 
PT 
— 
IL 
4) 


Lau Hing-Cheung 
Ng Kam-Chuen 
Chan So 


x< 


Chang Hsi-En 


CF James "Judy" Masters (c ) Wong Pak-Chung 
IL J."Cob" Jones x Chan Kwong-Yiu 


OL Tom "Titchy" Thompson Lee Wai-Tong 
Team Coach Team Coach 

Team Manager Team Manager 
Herb.Reay 

i J.Boyle (Thirroul) 


P.Hunter (Balgownie) 
N.Cheney (Woonona) 
J.Muir (Balgownie, 


A.Jones (Corrimal) 

E.Jarrett (Woonona, 

D.Ward (Balgownie) 
J.Masters (c ) (Balgownie) 


[_______|u.¢.Jones (Corrimal) 
[Thompson (Balgownie) 


The Sydney Morning Herald, 3/9/1923, page 12 http://trove.nla.gov.au/ndp/del/article/28076666 

match report from The Illawarra Mercury, 7/9/1923, page 8 http://trove.nla.gov.au/ndp/del/article/133022113 

A record crowd of spectators gathered round Bode's Oval on Saturday to witness the visiting Chinese team in action against the pick of Illawarra. The arrival of a party of Sydney Chinese merchants by aeroplane from 
Sydney lent an added touch of novelty to a scene that was already replete with novelty. A party of prominent Chinese officials, headed by the Vice-Consul for China, were also present. 

The teams were:- 

China: Goal, Lau Hung Chung; full-backs, Ny Kam Chuen, Chan So; halves, Leung Yuk Long (captain), Leung Tai Fong, Wong Shin Wah; forwards, Pank Kam Wing, Chang Hsi En, Wong Pak Chung, 

Chan Kwong In, Li Wai Tong. 

Illawarra: Goal, J.Boyle; backs, P.Hunter, J.Muir; halves, W.Johnston, A.Jones, A.Druery; forwards, E.Jarrett, T.Green, J.Masters (captain), J.C.Jones, T. Thompson. 

Referee: H. Reay. 
Illawarra won the toss, China kicking off. They at once made towards Illawarra 's goal, but A Jones relieved, and sent Thompson away. C han So was equal to the occasion and he cleared. Druery intercepted a pass 
from Leung Yuk Long and sent Jones away. He passed to Thompson, who sent in to Masters, but the backs were on the alert, and once again Illawarra was repelled. Repeated attempts by Masters, Jones and 
Thompson to penetrate the Chinese defence were frustrated by Lau in goal, who soon won the admiration of tho crowd by his clever saves. China had not been on the defensive all the time, Pang putting in a splendid 
effort only to be stopped when in a good position. Again China put on the pressure, and Boyle diverted a splendid shot from Li over the bar. The resultant corner was fruitless. Resuming the attack C.Jones and 
Masters both tested Lau, who again saved brilliantly. The game, while not being particularly fast, was productive of much good play. Both sets of forwards were playing nicely, but the defences were on the alert. 
Thompson sent in a hard shot, which was diverted over the bar by Lau. Jarrett placed the corner nicely to C.Jones. Lau ran out of goal; this proved his undoing, Jones lifting the ball out of his reach into the net. 
Illawarra 1, China nil. 
China kicked off, and with an irresistible rush swept Illawarra's defence aside. Li Wai Tong shot hard at Boyle, who stopped the ball, but failed to hold it. Chang Hsi En, following on fast, beat Boyle and the scores 

were even again. Both teams now put an extra punch into their game, and the game livened up Illawarra attacked with vigour, but the Chinese defence was impenetrable. When the interval was sounded honours were 
even. 


aa ae) 
Linesman 

_—$<——S—SSe  eeeeee 
Squad List 

a 
a 
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After the resumption China assumed the aggressive, but Johnston, who had been playing the best game for Illawarra, cleared well. The game see-sawed from end to end of the field. Green, for the Coast, sent in a 
long, hard shot, but his judgment was faulty. In quick succession Masters sent in two hard shots at goal, but both failed to pass Lau. For a time Illawarra held the upper hand, but China turned their attacks aside and 
again hotly assaulted Boyle's citadel. A couple of corners had to be conceded, but no decided advantage was gained by China from these. Both teams took turns at attacking, but the defences were too solid, and 


when time was called neither side had increased its score. 


The Chinese team were accorded enthusiastic receptions both before and after the game by the crowd. 


Mr.H.Reay's refereeing was up to his usual high standard. 


Date & Time 


Venue 


Weather 


Temperature 


Attendance 


4th. September 1923, 16.10 


Abermain Recreational Ground, Cessnock, N.S.W. 


South Maitland... 


Heavy rain 
2 v. Chinese XI..2 


1600 


Position 


Goal 
(minute) 


half time, South Maitland..0 v. Chinese XI..0 


Retired 
Injured 


Substituted 
(minute) 


Position 


Goal Retired 
(minute) | Injured 


Sent Off 


Substituted 
(minute) 


| | GK__[Robert Austin 


START LIST 


Lau Hing-Cheung 
RB Ng Kam-Chuen 


Tom Oliver 
G.Jones 


LB Chan So 
Leung Yuk-Tong (c) 


R.Bower 


P.Mathieson 
J.Martin 


Leung Tai-Fong 
Wong Shui-Wah 


OR Jack "Crabbey" McCroarey 
Les Brown 


x 


Pang Kam-Wing 


Perce Lennard 


Lee Wai-Tong 


Jack Gilmore 


Wong Pak-Chung 


Roy McNaughton 


CH 

OR 

IR Chang Hsi-En 
CF 

IL 

OL 


Chan Kwong- Yiu 


Team Coach 


Team Coach 
Team Manager 


Referee 


Team Manager 


Linesman 


Linesman 


J.McCroarey shown as McGrory in newspaper report. R.Austin is also shown as R.Austen. 


The Sydney Morning Herald, 5/9/1923, page 16 
The Maitland Daily Mercury, 5/9/1923, page 7 


Wong Pak Chung, Chan Kwong In. 


match report from the Newcastle Morning Herald, 5/9/1923, page 8 
There was an attendance of about 1600, at the Abermain Recreation Ground yesterday afternoon to witness the Soccer football match between China and the South Maitland district, which resulted in a draw, with 
two goals each. The match was proceeded by a game between Queensland and South Maitland, under 11 years, which resulted in a win for the visitors by one goal to nil. The players wore black armbands as a 
tribute of respect to the victims of the Bellbird disaster. Rain, fell practically the whole afternoon, making the ground greasy, and conditions for football very unpleasant. This was the first occasion on which a South 
Maitland district representative team failed to defeat a touring team. The manager of the visitors expressed his appreciation of the welcome and treatment received. 

The teams were:- China: Goal, Lau Hung Cheung; full-backs, Ng Kam Cheun, Chan So; half-backs, Leung Yuk Tong, Leung Tai Fong, Wong Sue Wah;, forwards, Pan Kam Wing, Chang Hsi En, Li Wai Tong, 


http://trove.nla.gov.au/ndp/del/article/16091216 
http://trove.nla.gov.au/ndp/del/article/123858291 
http://trove.nla.gov.au/ndp/del/article/139599679 


South Maitland District: Goal, R.Austin; full-backs, T.Oliver, G.Jones; half- backs, P.Mathie son, J.Martin, R.Bower; forwards, J.McGroary, L.Brown, P.Leonard, J. Gilmour, and R.McNoughton. 
Play in the first half was even, and closed without, any score. On account of the inclement weather the teams turned round without having half-time. On resuming the play livened up. Gilmour scored with a ground 


shot, shortly afterwards. Martin handled the ball. Li took the penalty kick, but he put over. Pang tricked Martin, and Jones, and Oliver robbed him. McGroary had a shot at the goal, but it passed out. Wong centred 
and Li scored with a shot two yards from the goal. Austin partly saved it. Li passed to Chang, but Austin punched clear. A little later China got a corner, but Austin saved again. McGroary passed to McNaughton, 
who shot at the goal, but the goalkeeper saved. Chang secured and passed to Li, who secured a corner off Jones. Mathieson partly cleared to Wang, but Martin relieved the situation. Leonard tricked four players, 
and, shot at the goal. Lau partly saved, but McGroary following up secured a goal. Chang tricked Mathieson and Oliver, and put to Pang, but Austen saved by throwing out. China made a forward move, and after 
some exciting play Chang scored five minutes before full time. Midfield play followed until the full time whistle blow. 


1923.25 


Date & Time Venue Weather Temperature Attendance 
8th. September 1923, 15.30 Brisbane Cricket Ground, Woolloongabba, Brisbane, 15000 


Queensland..1 v. Chinese XI..1 
half time, Queensland..0 v. Chinese XI..1 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) Name (minute) | Injured | Sent Off | (minute) 
START LIST 
W.McBride Ng Kam-Chuen 
George Harris LB Chan So 
Jack Williams Leung Yuk-Tong (c ) 
CH C.McGovern Leung Tai-Fong 


Eric Nunn Wong Shui-Wah 
J.E."Toddy" Edwards Pang Kam-Wing 


IR 
IL C.Stone IL Wong Pak-Chung 
OL 
Team Coach 
8 8- ——[oo 
ry 
Pd 


= | 
Queensland Times, 10/9/1923, page 7 http://trove.nla.gov.au/ndp/del/page/10289676 
The Brisbane Courier, 10/9/1923, page 15 http://trove.nla.gov.au/ndp/del/article/20650717 


Long before the match between China and Queensland commenced at Woolloongabba on Saturday the grand stand was thronged, all other seats were occupied, and the crowd were encroaching on the cycle track. 
A long trail of motor cars was outside, and when the visitors, in blue uniforms with white knickers, walked on the field, to the accompaniment of much applause, the turnstiles were still clicking merrily. 

Three preliminary games were played. In the school grade _ fixtures Brisbane Gymnasium defeated Toowong by one goal to nil, and Kangaroo Point and Milton played a draw-2 all. The second grade junior teams, 
Ellenas and Redland United, played a draw-1 all. 

The teams in the big game were :- 

CHINA - Lau Hing Cheung, Ng Kam Chuen, Chan So, Leung Yuk Tong, Leung Tai Foong, Wong Shui Wap, Punk Kam Wing, Chan Kwong Yui, Li Wai Tong, Wong Pak Cheung, Chang Hsi En. 

QUEENSLAND - J.Edwards, W.Bratten, T.Hainsworth, C.Stone, J.Robertson, J.Williams, C McGovern, E.Nunn, W.McBride, G.Harris, Hamilton. 

Miss Ruby Norton, the comedienne who is to appear at the Tivoli, was loudly cheered when she kicked off for Queensland. The Chinese were soon on the attack. Their passing was clean, and most methodical. 

lt was also powerful when the necessity arose. First, the centre half took a beautiful corner kick, which looked like bringing disaster to Queensland, and then the right half crashed the ball against the corner angle of 
the posts. When Queensland did attack the Chinese custodian kicked away from Edwards's centre. Offside ended the raid, and then the right back of the visitors created astonishment by the length of his kick. 
Whoever has been coaching the Chinese would be a valuable adjunct to Queensland. The Orientals were as artistic in attack as solid in defence. They swung the ball about delightfully, and their left wing was an 
education, and they taught a valuable lesson in unselfishness. It was a glorious goal with which China opened its account. After Hainsworth had smashed the ball against the upright the Chinese centre forward 
fastened on to the ball from the kick off, beat Harris and McBride, close in, and then put in a paralysing drive. which completely beat Hamilton. It was a wonderful effort after 35 minutes of splendid football. 

At half-time the score was:- China, 1; Queensland, 0. 

China looked like scoring another two when the outside left dashed down the wing and centred. In a melee the tall, well-built Chinese pivot took possession, and although he had a clear opening McBride saved. A 
moment later Hainsworth dashed down the field, and passed to Stone, who had an open goal, but hopelessly mulled a splendid opportunity to equalise. Ten minutes before the conclusion Robertson received the ball 
in his own half, beat the half-back and right full-back, and went right on at great speed. On being challenged by the left back on the penalty line he crashed the ball into the top far corner of the net. 

The end came with the score:- China, 1; Queensland, 1. 


1923.26 


Date & Time Venue Weather Temperature Attendance 
12th. September 1923, North Ipswich Recreation Reserve, lpswich, 
West Moreton..4 v. Chinese XI..2 
half time, West Moreton..4 v. Chinese XI..1 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off | (minute) Name (minute) | Injured | Sent Off | (minute) 
START LIST 
J.Routledge Ng Kam-Chuen 
Cliff Gedge LB Chan So 


Jack Williams x Leung Yuk-Tong (c ) 
A.Heaton (c ) Leung Tai-Fong 


LB 
CH 
Eric Nunn Wong Shui-Wah 
OR J.E."Toddy" Edwards 10, X Pang Kam-Wing 
a ee 
IL 


iT 
Arthur Williams x IL Chang Hsi-En Xx, X 
Team Coach Team Coach 

Linesman 


The Brisbane Courier, 13/9/1923, page 13 http://trove.nla.gov.au/ndp/del/article/20654593 
match report from the Queensland Times, 13/9/1923, page 6 http://trove.nla.gov.au/ndp/del/article/125420536 


There was a splendid attendance at the Ipswich Cricket Reserve to witness the Chinese Soccer team try conclusions with a West Moreton representative team yesterday afternoon. The game was played in 
exceedingly hot weather. The visitors displayed wonderful control of the round ball, and there is no doubt they are a splendid combination. They play the game of science, as played by professional teams in the old 
country. 

The curtain raiser to the big match was played between Ipswich and Brisbane schoolboys. The game ended in a draw, neither team scoring. 

Following were the teams in the big game - 

West Moreton: Goal, R.Millar; backs, J.Routledge, C.Gedge; halves, J.Williams, A.Heaton (captain), E.Nunn; forwards, E.Edwards, A. Pedley, T.Hainsworth, A.Williams, and W.Worrell. 

China: Goal, Lau Hing Cheung; backs, Ng Kam Cheun, Chan So; halves, Seung Yak Tong, Seung Tai Fong, Wong Sui Wah; forwards. Pang Kam Wing, Li Wai Tong, Wong Pak Cheung, Chang Hsi En, 

Chang Kwong In. 

Referee: Mr. A.H.Evans, Brisbane. 

Ipswich won the toss and had the sun and wind in their favour. Wong kicked off for China. Ipswich immediately pressed, but T.Hainsworth was penalised and a free was given to China. Two corners came to Ipswich, . 
and A.Williams scored first goal for lpswich. From the kick-off, Wong sent in but J. Routledge cleared, and E.Edwards, going in on his own, scored close in, after 10 minutes' play. Ipswich 2 goals, China nil. 

West Moreton were combining well. A free kick was awarded West Moreton, but Edwards sent past the post. W.Worrell sent in a nice shot, but Cheung cleared his goal nicely. The Chinese backs were being kept 
hard at it to stay the onslaught of the Ipswich forwards. A free was awarded Ipswich, but T.Hainsworth headed past. T.Hainsworth was penalised for offside play, but nothing came of the kick. China pressed on 
Ipswich goal, but C.Gedge and J.Routledge were playing a good defensive game, and held the opposing forces. A free was awarded Ipswich, but Chang received and scored with a beautiful drive. Ipswich 2, China 1. 
Immediately after the kick-off, J.Williams gave to E.Edwards, who secured the third goal for lpswich with a low drive, which completely beat Cheung, the goalie. Ipswich 3, China 1. 

Worrell sent in a lovely shot, and Cheun, the right back, conceded a corner, from which J.Williams scored Ipswich 4, China 1. 

E.Edwards next received from Tom Hainsworth, and sent in a lovely centre, Cheung conceding a corner, but the ball went past the posts. China secured, and Wang sent to Chang, who sent in a lovely drive, the ball 
flying past the side of the post. Wai Tong next received for China, and he forced J.Williams to concede a corner. Gedge cleared for Ipswich. Gedge again broke up a good piece of combination by the Chinese forwards. 
Chang received a dummy pass from Wong, but the shot went over the bar. The half-time whistle went soon after, with the scores: Ipswich 4, China 1. 

Soon after the resumption, Ipswich forwards attacked, but Pedley fouled near China's goal. Chan So relieved for China, and a corner kick was conceded by Routledge. The same player relieved for Ipswich. Gedge let 
Ipswich away, and T.Hainsworth, receiving from A.Williams, gave to E.Edwards, but the shot went over the bar. A free was awarded China, but Chan So sent past. A free-kick for handling was then awarded China 
through E.Nunn's handling of the ball. Pang received from Wong and gave to Chang, who scored with a beautiful drive, Millar having no chance of saving. Ipswich 4, China 2. 

Chinese forwards were showing marked improvement. T.Hainsworth received a nice pass from Pedley, but he shot weakly at goal, Cheung saving. A.Pedley took the ball in, beating several opponents. Cheung, 
however, saved, but he could not clear. The Chinese right-back then cleared for China. 

A nice movement by the Ipswich forwards was spoiled by Edwards being off-side, and China clearing from the free. Chang sent in a long drive, but Millar was equal to the occasion. The Chinese forwards attacked but 
Millar again cleared from Wong. The Chinese forwards came away with a nice movement, but the referee gave a bad decision by penalising them for off-side play. The Chinese were now showing good combination, 
but their efforts in front of the goal were weak. Ipswich next forced to China's end and Cheung in goal saved successively. The Chinese outside left received and racing along the wing, sent in a nice cross. Nunn 
conceding a corner to China. Another corner was given to China, but the ball was kicked past. A. Pedley received, and passing to Edwards, Kam Cheun conceded a corner. Cheu, the goalie, clearing. A nice cross 
from Warrell was spoiled by Edwards fouling. Off-side play by Hainsworth spoiled a nice chance for Ipswich. From a good pass from Hainsworth, Pedley shot over the bar, when in a good position to score. 

Chan So next cleared nicely for China. Full time came soon after with the scores: Ipswich 4 goals. China 2. 


1923.27 


Date & Time 


Venue 


Weather 


Temperature 


Attendance 


19th. September 1923, 16.00 


No.1 Oval, Tamworth, N.S.W. 


New England XI.. 


0 v. Chinese XI..9 


3500 


half time, New England XI..0 v. Chinese XI..4 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 


No. Position Name 


Lau Hing-Cheung 


Ng Kam-Chuen 
Chan So 


Woodcock (Armidale) 
Baker (Tamworth) 


LB Jefferson (Tamworth) LB 


RH Satchell_ (Quirindi) Leung Yuk-Tong 


CH Milner (c) (Armidale) Leung Tai-Fong 


Wong Shui-Wah (c ) 


LH Montgomery (Quirindi) 
OR Don (Gunnedah) 


Pang Kam-Wing 


Chang Hsi-En Xx, X 


Wong Pak-Chung X, X, X, X 


Lee Wai-Tong X, X, X 


Chan Kwong- Yiu 


CF Greer (Werris Creek) CF 
IL Darling (Tamworth) IL 


OL Beulay (Tamworth) 


Team Coach 


Team Coach 
Team Manager 


Team Manager 


PIR [Cookson (Tamworth) IR 
aa a) 

Referee 

Linesman 


inesman 


The Northern Daily Leader has the New England XI as a Tamworth District XI. 
The Sydney Morning Herald has the scorers as Lee Wai-Tong..4, Chang Hsi-En..3 and Wong Pak-Chung..2. The Arrow has the scorers as Chang Hsi-En..4, Lee Wai-Tong..3 and Wong Pak-Chung..2. 


The Sydney Morning Herald, 20/9/1923, page 12 http://trove.nla.gov.au/ndp/del/article/16094574 

match report from The Northern Daily Leader, 20/9/1923, page 5 NSW State Library, call no. RAV/FM4/230 

here must have been something approaching a record crowd at No. 1 Oval today to witness the important Soccer match between the representative Chinese team and a Tamworth district eleven. All roads seemed 
to lead to the ground, where, at 3.30 p.m., the enclosure was thickly lined with spectators, while the limit of the pavilion's holding capacity had been reached. There was about 3500 present. There was a large 
sprinkling of Chinese Soccer enthusiasts among the crowd. It was stated that many of them had journeyed specially from Sydney to witness the game. 

The teams were as follows:- 
China: Lau Hing Cheung (goal); Ng Kam Cheun and Chan So, full-backs; Leung Yuk Tong, Leung Tai Fong, Wong Sui Wah (captain) half-backs; Pang Kam Wing, Chaing His En, Wong Pak Cheung, Lai Wai Tong, 
Chang Wong In, forwards. 
G 


4 


Tamworth District: Woodcock (Armidale), goal; Baker and Jefferson (Tamworth), full-backs; Satchell (Quirindi), Milner (captain, Armidale), and Montgomery (Quirindi) half-backs; Don (Gunnedah), Cookson (Tamworth), 
reer (Werris Creek), Darling (Tamworth), and Beulay (Tamworth), forwards. 

The visitors won the toss and kicked off. They soon invaded the home territory. The ball was then carried to the opposite end, but the ball went dead. The Chinese team continued to exert pressure, and as a result of 

a combined movement Wong Pak Cheung obtained possession and passed to Lai Wai Tong, who beat the home goalkeeper with a good shot. 

Tamworth carried the ball to the visitors' end and made a gallant effort to score, but the goalkeeper cleared. China came again and Baker made a dangerous shot from the foot of Chan Kwong In. The visitors would not 
be denied, however, and Wong Pak Cheung, from the Tamworth goal line, lobbed the ball into the home goal-mouth and scored their second goal. 

The home team were penned into their own territory for a time, owing to the nippiness of the Chinese forwards, and hereabouts Woodcock made some good saves. The local men then took a hand in the game, and 
smart work by Don and Greer resulted in their opponents being placed on the defensive, but the ball went dead. China pressed again, and from a smart passing movement between the forwards Lai Wai Tong with a 
swift, low shot beat the home goalkeeper for the third time. 
Shortly after the kick-off, the visiting forwards again invaded the home citadel and Wong Pak Cheung made no mistake with a shot that went beyond the goalkeeper's reach. Midfield play followed, and half-time came 
with the score: CHINA 4, TAMWORTH nil. 

After the resumption the Chinese team again dominated the situation, their wonderful passing movements and brilliant combination, and great speed bewildering the home men, who were handicapped in not being 
accustomed to each other's play. The home goal was continually in danger from centres sent in from the right and left wings of the visitors' forward line. With a wonderful burxt of speed, Pang Kam Wing carried the 
ball to the home penalty area. Tackled by Jefferson, he passed adroitly to the ubiquitous Wong Pak Cheung, who netted with a fast shot and registered the fifth goal for his side. 

The home half-backs played a plucky game against the brilliant forward line of the Chinese team, but the latter, with the advantage of condition and extra speed, usually assumed the mastery. After some mid-field 
play, the visiting forwards again took the play into the home half, Wong Pak Cheung sent in a hot drive, which was travelling at great speed, but Woodcock, who was playing well for his side, effected a brilliant save 
and cleared. Tamworth took the play into the Chinese territory for a time and showed some good and tricky football, Milner, Greer and Don doing good work. Their opponents were too tenacious, however, and 
following a swift attack Wong Pak Cheung agained secured and beat the goalkeeper with a good shot. CHINA 6; TAMWORTH nil. 


1923.28 


The home team made valiant efforts to pierce the visiting defence, but the backs and goalkeeper were invincible. During one of these spasmodic attacks, Beulay, Don, Greer, and Milner essayed shots at goal. Play 
was then carried to the home end and Chaing His En scored China's seventh goal with a fast, rasping shot. Shortly after the kick-off Lai Wai Tong beat the full-backs and scored the visitors’ eighth goal. 

From the centre kick the Chinese team again took the offensive, and their nippy forwards were a constant source of worry to the home backs, who could not keep them out. Greer, Don, and Beulay hereabouts 

took a hand, and after a good passing movement, the latter's shot passed outside the post. With another burst of speed, Don secured the ball and beat the home defence, but his shot went over the bar. At this point 
the home players were giving a good account of themselves, but the opposing defence could not be pierced. China again invaded the home citadel, and with a good cross shot, Chaing His En registered the visitors’ 


ninth goal. 


It was palpably evident, after play had been in progress some little time, that the visiting forwards were possessed of a rare turn of speed, and invariably beat the home men for possession in a race for the ball. They 
were physically and mentally well equipped as exponents of the Soccer code, and the Tamworth team at no time looked like turning the tables. If the latter had played as one team for any length of time they would, 


it is tolerably certain, have given a better account of themselves. 


Wong Pak Cheung and Lai Tong were the star performers for the Chinese team, and shared most of the goals scored between them, but the whole of the visiting team worked like a machine and a weak spot could 


not be found in it. Considering all the circumstances and the tough proposition thet were up against, the local eleven acqui 
It is felt that the visit of the Chinese eleven will go a long way towards increasing the following of the Soccer code in the Ta 


tted themselves well and were not altogether out of the picture. 
mworth district. 


Date & Time 


Venue 


Weather 


Temperature 


Attendance 


26th. September 1923, 15.15 


Name 


Murrumburrah Showground, Harden, N.S.W. 


Fine 


Sydney Metropolis..3 v. Chinese XI..2 
half time, Sydney Metropolis..2 v. Chinese X1..0 


Goal Retired 
(minute) | Injured 


Substituted 
Sent Off ‘minute No. Position 


START LIST 


Name 


Goal Retired 
(minute) | Injured 


1600 


Substituted 


Sent Off (minute) 


Edward Atchison 


Lau Hing-Cheung 
Ng Kam-Chuen 


Chan So 


Leung Yuk-Tong (c ) 


Leung Tai-Fong 


LB 
RH 
Cc 
L 


Wong Shui-Wah 
Pang Kam-Wing 


Stan Bourke 


Wong Pak-Chung 
Chang Hsi-En 


Frank Melliar-Smith 


GK 

RB Stan Anderson 

LB Jim Crum (c ) 

RH Charles Timms 

CH Les "Winks" Forrester 
LH Alan Fisher 

IL 


'H 

H 

J.McFarlane 10 OR 

Harry J.Sherringham x IR 
x 


CF 
IL 
Albert “Dutchy” Phillips Pe 


Team Coach 


Lee Wai-Tong 
Chan Kwong- Yiu 


Team Coach 
Team Manager 
A.L.Peaty 


Linesman 


Team Manager 


Linesman 


The Sydney Morning Herald, 27/9/1923, page 12 
Evening News, 27/9/1923, page 2 
Match report from Murrumburrah Signal, 27/9/1923, page 2 


http://trove.nla.gov.au/ndp/del/article/16096129 
http://trove.nla.gov.au/ndp/del/article/119177688 
NSW State Library, call no. RAV/FM4/184 


Great enthusiasm and interest was displayed by the spectators in the International Soccer match, Metropolis won the toss, and China set the ball in motion. From the very start, the game proved exciting, and there 
was scarcely a dull moment. The smart head and foot-work of the players of the respective teams proved a revelation. It was really a pity that a choppy north west wind prevailed, and spoiled a display of many of the 
fine points of the game. After ten minutes play, McFarlane scored the first goal. Metropolis 1; China nil. The next goal was obtained by Phillips after a pretty bit of combined play by the metropolitan team. 


Metropolis 2; China, nil. These were the scores at Half-time. 


Loung Tai Foong got a nasty bump and was knocked out for a few minutes, but subsequently resumed play. The second half proved even more exciting. The Chinese, now having the wind in their favour, did their 
utmost to score, and succeeded in evening up the goals, one by Wong Pak Chung and the other by Lai Wai Tung. The play became exceedingly exciting, and the Metropolitan team by a splendid effort obtained their 
third goal, Sherringham having the honor. Full-time whistle sounded shortly after, leaving metropolis winners by 3 goals to 2. for the winners, the most conspicuous players were Crum and Gallon; and for the losers, 


Leung Yuk tong (who is very fast) and Chan So. 


1923.29 


Date & Time 


Venue 


Weather 


Temperature 


Attendance 


3rd. October 1923, 15.15 


No. Position Name 


Jubilee Oval, Adelaide, South Australia 
South Australia.. 


2 v. Chinese XI..6 


half time, South Australia..1 v. Chinese X1..2 


START LIST 


Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position Name 


Lau Hing-Cheung 


Goal Retired 
(minute) | Injured 


4000 


Substituted 
Sent Off | (minute) 


G.Kirk 
E.Gormlie 


Ng Kam-Chuen 
LB Chan So 


Leung Yuk-Tong (c ) 


B E.Lowe 
G.Wright 
H J.Wallace (c ) 


Leung Tai-Fong 
Wong Shui-Wah 


George Rowe 
Frank Draper 


T.Elliott 


Pang Kam-Wing 


IR Chang Hsi-En Xx, X 
X, X 


CF Wong Pak-Chung 


a 


G.Holt 


L 

RH 
C 

LH 
OR 
CF 
IL 
OL 


—— mes 
oe lene ae 
ae 


IL Lee Wai-Tong 


X,X 


Chan Kwong-Yiu 


Refere 
Linesman 


Linesman Robson 


The Register has J.Walls as G.Wallis. 


The Advertiser, 4/10/1923, page 12 


match report from The Register, 4/10/1923, page 14 


http://trove.nla.gov.au/ndp/del/article/36605596 
http://trove.nla.gov.au/ndp/del/article/6504 1531 


The Chinese team of soccer football players met a South Australian team at the Jubilee Oval in Adelaide on Wednesday in fine weather. There was a crowd of about 4,000 spectators. Mr.T.Chilton had charge of the 


game, and Messrs. Birchan and Robson were the linesman. 


The teams were:- 


China:- Goal- Lau Hing Cheung; Right Back- Ng Kan Cheun; Left Back- Chan So; Right Half- Leung Yuk Tong; Centre Half- Leung Tai Fong; Left Half- Wong Sui Wa; Outside Right- Pang Kam Wing; 
Inside Right- Hing Shui Wah; Centre Forward- Wong Pak Chung; Inside Left- Li Wa Tong; Outside Left- Chang Kwong. 
Australia:- Outside Left- Hewish; Inside Left- Holt; Centre Forward- Wallis; Inside Right- Elliott; Outside Right- F.Draper; Left Half- Rowe; Centre Half- Wallace (capt.); Right Half- Wright; Left Back- Lowe; 


Right Back- E.Gormlie; Goal- Kirk. 


As the home eleven entered the arena they were received with cheers by the spectators, and the applause was renewed tenfold when the captain of the visitors led his men out. The ubiquitous photographer 
demanded attention before the players were allowed to start their game. 
Wallace, for South Australia, won the toss, and elected to defend the Frome road goal. Wong Pah Cheung kicked off, and the visitors at once passed, and Chang Hsi En tested Kirk with a hot shot. Wallis was next 

in evidence with a neat run, and passed out to Draper, who centred, but Chan So relieved, and Li Wai Tong was placed in possession. He was streaking for goal when Gormlie chipped in and relieved with a long kick. 
Leung Tai Fong placed in a hot shot, which Kirk saved, as Wong Pah Cheung attempted to charge him through the posts. Wallace obtained possession, and, evading several opponents, transferred to F.Draper, who 
spoiled a chance of getting offside. The goal kick went to Gormlie, who sent forward, but Chan So cleverly ontwitted Draper and forwarded to Leung Tai Fong, who transferred to Li Wai Tong, and that smart young 

man beat Kirk with a speedy shot, which gave him no chance. From the restart China pressed, and Wong Sui Wai tested Kirk with a low shot, which the keeper saved and relieved with a long kick. The ball went to 
Wallace, who placed to Elliott, and the latter shot at goal. Lau Hing Cheung saved at the expense of a corner. China again pressed, and Pang Kam Ying centred, but Won Pah Cheung spoiled the chance by shooting 
over the bar. Wong Pang Cheung was robbed by Gormlie when favourably placed, and play was transferred to the Chinese quarters, where Draper made a neat run and forwarded to Elliott, who mulled an easy chance. 
The ball was rushed down to the home goal, where Wong Pah Cheung shot over the bar. A minute later the centre tested Kirk, who saved at the expense of a corner. Lowe relieved and placed Holt in possession, the 
latter's final shot going wide. From a pass by Leung Tai Fong, Chang Hsi En secured, and, without stopping to steady himself, he shot and registered the second goal for the visitors with a low shot. From a rush 

Wallis secured and beat Leung Yuh Tong, but Lau Hing Cheung rushed out and kicked against Holt, the ball going to Wallis, who shot into the net, but the point was disallowed for offside. A spasmodic effort by 

South Australia enabled Elliott to test Lau Hing Cheung, who caught the ball on the fall and cleared with a big throw. A long kick by Ng Kam Cheun placed Chang Hsi En in possession, and he shot from long distance 
and just shaved the post, the ball going outside. From the kick-off the same player again secured, and brought Kirk to his knees to save his charge. A passing run between Wright, Elliott, and Draper ended without 
result. From the goal kick the ball travelled to the other end, and Chang Hsi En shot wide when well placed. From a miss by Chan So, Wallis obtained possession and registered the first goal for the home side. 

At the interval the scores were: — China, 2 goals; South Australia, 1 goal. 
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On the restart, the visitors pressed, and Kirk was early called on to negotiate a fast shot from Chang Hsi En. From the kick-off Wallace secured and forwarded to Hewish, who centred beautifully, the keeper just 
getting his hands to the ball and preventing a score. A chain of passes between Leung Tai Fong, Chan Kwong, and Wong Pak Cheung ended in Kirk saving at the expense of a corner. Pang Kam Ying centred well, 
and Li Wai Tong narrowly missed a goal. Lowe, who was playing a sterling game at left back, outwitted two opponents and placed Hewish in possession, but his centre went a-begging. From the goal-kick Leung Tai 
Fong secured, and he passed to Li Wai Tong, who tested Kirk with a ground shot which the keeper just swerved round the post. From the goal-kick Leung Tai Fong secured, and forwarded to Wong Pak Cheung, and 
he registered the third goal for China with a ground shot which gave Kirk no chance. From the centre kick China again pressed, and Li Wai Tong secured possession, which he advantageously placed and registered 
their fourth goal with an oblique shot. A spasmodic rush by the South Australian forwards, and a passing bout between Wallis, Holt, and Elliott ended in the last named registering South Australia's second goal. 

From the centre kick, China hemmed in South Australia and bombarded Kirk with shots, but the keeper was equal to all demands, and Lowe relieved the pressure. Leung Tai Fong placed Wong Pak Cheung in 
possession, and be registered the fifth goal. A minute later Chang Hsi En added a sixth goal, and the game ended:- China, 6 goals, South Australia, 2 goals. 

The visiting team, both individually and collectively, played a far superior game to that of the local team. The forwards were smarter on the ball, kept their places better, and shot from all sorts of angles, with the result 
that Kirk had a merry time negotiating the shots. The half-backs were keenly alert to all chances, and never gave the opposing forwards a chance of getting their combination going. The backs were fine defenders. 
They kicked cleanly and did not hesitate when pressed. In Chan So they have a full-back who will take a lot of beating, and his colleague on the left is scarcely less brilliant. The goalkeeper, Lau Hing Cheung, put up 
a brilliant performance, and saved his charge time after time when its fall seemed imminent. Of the forwards, Li Wai Tong was the best of a fine quartet, and he was closely followed by Chang Hsi En, the centre, who 
kept his wings going in fine style. The outside men, Chan Kwong and Pang Kam Ying, displaying a fine turn of speed, and gave Lowe and Gormlie a very anxious time. The home team was out-played at every point 
of the game, and the fast game soon had them tired and weary. The chief failure was in the inside men, Elliott and Holt, who "starved" their wings and failed to close up the gap between the forward and half-back line 
when they were beaten. Wallis did a tremendous amount of work in the centre, and was always on the alert, but he had to "fend" for himself too often, with the result that he was frequently out of his position. 

Frank Draper, on the right, was brilliant at times, but he did not receive the requisite support from his inside man. Hewish, on the extreme left, was not given much opportunity to shine, but in the second half, when 
Wallace placed the ball to him more often, he made the most of his opportunities. Of the half-back line, Wallace was the pick, but his experience did not avail him much, because ot the weakness of the inside 
forwards. Wright played a vigorous game, and Rowe did fairly well, but soon tired. The backs were untiring throughout, and could not be blamed for the heavy scoring. Lowe stood out on his own, as the best man in 
the twenty-two. Time and time again he saved the situation. Gormlie was reliable, and put up a stupendous defence, but the speedy forwards and their trickiness gave both backs a gruelling time. Kirk, in goal, played 
a wonderful game, and was in no way responsible for the heavy score. Some of his saves were marvellous, and he justified his selection beyond question. 
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Date & Time Venue Weather Temperature Attendance 
9th. October 1923, 15.30 Melbourne Cricket Ground, Melbourne, Victoria Sunny 2000 


Victoria..1 v. Chinese XI..3 
half time, 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
Jim Robison 
David Lee 


Lau Hing-Cheung 
Ng Kam-Chuen (c ) 


LB George Raitt LB Leung Tai-Fong 
RH George Bristow (c ) RH Wong Shui-Wah 
CH Cameron CH Chan So 


OR Bullman OR Pang Kam-Wing 

IR 
IL John Orr IL Lee Wai-Tong x 
OL Chan Kwong-Viu 


aa Ea) 

Team Coach Team Coach 
Referee 

Linesman 


G.Clark 


inesman —_ 4 


Jim Robison is also shown as Robinson and Robertson. George Bristow is also shown as G.Bristoe and G.Bristowe 


4 


he Argus, 10/10/1923, page 15 http://trove.nla.gov.au/ndp/del/article/1991865 

match report from the Sporting Globe, 10/10/1923, page 8 http://trove.nla.gov.au/ndp/del/article/184813055 

In brilliant sunshine the Chinese team of soccer players met a side representative of Victoria on the M.C.C. ground on Tuesday afternoon. All the home side were selected from Melbourne clubs. 

There was a large attendance of Chinese, who supported the efforts of their countrymen with enthusiasm. 

THE TEAMS 

Lau Hing Cheung, goal; Ng Kam (capt.), Leung Tai Fong, Wong Sui Cheuen, Chan So, Leung Yuk Tong, Pang Kam Wing, Ip Kau Ko. Wong Pak Chong (vice-capt.), Li Wai Tong, Chang Kwong lu. 

Robinson, Lee and Raitt (vice-captain); Bristoe (cap.), Cameron and Morrison; Bullman. Dryden, Maxwell, Orr, and Davidson. 

The Chinese, looking attractive in their white knickers and blue jerseys, bearing a badge with the national colors, kicked off quarter of an hour late. Wong led his men cleverly, and a visit was paid to the Victoria goal 
area, but the home defence was safe. Although handicapped with the sun in their eyes the Orientals showed a nice idea of combination. Their finishing was weak, however, and the Victorian goalkeeper was not 
seriously tested. 

The first score came after fifteen minutes' play. Some close work within the home penalty area was brought to a successful conclusion by the left winger, lu, sending right across the goal line, close in, to Wong, 
who tipped it into the net, Robinson having no chance to clear. 

After a dull spell, the Victorians wakened up , and put more pep into their play. A corner kick promised well, but the ball was sent past the post. Pretty work by the Chinese right half back let his forwards away in 
romping fashion, but once more weak finishing robbed them of the reward of their clever outfield operations. A second goal came the way of the Chinese at last, Ip converting a well judged centre from long range by 
the outside right and placing the visitors two goals up. 

The Victorians resumed in brisk fashion, but although they had several tries they could not find the net. Once again it was the Orientals who did the scoring. A clever piece of criss-cross passing between Li and 
Wong culminated in Li placing beyond Robinson's reach and leaving China three goals to the good. 

At length Victoria broke their duck. Getting the ball from Davidson, Dryden capped a fine solo run by defeating the Chinese goalkeeper close in. 

Midfield exchanges followed with occasional raids on both goals. Robinson distinguished himself by saving twice in quick succession, from Wong and Ip, having to run out to save the citadel. 

There was no further scoring. 

CHINA ........3 goals VICTORIA... .. 1 goal 
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Date & Time Venue Weather Temperature Attendance 
13th. October 1923, North Hobart Oval, Hobart, Tasmania 4000 
Tasmania..2 v. Chinese XI..1 
half time, Tasmania..1 v. Chinese XI..0 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 


Joe Honeysett Ng Kam-Chuen 
LB William "Bill" Faulkner LB Chan So 
RH Alf Holton Lam Yuk-Ying 


CH Len Norman Leung Yuk-Tong (c ) 

OR Jim Stonor Pang Kam-Wing 

IL Harold Grimmond x IL Lee Wai-Tong 

OL 

Team Coach 

88 [oo 
OC ___ 
R.H.Kirfoot 
H.Birtwhistle —————EES ee? 


J.Stonor is also shown as J. Stoner. 


match report from The Mercury, 15/10/1923, page 7 http://trove.nla.gov.au/ndp/del/article/23659363 

Tasmania snatched victory just on time against the Chinese at the North Hobart ground on Saturday, winning by two goals to one. There were about four thousand people present, many of whom had never seen a 
"British Association" game before, and they were very pleased at the local team's good win. Tasmania filed on to the field punctually at 3 p.m., and the Chinese soon followed, the band playing the Chinese National 
Anthem in their honour. After they had exchanged cheers the contestants shook hands. The Tasmanian players had chosen Joe Honeysett captain, and he won the toss, and elected to kick against the wind. 

The teams were as follows :- 

China - Goal, Lau Hing Cheung, full backs, Ng Kam Chuen, Chan So, halves, Lam Yuk Ying, Leung Yuk Tong, Wong Shui Wang; forwards, Pan Kam Wing, lp Kan Ko, Wong Pak Cheung, Li Wai Tong, 

Chau Kwong lu. 

Tasmania - Goal, C.Lucas; full backs, J.Honeysett, W.Faulkner; halves, A.Holton, L.Norman, F.Cliffe; forwards, J.Stonor, L.Honeysett, D.Finlay, H.Grimmond, J.Beattie. 

Referee -Captain E.Kallend; linesmen, Messrs. R.H.Kirfoot and H.Birtwhistle. 

Woog Pak Chung kicked off for China, who immediately made ground towards their opporents' goal. Li Wai Tong was prominent, but J.Honeysett cleared. Tasmania advanced per Finlay and Grimmond, but Ng Kam 
proved a stumbling block. A melee occurred in front of the locals' goal as the result of a corner by Chan Kwong, but Li securing kicked behind. Norman was shaping nicely at centre-half. He sent to Les Honeysett, 
who transferred to Finlay, but the Northern man held on too long, and Chan So cleared. Beattie centred beautifully from a corner, and Lau was called on to save, and the ball going out to Chan So he transferred to 
Chan Kwong, who made ground, and passed nicely to Li, but Norman spoiled. 

Tasmania were having the best of the game. Finlay sent to Stonor, but the right winger kicked behind. Beattie had an excellent chance, but dribbled instead of shooting, and Ng Kam saved. Honeysett sent a nice 
pass to Stonor, who, after a good run, put over the bar. Again Finlay had a chance, but he also sent over. 

China now took a hand. Li sent to Wong who put to Ip Kan Ko, but the latters shot was blocked by Faulkner, who conceded a corner. Ip gave to Wong, who back-heeled, but J.Honeysett saved in the nick of time. 
Norman then had the crowd on its feet. Receiving in a good position his shot hit the outside of the net, and the crowd thought a goal had been scored. 

Li was opening up the play well, and was always dangerous. He sent to Wong but the tall Chinese centre was adjudged offside. Beattie and Stonor, two ???? wingers, were running well with the ball, but their play 
was not effective, the latter repeatedly kicking behind. 

The crowd at this stage was very quiet watching the very interesting and cleanly-fought-out contest in silence. In the other States the crowds wanted the Chinese to win, and showed their enthusiasm by applauding. 
Here it was different, although the applause was impartial. 

Ip had a shot, which was well saved by Lucas. Beattie and Grimmond started a promising movement, and Honeysett receiving sent to Stonor, who again kicked behind. Grimmond later had a shot, but Ng Kam 
blocked, and his second shot hit the bar and went over. Faulkner conceded a corner, and Pang's attempt was a good one, but another corner resulted. Pang's second effort went out to Chan Kwong, who screwed the 
ball back into the goal area, and Wong had a good chance, but sent behind. 

Chan So was kicking powerfully, and was a thorn in the side of Finlay, the Launceston man, who was attempting a lone hand and neglecting his partners. Faulkner here saved a certain goal blocking Ip's attempt after 
a good movement, in which he, Wong, and Li had participated. A free kick for illegal play against Chan So was taken by Norman, but Chan So saved. 

The crowd was looking for spectacular play from Lau, the Chinese keeper. He was responsible for one sensation, at least. L.Honeysett had received from Norman, and, after a good run down the wing, bored in 
towards goal, and dribbled right into the penalty area. Lau came out of goal stooping, and Honeysett's shot hit him full in the face and laid him out. He resumed in a few minutes, having the satisfaction of, knowing 

he had saved a certain goal. 
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Ip tried again at the other end for China, but Lucas saved well. L.Honeysett and Finlay were prominent, but Ng Kam who was playing finely, saved. Cliffe kicked the ball forward, Ng Kam blocked with his foot, and 
Grimmond took a pot at goal, but kicked over. 

A beautiful movement now resulted in the first score. Finlay placed out well to Beattie, and the left winger centred accurately for Grimmond to head into the net out of Lau's reach. Tasmania, 1 goal; China, nil. 

From now until half-time China attacked. Faulkner was responsible for some good defensive work, and his nippiness was a surprise to the visiting forwards, who allowed themselves to be robbed of the ball time and 
again. Chan Kwong, Li and Wong were associated in a movement, but Norman cleared at the expense of a corner. Chan's kick was placed well, but Norman cleared with his head, but Leung sent the sphere back 
into goal for Lucas to save. The scores at half-time were :- Tasmania, 1 goal; China, nil. 

Finlay kicked off for Tasmania, and sent to L.Honeysett, who put through. Finlay secured again, but ran behind with the ball, |p passed to Pang, who centred. Wong was handy, but J.Honeysett cleared finely. 
L.Honeysett sent to Finlay, to tried to bore through on his own, but Chan cleared. Again Chan So was responsible for stopping the raids of the forwards, Finlay and Grimmond being prominent. L.Honeysett receiving 
again crossed for Beattie to secure, but the left winger with an open goal, should have wasted no time; he instead dallied and finally kicked behind. Li sent to Chan Kwong who centred for Ip to test Lucas with a good 
shot, but the home defender was found safe. Chan sent to Li, whose shot a beautiful hard drive was well stopped by Lucas. The re-bound went out to Pang who centred. Li met the ball again and Faulkner stopped the 
resulting try for goal with his arm, thereby saving what would have been a certain goal. The referee ordered a penalty, but Chan So, who was entrusted with the kick, sent over the bar. Wong sent to Pang who shot. 
Lucas conceded a fruitless corner. 

Li blocked a clearance of Honeysett's and sent to Ip, who scored a nice goal with a splendid drive from 20 yards out. Lucas had no chance. 

Tasmania, 1 goal; China, 1 goal. 

China was now waking up and look- ed like winning. Leung cross-kicked for Chan Kwong to test Lucas, but he saved in nice style. Ip secured and hit the bar with a good shot. China was having hard luck. A free kick 
given against Faulkner was taken by Leung, but Faulkner cleared. Li and Wong re- peatedly came through, but J.Honeysett was defending finely, and repeatedly broke up promising movements. Pang received from 
Wong, made a nice run, beat Faulkner, and centred but Li sent over. 

Again Li sent to Chan, who centred well, but Faulkner cleared. Ip passed to Pang who centred with a first time kick. J.Honeysett missed and let Li in, but Lucas magnificently saved a hard drive from the brilliant inside 
left. Ip fell on the rebound, fouling, and a free-kick saved Tasmania. 

Tasmania now broke away. Beattie sent to Finlay, who transferred to L.Honeysett, who shot. Lau stopped and the rebound went out to the left wing, Finlay secured and centred, and L.Honeysett being handy met the 
ball with his head and sent it into the net, right out of the goalie's reach. 

The teams lined up again at the kick-off, but the whistle blew for full time soon afterwards. The crowd enthusiastically cheered both teams as they filed off the field. 

Tasmania, 2 goals; China, 1 goal. 

It was a very interesting and a clever game. Tasmania should be proud of its representatives, for it is the first State to beat the Chinese. China had hard luck in not at least securing a draw, especially taking into 
consideration the certain goal saved by Faulkner, which secured China the penalty kick. This, however, was no use to them, for they always deliberately miss penalties, because they believe then to be unfair. The 
home team has included in it some fine exponents. Faulkner, Norman, and L.Honeysett played the star parts, and did splendidly. Lucas was capable in goal, and did all that was asked of him. J.Honeysett at right 
back played a heady game, and was to a large extent responsible for stopping Li, the star Chinese inside left. Finlay at centre forward was a disappointment. His style of play does not bring goals against a good 
team. He failed to combine with L.Honeysett and Grimmond, and attempted too much on his own. Grimmond did well, especially in the first half. Beattie was a little slow, and hung on too long. Stonor absolutely 
failed to live up to his reputation, and hardly crossed a ball into centre during the afternoon. Cliffe played a fair game, but Holton failed altogether to stop the flying left winger, Chan Kwong lu. 

The visitors are a very even side, but their weakness is the half-back line, which hangs off, and does not tackle as it should. Lau, the star goalie, did not get much opportunity to show his tricks. Chan So and 

Ng Kam played a wonderful defensive game, the former kicking powerfully. Wong Shui Wah was the best half and transferred nicely to his forwards. The captain, Leung Yuk Tong, was playing out of his position at 
centre half, and worked hard. Of the forwards Chan Kwong was best, but he passed backwards many times instead of slightly forward, and thus spoiled many good chances. Li and Wong never got going. They were 
well matched. Ip's goal was a beauty. His field play was not effective, however, as he is very small, and gets pushed over easily. It is difficult to understand why Chang Hsi En was not included. He has scored 13 
goals in 11 matches, and is a tower of strength in combined attacking movements. Pang, the right wing, crossed well, but lacks the confidence to shoot for goal when at close range. 

The crowd was very quiet throughout, mainly because it did not understand the game. It was very appreciative of the good play by both teams at the conclusion. 

Captain Kallend, the referee, handled the game well, and gave a good exhibition. 

There should be a big crowd to see the next game on Wednesday. 
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Date & Time 


Venue 


Weather 


Temperature 


Attendance 


17th. October 1923, 15.00 


North Hobart Oval, Hobart, Tasmania 


South Tasmania..1 v. Chinese XI..8 
half time, South Tasmania..0 v. Chinese XI1..5 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 


Position Name 


Charlie Lucas Lau Hing-Cheung 


Joe Honeysett 
William "Bill" Faulkner X(pk) 


Ng Kam-Chuen 
LB Chan So 


J.Leadingham Leung Yuk-Tong (c ) 


Len Norman Leung Tai-Fong 


Wong Shui-Wah 


Fred Cliffe 
Jim Stonor 
Harold Grimmond 


Len Davies 


Pang Kam-Wing 


Yip Kau-Ko Xx, X 
Wong Pak-Chung 


T.Gayton Lee Wai-Tong 


Jack Beattie 


Chan Kwong- Yiu 


Team Manager 


Team Manager 
Referee R.H.Kirfoot 


Linesman E.Kallend 

match report from The Mercury, 18/10/1923, page 16 http://trove.nla.gov.au/ndp/del/article/23671204 

Adverse weather conditions acted detrimentally on the attendance at yesterday's game, in fact, it was generally supposed that the game would be post- poned, but as the visitors leave for Launceston this morning it 
was decided to go on with the game. The ground being under water, the home team especially found the ball difficult to control. Both teams took the field as advertised. 

The home team lost the toss and from the kick-off China attacked immediately, but Norman cleared well. A good run by Beattie was nullified by Davis shooting wide. Chan participated in clever wing play, and from 

his centre lp opened the scoring for China with a good goal. This early success put heart into the visitors, who put on two more goals in rapid succession through the agency of Li Wal Tong. The Southern forwards 
showed hesitancy and continually wasted good openings. The local full-backs, J.Honeysett and Faulkner, were under continual pressure, and the wonderful combination of the Chinese forwards was a revelation. 

Ip further increased the score, Lucas fumbling his shot. A fast run by Stoner resulted in Grimmond forcing a corner, but nothing resulted. Leung Tai Fong, the Chinese centre-half, was showing excellent form at this 
stage, and was equally good in defence and attack. The visitors continued to have the upper hand, and added another goal just before the interval. Half-time:- China, 5 goals; Southern Tasmania, 0. 

On the resumption of play the local skipper re-arranged his team, Faulkner going into the forward line in place of Beattie and Gayton taking the outside-left position. The home team, however, lacked that systematic 
play which enabled them to triumph last Saturday. Good work by Norman and Faulkner was nullified by hesitancy by the forwards in front of goal. Davis was fouled by Chan So when heading for goal, and from the 
resultant penalty kick Faulkner scored Tasmania's first goal. This, however, proved to be a flash in the pan, for the Chinese forwards continued to play brilliant football, and continually had the local defence on the qui 
vive. Li scored a brilliant individual goal, and before the final whistle added two more for his side. Result:- China, 8 goals; Southern Tasmania, 1 goal. 

The outstanding feature of the match was the wonderful manner in which the Chinese adapted themselves to the equatic nature of the ground. Their footwork and passing were probably as fine as has ever been seen 
under such conditions, and in view of the suggestion that a Chinese team should be sent to the Old Country there is no doubt that they would easily adapt themselves to the weather conditions. 

Li, at inside-left, revealed his true form by notching no less than six of his side's goals, but credit should be given to Wong for the splendid openings he gave his inside man. Chan So, as usual, played a great game 

at full-back, and Leung Tai Fong was a tower of strength to his side. The local team failed absolutely to maintain their reputation of the previous Saturday, the greasy nature of the ball and ground seemingly putting 
them right off their game. 
Lucas found the ball exceedingly difficult to handle, his exhibition being in contrast to his last display. The full-backs, Faulkner and Honeysett, did an enormous amount of work but were up against a set of forwards 
who seemed to revel in the unusual conditions. Norman played another untiring game at centre-half, but the forwards were very disappointing, and Lau, the visiting goalie, was hardly tested with a difficult shot 
throughout the game. 

R.H.Kirfoot refereed the match, and was supported by Messrs. Kallend and Birtwhistle as linesmen. 

The Chinese leave by express this morning for Launceston, where the second match China v. Tasmania will be played on Saturday. 
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Date & Time Venue Weather Temperature Attendance 


20th. October 1923, 15.00 Launceston Cricket Ground, Launceston, Tasmania Strong wind 1750 


Tasmania..1 v. Chinese XI..4 
half time, Tasmania..0 v. Chinese XI..2 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
Charlie Lucas Lau Hing-Cheung 


Joe Honeysett X(og) Ng Kam-Chuen 
LB William "Bill" Faulkner X(pk) LB Chan So 


RH H.Perry Leung Yuk-Tong (c ) 


CH Len Norman Wong Shui-Wah 


LH Fred Cliffe Lam Yuk-Ying 
OR Jim Stonor Pang Kam-Wing 


Les Honeysett Yip Kau-Ko x 


CF Don Finlay CF Wong Pak-Chung 
IL W.Davies IL Lee Wai-Tong Xx, X 


OL B.Bell Chan Kwong- Yiu 


Team Coach 
Team Manager 


F.Willis 
A.Talbot 
R.Blackler ————— Vo —————— eee 


match report from the Examiner, 22/10/1923, page 6 http://trove.nla.gov.au/ndp/del/article/51255492 

International Soccer China Defeats Tasmania Excellent Game at Launceston The visiting Chinese soccer team played their third match in Tasmania at the Cricket Ground, Launceston, on Saturday afternoon. 
Notwithstanding strong counter attractions, a crowd of between 1600 and 2000 people assembled, and were rewarded with an excellent exhibition of this game. Although the visitors won rather easily, so far as goals 
were concerned, they by no means outclassed the Tasmanians although there were occasions when they showed superior knowledge of the finer points of the game. They are a particularly fast team, and their 
heading and foot passing were neat and fast. They are a very nippy combination, and play splendidly together. It was in this latter department that Tasmania showed to some disadvantage. Their forwards seemed to 
be rather lacking in this respect as a combination, although their crack marksman was always overshadowed by a couple of opponents when dashing for the goal. It was the first occasion on which many, Launceston 
people had seen an exhibition of this game, and they were surprised at the skill required and the speed at which it was played. In the last 12 months soccer has improved probably 100 per cent. in Launceston as a 
result of many old English players coming out in connection with the industrial activity of the city. Natives of the city who have taken up the pastime are making great improvement, although the Tasmanian team on 
Saturday included only one real Tasmanian. The visit of the Chinese team should do much to improve the standard and also in mak- ing the game more popular. It was subsequently learned that the object of the visit 
of the Chinese team to Australia was not purely for sport, but very largely with a view of endeavouring to bring about a better feeling between the two countries commercially, and in order to provide a number of Chinese 
students with an opportunity of gaining first hand knowledge of Australia, its people, and customs. In this respect the value of the visit can hardly be estimated. Visitors to the ground on Saturday were impressed very 
greatly with the fine sporting spirit shown by both teams, and by the fact that such a combination as the Chinese could become adepts In a sport which was entirely foreign to them. 

China kicked off against a strong wind, and from the start the pace of the visitors surprised the spectators. But the Tasmanian forwards were first to attack. Finlay receiving from Stoner, only, however, to lose to Ng 

in the goal area. The ball was returned to the forwards, and Davies and Ng had a tussle. A free kick to Tasmania was taken by Faulkner, who put the ball over the bar. At extraordinary speed Chan flew along the wing, 
and centred beautifully, a corner being conceded. A hard drive by Li narrowly missed, and then J.Honeysett beat Ip, and put the Tasmanian left wing in possession. The home forwards at this stage produced some 
nice combined play, L.Honeysett finishing the movement by sending into Lau a shot that he only saved at the expense of a corner. Against a team possessed of such pace and accuracy in passing the Tasmanian 
backs did splendidly. At a critical moment Norman stepped in and relieved, allowing Finlay to make ground, and deliver a stinging shot, which hit the crossbar. Stoner and L.Honeysett got the better of Wong and 

Lam a couple of times, and Lan gave corners away in clearing the shots. Keeping almost on the touchline Chan ran swiftly forward, and centred beautifully to Li, who quickly manoeuvred into position and banged the 
leather into the net. China, 1 goal. 

Pan was penalised for infringing the off-side rule, but he made no mistake in this respect when he received from Ip, and, neatly dodging J.Honeysett, centred to Li whose attempt at the net, however, went over the bar. 
The visiting forwards combined splendidly, their exchanges being quick and accurate. Getting to Chinese quarters, Stoner played behind, when there looked to be an opportunity for an effective centre to Finlay. 
Tasmania delivered several forceful attacks, which were the means of producing brilliant defence play by the Chinese backs, Chan So being especially prominent. In one attack Finlay hit the side post, and later, when 
Lau was drawn right out of the goal, Davies missed an easy chance to score. A couple of corners were forced by Tasmania without a score. A free kick to Tasmania put LHoneysett in possession. He got right through, 
and there was a shout of "a goal" but Lau once again demonstrated his ability by bringing off a brilliant save. The Tasmanian halves had followed up closely, and when the leather came out Perry secured, and had a 
try at the net. "Hands" against the home side put a chance in Li's way, and he promptly put his team further ahead by driving the ball past Lucas into the net. The Chinese were seen to advantage in snappy and clean 
combined play just before the interval, which ended with the score:- China, 2 goals. Tasmania, nil. 

The weakness of the Tasmanian left wing was early apparent after the re-start, for Davies and Bell were both recorded openings that were allowed to pass. On one occasion the weakness of Davies kicking nullified a 
very favourable opportunity. Finlay, by a bit of forceful individual play, got within range, but again found Lau too wideawake. Chan So sent well forward, Chang and Li getting going, and carrying the play forward swiftly. 
The latter sent in a high shot, which J.Honeysett failed to get under properly, and the ball cannoned off him into the net. China, 3 goals. Tasmania, nil. 
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The strong point of the home side was the defence, for the extraordinary pace of the Chinese forwards left little time for breathers. By beautiful system the visitors demonstrated their control of the ball, and Lucas 
conceded a corner from a shot by Chan. There was a scrimmage in front of the Tasmanian goal, and then the ball came out to the right, where Ip pounced on it and drove it into the net. China, 4 goals. Tasmania, nil. 
Four goals up was a formidable lead, but Tasmania continued to battle gamely, making occasional openings, without a fraction of luck. The swiftness and ease with which the visitors manipulated the ball was an 
eyeopener to the spectators, the great majority of whom had not seen the game before. An unfortunate injury to Wong necessitated his retirement, and the visitors carried on with four men in the forward line. There 
was excitement when Finlay beat Wong Sui and got within scoring distance. Just as he seemed a certainty to deliver the coup de grace he and Ng got mixed up, and the referee awarded a penalty kick to Tasmania, 
from which Faulkner scored. 

The pace of the visitors never slackened, and from a movement in which their long passing was seen to advantage, Li gave Lucas trouble to get rid of a stinging shot. Li dodged, passed, and kicked in high-class 
fashion, a shot of his which hit the crossbar being a beauty. The wind interfered considerably with the play, and had the effect of keeping the ball rather much on the western wing. The Chinese halves allowed the 
northern crack Finlay, few opportunities, and when he did beat them he generally failed at the stonewall defence of Ng and Chan. Both sides were all out to the finish, which came with the scores:- China, 4 goals. 
Tasmania, 1 goal. 

The teams were:- Tasmania.--Goal, Lucas; full-backs, Faulkner and Honeysett; half-backs, Cliffe, Norman, and Perry; forwards, Bell, Davies, Finlay, L.Honeysett, and Stoner. 

China.-Goal, Lau Hing Cheung; full- backs, Ng Kam Cheun and Chan So; half- backs, Leung Yuk Tong, Wong Sui Wa, and Lam Yak Ying; forwards, Pan Kam Wing, lp Kau Ko, Wong Pak Chung, Li Wai Tong, and 
Chan Kwong lu. 

The game was capably handled by Mr. F.Willis as referee, who had the assistance of Messrs. A.Talbot and R.Blackler as linesmen. 

Three balls were used in the match, and boys were employed on the touchlines to hand a ball to the player throwing in when the ball in play went out of bounds. This innovation kept the game moving all the time. 
There is no doubt whatever that the better team won. They were faster on the ball, neater in their footwork, and combined better. The only department in which the home team was superior was tackling. And in this 
respect Norman, Perry, and Cliffe are to be congratulated as well as Faulkner and J.Honeysett. Finlay was the best of the forward bunch. 

Most of the spectators were amazed at the skill of the Chinese. They played football at a pace that had not been seen here before. Chan's flights along the wing and his well-timed and accurate centres were a 


revelation. Wong's centre play and the work of Ip and Li always pleased. It has been stated that the weak spot of the team is the half-back line, but there was not much weakness apparent on Saturday. Ng and Chan 
proved too strong for Tasmania's attacking line, and Lau, in goal, sustained the high reputation he has acquired on the mainland. 
The Chinese will meet a team of Northern Tasmanian players On Wednesday, at the Cricket Ground. 
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Date & Time Venue Weather Temperature Attendance 
24th. October 1923, 16.30 Launceston Cricket Ground, Launceston, Tasmania 
North Tasmania..1 v. Chinese XI..5 

half time, Tasmania..0 v. Chinese XI..2 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
H.Perry 
LB Bell 
RH A.Hawkesford 


CH R.Finlay 


Lau Hing-Cheung 
Ng Kam-Chuen 
Chan So 

Leung Yuk-Tong (c ) 
Wong Shui-Wah 


if 
IL Gladstone x 
OL 
Team Coach 
8 8- 
A 
F.Willis 
Pd 


Yip Kau-Ko Xx, X 
Wong Pak-Chung 
Lee Wai-Tong 


Chan Kwong- Yiu 


LB 
— 
CH 
OR A.Duncan OR Chang Hsi-En X, X, X 
PT 
— 
IL 
4) 


R.Blacker 


match report from the Examiner, 25/10/1923, page 3 http://trove.nla.gov.au/ndp/del/article/51256078 

The Chinese soccer team played a match on the Cricket Ground against Northern Tasmania yesterday, and were victorious by five goals to one. At the invitation of the association a large number of the pupils from 
the schools were present and were very interested in the skill shown by the players, though the game was a little bewildering after their accustomed Australian rules. 

It came as a surprise when North attacked almost immediately, and Vincent missed a chance to score. A couple of corners were also conceded by China, none of which was prolific. Then the visitors came along 
with their swinging exchanges, Rushton bringing off a save from Wong. Coming again, Ip trapped from Chang, but put the ball over the bar. The spectators were treated to an exhibition of beautiful combination by the 
Chinese forwards and halves, which was responsible for exciting moments round the northern goal. |p, with characteristic alertness, secured in front, but failed at the net. A free kick to China was the means of a 
corner being conceded by Bell. On the ball being cleared, D.Finlay got possession, and tried a shot from the wing, only to find Lau too much on the alert. The visitors appeared to be taking matters rather easily, for, 
although opportunities were fairly numerous, their kicking was faulty. A well-placed centre was missed by Li, but Ip was on the premises, and, neatly gathering in the ball, drove hard, and deposited the leather in the 
net. 

Lau brought off a difficult save when prone on the ground, and brought forth well-deserved applause, which was renewed when he politely acknowledged it with a bow. China's second goal was secured near the end 
of the first half, the outcome of a free kick which Chang turned to good account. 

The interval score was: China, 2 goals. Northern Tasmania, nil. 

North were first to attack, D.Finlay being prominent. With splendid precision China transferred the play to North's posts, a hard drive being well cleared by Rushton. The brunt of the northern defence was being borne 
by Perry and Bell, both of whom did excellent work. Ip was very aggressive, and had several tries at the net, but the other forwards were on the slow side. China's third goal came off Chang's boot, after the ball had 
come in nicely from the corner. 
North were sticking to their formidable task bravely, but did not get many opportunities, until D.Finlay carried through on his own and transferred to Gladstone, who tipped the ball into the net. 

China scored a couple more goals before call of time, the final scores being: China, 5 goals. Northern Tasmania, 1 goal. 

The star of the Chinese attack was Ip, though Chang gave many displays of his marvellous footwork. The halves were again good, but the full-backs were better, and Lau was splendid in goal. Rushton, Perry, Bell, 
Hawkesford, R. and D.Finlay and Gladstone are worthy of mention for North. 

The teams were:- 
China.- Goal, Lau Hing Cheung; full-backs, Ng Kam Cheun and Chan So; half-backs, Leung Yuk Tong; Wong Sui Wa, and Lam Yak Ying; forwards, Chang Hsi In, Ip Kau Ko, Wong Pak Chung, Li Wai Tong, and 
Chan Kwong lu. 
Tasmania.-Goal, Rushton; full-backs, Perry and Bell; half-backs, Matthews, R.Finlay, and Matthews; forwards, Duncan, Vincent, D.Finlay, Gladstone, and Tuting. 
The match was handled by Mr. A. Talbot, with Messrs. F.Willis and R.Blacker acting as linesmen. 
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Date & Time Venue Weather Temperature Attendance 
27th. October 1923, 15.00 Essendon Cricket Ground, Melbourne, Victoria 7000 
Victoria..0 v. Chinese XI..2 
half time, 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 
Tait (Footscray Thistle) 
David Lee (Melbourne Thistle) 
Maurice van der Driche (St.Kilda) 


Cameron (St.Kilda) 


Lau Hing-Cheung 
Ng Kam-Chuen 
Chan So 

Leung Yuk-Tong (c ) 
Wong Shui-Wah 


L.Hyder (St.Kilda) 

Team Coach 
88 
ey 

Pd 


M.van der Driche is also shown as van den Drische, van der Drische, van den Driche, van den Drisch and van der Drisch. 


Yip Kau-Ko 19, 85 
Chang Hsi-En 
Lee Wai-Tong 


Chan Kwong- Yiu 


Morrison (Windsor) Lam Yuk-Ying 
Dryden Pang Kam-Wing 
es ee ee 
ee, a ee 


The Argus, 29/10/1923, page 6 http://trove.nla.gov.au/ndp/del/article/1998236 
Sporting Globe, 27/10/1923, page 4 http://trove.nla.gov.au/ndp/del/article/184813753 
match report from The Age, 29/10/1923, page 15 http://news.google.com/newspapers ?nid=MDQ-90e3G GUC &dat=19231029&printsec=frontpage&hl=en 


Although there were many other sporting attractions a large crowd put in an appearance at the Essendon ground to witness the return game between China and Victoria. W.Palmer acted as referee. The Victorian 
team was composed of Robison, Lee, Tait, Van der Driche, Cameron, Morrison, Lauchland, Dryden, Maxwell, Orr, Hayden. 

Victoria won the toss, and China, kicking off at once, attacked on the left, where a clever pass from Li Wai gave trouble to the Victorian defence. Tait relieved and Maxwell dashed through to force a corner, which 
Chan So cleared. China rushed away, and Tait, when hard pressed, had to give a corner, which proved abortive. After a spell of mid-field play in which the Chinese more than held their own, Dryden, through too 
much ornamental work, enabled Wong Sui to put through to Pang Kam. The latter drew Cameron and transferred to Ip Kau Ko, who, after a long tussle with Tait, regained control and put in a shot which Robison 
just managed to keep out, but Ip, dashing in, found the net with a shot which well deserved a goal. The centre kick found Victoria attacking, and a pass through to Maxwell was just blocked by Chan So, and Maxwell 
was again pulled up by Ng Kam. Leung initiated a clever attack by China, and Chan Kwong put in a beautiful cross shot which beat Robison all the way but struck the under part of the cross bar and bounced clear, 
a very lucky escape for the Vics. China still pressed, and a bad mistake by Lee was covered by Tait, who had to concede a fruitless corner when hard pressed by Chan Kwong Yiu. Lauchland, for Victoria, next tried 
to outpace Ng Kam. He was not equal to the task. A lightning drive from Maxwell at thirty yards range brought Lau Hing to his knees to make a wonderful save, Chan So completing the clearance, and the interval 
arrived, with the score - China, 1 goal; Victoria, nil. 

The second half gave China the advantage of a slight breeze, and they at once advanced to the attack, and Tait had to kick into touch when troubled by Pang Kam. Morrison, got the Victorian forwards on the move, 
and a beautiful opening was made by Dryden for Maxwell, and the centre, when in full sail for goal, was brought down by Lau Hing, just outside the penalty area. Cameron's place kick brought no result. A very clever 
run by the Chinese front rank, in which Chan Kwong, Li Wai and Pang Kam were prominent, left Robison to deal with a hot shot from the former, which was only cleared when Li Wai handled the ball. Maxwell, for 
Victoria again tried to burst through, but received little support from his inside men, and was too well covered by the Chinese backs to cause trouble. China was soon pressing again, and Li Wai let drive with a shot 
which Robison fielded beautifully, but it then took him all his time to stop a centre from Chan Kwong, who was proving much too good for Lee. An attack by Victoria was stopped when Orr was tripped, the free kick 
bringing no advantage. Then the Chinese goal had a narrow escape when a centre from Drysdale went begging with Lau Hing unsighted. A brilliant run by China was spoilt through hesitation by Chang Hsi En. 
Chang Hsi next put in a hot shot, which Robison just got to, and Ip Kau Ko rushed in, but was pulled up for offside, a rather doubtful decision. The free kick gave Victoria another opportunity, and Maxwell, racing 
through drew the defence and passed to Hyder, who was only equal to ballooning the ball, but a shot for Van der Driche left Lau Hing helpless until Ng Kam headed one from just under the bar, a wonderful save. 
Another determined attack by China left Pang Kam a chance to centre, Ip Kau Ko shot and Robison managed to beat the ball down, but |p Kau followed up well and scored the second goal with a hot drive. With 
only five minutes to go Victoria went all out, but failed to make any impression on the Chinese defence, a fast and excellent game giving China another victory by two goals to nil. 
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Date & Time Venue Weather Temperature Attendance 
10th. November 1923, 15.30 Bodes Oval, Woonona, Wollongong, N.S.W. 


South Coast..0 v. Chinese XI..0 
half time, South Coast..0 v. Chinese XI..0 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Sam Broadhead Ng Kam-Chuen 
LB Jim Muir LB Chan So 


RH William "Scamp" Johnston Wong Shui-Wah 
CH Hugh Cunningham Leung Tai-Fong 


LH S. "Scotty" Learmonth Lam Yuk-Ying 
OR Dave Ward Pang Kam-Wing 
Edward "Ted" Jarrett Yip Kau-Ko 


CF James "Judy" Masters (c ) CF Wong Pak-Chung 
IL Arthur "Bulgie" Veigel IL Lee Wai-Tong 


OL 

Team Coach 
898° oo 
_— ee rl 
Pd 


match report from the South Coast Times, 16/11/1923, page 20 http://trove.nla.gov.au/ndp/del/article/142246897 

The big crowd who turned out to see the Chinese team play the South Coast last Saturday did so expecting to see a repetition of the high standard of Soccer that was shown when they played at Bode's previously. 
And they were not disappointed; it was fast throughout in spite of the hot day. The result was again a draw - neither side scoring. 

The Chinese team comprised: Lewhing Chung, goal; Ng Kam Cheun, Chan So, full backs; Wang Sen Wa, Leung Pai Fong, Cham Yuk Ying, halves; Pam Kam Wing, lp Kau Ko, Wong Pak Chung, Li Wai Tong, 

Chang Kwong In, forwards. 

The South Coast were represented by G. Richardson, goal; S.Broadhead, J.Muir, full backs; W.Johnson, H.Cunningham, S. Learmonth, halves; D.Ward, E.Jarrett, J.Masters (captain), A.Veigel, T. Thompson, forwards. 
China kicked off, and made goalwards, but Broadhead checked them, and sent to Jarrett, who sent in a shot, but the goalie saved. Thompson received, but was tackled by Ng Kam, whom Thompson illegally charged, 
and was penalised for so doing. The game was well spread over the field until Cunningham set Thompson moving, who missed with his shot; almost immediately after, Chan Yuk was injured, but soon recovered. 

From a forward move, started by Masters, Ward spoiled by getting offside; then Chan Kwong received, and raced down and crossed well. Muir was forced to concede a corner, which was fruitless. Then Li tried his 
hand at shooting. Johnson saved, but gave a corner, which Broadhead sent down the field. Masters snapped up, and put to Ward, who sent a long shot which struck the bar. Ng Kam in trying to clear, gave a corner; 
this was well received, and crossed into goal mouth. The Coast forwards coming on, forced the goalie to weakly clear; the ball came back in goal mouth, when Chan So cleared. Many spectators claimed a goal, but 
the referee was not in a position to award one. A lot of midfield play then took place, in which every player was conspicous, especially both the half-back lines. Half-time arrived with both goals intact. 

On resuming, Masters sent Jarrett on the outside and brought Ward in; China put the pressure on, and soon Li was pelting Richardson, but owing to the persistency of Johnson and Broadhead, he never once got into 
a dangerous position to bring off those wonderful shots of his. From a nice pass from Muir, Veigel tried a solo from midfield, he ended by sending a hot shot, which the goalie cleverly saved. At this stage, the game 
was held up owing to Muir being injured, from which he did not fully recover. Ip Kau missed many good chances through erractic shooting, mainly due to the attention of "Scotchy" Learmonth. Ward just before full-time, 
sent in the best shot of the day, but it was stopped by China's goalie. The game ended in a scoreless draw. This completed the Chinese tour in New South Wales. Their next game is at Townsville (Queensland) prior 
to leaving Australia. 
The outstanding features of the game were the wonderful game of Sam Broadhead, who is probably the oldest Coast rep. playing today. After being congratulated by many followers after the game, he replied that it 
makes all the difference playing behind good halves. Veigel covered more ground than was necessary; he was often to be found on the inside right in his eagerness; still, he did some clever work. Thompson was 
inclined to rough it to the detriment of himself and team. Masters was not as keen as usual; at times was inclined to be lazy; some of his trick work was very good. Jarrett, during the first half, was the most 
conspicuous forward; on being moved out, he did not have a great deal to do; he put up a clever run, and nearly got through. Ward played his usual good game. Scamp Johnson held the crack Li better than any half 
I've seen against this player. Hugh Cunningham, centre half, overshadowed his opponents; he continually set his forwards on the move; he went in for a lot of long shooting. "Scotchy" Learmonth justified his inclusion, 
he had his wing well held; on one occasion he tried a solo, and just missed scoring. Muir played that game he usually does until he was injured. This player does not go in for big kicking, but gets the ball where it is 
needed most; he made one bad mistake during the game by kicking the ball over his goal, almost out of his goal tender's hands. Richardson in goal did well, as the result shows. The best for China were the 
goalkeeper, left-back, right-half, inside-left. 
Referee Raey had charge of the game, which he handled well; both teams being particularly pleased with his decisions. 

The teams were entertained at dinner after the game. Mr. Cunningham, president of the |.D.S.A., presided. Prominent amongst the visitors were Mr. Mo King, manager Chinese team; Steve Stack, S.Storey, C.Dixon. 


The Chinese team left for China aboard the E & A liner Arafura on the 17th.November 1923 and en-route a scheduled exhibition match at Townsville was to be played. This didn't happen. However, at sometime 
in December a game was played en route in British North Borneo; Sandakan..1 v. Chinese XI..6 
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1924 


Date & Time Venue Weather Temperature Attendance 
11th. May 1924, 15.15 Royal Agricultural Ground, Moore Park, Australia Ee eee eee 20000 


Sydney Metropolis..0 v. Canada..0 


half time, Sydney Metropolis..0 v. Canada..0 
Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
George "Nick" Cartwright GK Haig "Harry" Mosher 
Charlie Leabeater RB George Anderson 
Frank Gallen a Andrew "Mitch" McLean 
Gilbert Storey (c Frank Dierden 


Robert W.Harley (c) 


Richard "Dickie" Stobbart 
Georg e Forrest 


— 

———=4 ———————— 
Leslie Ford 
Harry Chapman 

oi iti tr} 

Team Coach Donald Morrison 

Team Manager Team Manager James Adam 

Linesman 

Linesman |__| 


Harold Robertson is often referred to as Herb Robertson and also as "Tin Hare" Robertson. 


Andy Henderson 


LH Harry Spurway 
OR Stan Bourke 


Referee, 14/5/1924, page 1 and 13 http://trove.nla.gov.au/ndp/del/article/136622962 

match report from The Sydney Morning Herald, 12/5/1924, page 6 http://trove.nla.gov.au/ndp/del/article/16147823 

Twenty thousand people witnessed the opening match of the Canadians' tour at the Royal Agricultural Ground on Saturday. Favourable weather prevailed, and the playing area was in first-class condition, and permitted 
the exposition of the fine points of the code to the fullest extent. Cartwright's goal-keeping was a feature of the match, but, as an exhibition, it was not superior to the skill of the visitors, Chapman, Gallen, and Harley 

in their respective positions. 

The Canadians proved clever exponents, and when it is remembered that the occasion marked the first appearance of the touring side as a combined representative force after weeks of travelling, it might be safely 
asserted that as the tour develops the visitors will provide the Australian authorities with a splendid medium for gauging the chances of victory against the English team, which is to visit Australia next season. 

The styles of Saturday's competing teams were in marked contrast. The Canadians played the game as a combined team better than the Metropolitan side, which was undoubtedly the speedier. That invaluable asset 
was discounted by the cleverness and solidity of the Canadian last line, though, had more use been made of Sherringham, his known opportunism might have brought victory. Each team was accorded a hearty 
reception as it filed on the field, where the Canadians were presented with the Australian and Dominion flags. 

Canada. - Goal, A.Mosher (Vancouver); backs, Anderson (Ladysmith), M.McLean (Calgary); halves, Dierden (Toronto), Harley (Winnipeg), captain, Stobbart (Nanaimo); forwards, Forest (Toronto), Linning (Lethbridge), 
Ford (Regina), Chapman (Ladysmith), Sanford (Montreal). 

Metropolis. - Goal, Cartwright (Balmain Gladstone); backs, Leabeater (Granville), Gallen (Balmain Gladstone); halves, G.Storey (Balmain Gladstone), captain, Henderson (Granville), Spurway (Granville); forwards, 
Bourke (Granville), Winter (Granville), Milner (Granville), Sherringham (Sydney), Robertson (Gladesville). 

Referee, G.McLay. 

Storey won the toss, and Metropolis defended the northern goal. Ford opened the game, and Canada went forward, to be staved off by Henderson but were soon back again, to be penalised for off-side. Bourke and 
Winter advanced, and were checked by Stobbart, who sent to Linning, whom Spurway dispossessed. Harley secured, and enabled Ford and Linning to make headway for Canada, till a big drive from Sherringham put 
Metropolis on the attack, and Milner, Winter, and Bourke went goalward, where Mosher cleared effectively. 

Even play prevailed till Harley passed to Chapman, who tested Cartwright, and from Cartwright's clearance Metropolis advanced, but Sherringham's shot was splendidly nullified by Mosher. 

Chapman, and Sanford carried play to the home side's 25, and a transfer to Linning was neatly thwarted by Gallen, but the Canadian's came again, and Chapman's doggedness looked likely to succeed, till Leabeater 
successfully tackled him. After Ford had a shot Milner broke away to find Mosher alert, and Chapman again became prominent. He transferred to Linning, who crossed to Sanford, and a stinging shot was saved by 
Cartwright, who literally dived on the ball. Bourke sprinted, but McLean checked him, and Forest sent to Chapman, whose shot Cartwright saved. Spurway obtained possession, and Bourke was again prominent, and 
after Mosher had saved from Milner, Dierden passed to Forest, whose cross Linning netted, but the ball had been received from in-touch. Canada attacked strongly, but at the interval no goal had been registered. 
With the wind and sun behind them, Canada resumed aggressively, and Linning again unsuccessfully attempted to evade Cartwright. Henderson obtained, and Metropolis, with Bourke, Winter, and Robertson in the 
van, raced goalward to find Mosher impregnable. Dierden transferred to Ford, and with Forrest and Linning they went through the home middle line, but failed to finalise. A free reversed the attack, but Canada was 
soon back again to give Cartwright another opportunity to save brilliantly. Robertson secured, after a pass from Spurway, and sent a great shot to Mosher, who cleared, but Winter gained possession and drove hard 
across goal to find Milner a fraction late with his head. Ford had been injured, and he changed places with Forrest, who went to centre, where he found many opportunities made for him by Dierden, Harley, and 
Stobbart, and his attempts at goal caused misgivings amongst local supporters, who, however, had not reckoned on Cartwright's splendid anticipation and clearances. As full-time approached Canada gradually gained 
the upper hand, but although Chapman missed practically a "gift" goal, they could not out-manoeuvre the home defence, and no side was signalled with no goals registered. 


1924.1 


Mosher and Cartwright proved expert custodians, and each did all that was required. Of the four backs, McLean was most solid and was well supported by Anderson. Gallen proved a sterling defender, whilst Leabeater 
showed football acumen in turning attack into counter-attack. Canada's halves were superior to those representing Metropolis, though not as fleet. Harley, Dierden, and Stobbart are gifted players. Storey and Spurway 
had no idle moments, as Linning and Chapman cleverly played them to make openings for Forrest and Sandford. 

The visiting attack showed better combination than that of the Metropolis, and were sterlingly served by Chapman and Forrest particularly. The home attack had the pace and skill, but lacked cohesion. Sherringham 

did not get the chances a player of his opportunism requires. 


Date & Time Venue Weather Temperature Attendance 


14th. May 1924, Woonona, Wollongong, NSW 
South Coast..0 v. Canada..2 
Goal Retired Substituted Goal Retired Substituted 
| no._| postion | ti cninite)| inured | sont on | (minute) | no. [posiion| name tninutey| ured | sont | minute) 


| | GK [Boyle (Woonona) TT Haig "Harry" Mosher 
LB Jim Muir (Woonona, Henry "Hank" C.Noseworth 
William "Scamp" Johnston 
|| ew | (Balgownie) Frank Dierden 
CH Hugh Cunningham (Woonona) Andrew "Mitch" McLean 
mrs S."Scotty" Learmonth (Balgownie) Richard "Dickie" Stobbart 
a Edward "Ted" Jarrett (Woonona) George Forrest 
Tommy Green (Coledale, Robert W.Harle: 
bs al see | James "Judy" Masters 
CF (Balgownie) William Linning 
IL Dave Ward (Balgownie) Harry Chapman 
‘om "Titchy” Thompson 
fail (Balgownie) Fred Bowman 
jTeamCoach | Team Coach Donald Morrison 
Team Manager James Adam 
Referee J.Salisbury 
Linesman Herb Reay 


W.Johnston is also shown as W.Johnstone (refer to the Illawarra Soccer Association, http:/Avww.sportingpulse.com/get_file.cgi?id=284966 and Balgownie Rangers FC web page, 
http://www. balgownierangers.com.au/?page_id=5) 


The Sydney Morning Herald, 15/5/1924, page 10 http://trove.nla.gov.au/ndp/del/article/16146714 
Referee, 21/5/1924, page 15 http://trove.nla.gov.au/ndp/del/article/136617811 
match report from the Illawarra Mercury, 16/5/1924, page 9 http://trove.nla.gov.au/ndp/del/article/133013657 


Punctually to time the Coast team marched on to the field and were photographed. They were quickly followed by the Canadians, who also were photographed. 

The teams were:- 

Canadian (all blue). - Mosher, in goal; Anderson, right back; Noseworthy, left back; Dierden, left half; McLean, centre half; Stobbart, right half; Chapman and Bowman, left wing; Linning, centre forward; Harley and 
Forrest, right wing. 

South Coast (black and white). - Boyle, goal; Hunter, right back; Muir, left back; Johnstone, right half; Cunningham, centre half ; Learmonth, left half; Green and Jarrett, right wing; Masters, centre forward; Ward and 
Thompson, left wing. 

Referee, Mr. J.Salisbury; linesmen, Messrs Rae and Spinks. 

Judy Masters won the toss, and decided to defend the northern goal. The game opened fast, Canada attacking and a clever pass from Forrest forced the Coast to concede a corner but there was no result. Coast now 
‘ook a hand, and Jarrett receiving ??? ?? toward the goal, and when ??? to shoot was tripped up by Noseworthy. Anderson relieved, and Cunningham securing passed to Masters, to ???, who shot hard, but Mosher 
saved. Again, Judy received from Cunningham, to Green, who missed an easy shot. 

2? the kick-off being taken the ball was returned to the Canadian goal, where Noseworthy, McLean and Masters came together, with the result that two Canadians were knocked out. McLean had to leave the field. 
On resuming Masters was penalised for a ??? charge, but Muir cleared his goal. Canada's left wing took charge, the ball going from Chapman to Linning, who shot hard and low, but Boyle was ???, and Muir drove 
well down, but the ball at once returned and Johnstone gave away a corner. 

There was no result from the corner kick. Jarrett was working well at this stage and he tested Mosher, but he saved, and the ball travelling to Canada's right wing, Forrest sent in a hot one, but it did not get through. 
At this stage McLean returned, with a bandaged head. The Coast now had two free kicks, one against Stobbart and one when Forrest slipped and handled the ball, but there was no result. 

Harley next stopped a splendid forward movement by being off-side. At this stage the game was still very fast and an absence of too rough play made it enjoyable. 

Again Canada was attacking and Boyle stopped two hot shots in succession. Titchie Thompson now dashed along the line, a good solo run, but kicked wide. Canada never let up, their combination was fine, and 
Forrest beating Learmonth, shot a beauty, but Boyle saved. 
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Coming again, Linning shot hard and Boyle just managed to clear, and Linning again shot - this time Boyle cleared well. Boyle was playing wonderful goal keeping. 

The Coast were combining better now and Mosher was again tested, and clearing Chapman secured, and on centering Linning headed over the bar. Forrest again took charge, but his attempt went wide. 

Canada had a narrow escape at this period. Masters securing, sent to Thompson, who returned it to Ward, whose shot hit the upright near inside. Many thought it a goal, but the ball must pass the goal line. Mosher 
is a wonderfully good kicker - he always landed the ball well up to his forwards, and Chapman again tested Boyle, but Canada could not score. However, they would not be denied, and Forrest came again with a hot 
one. Boyle could only half clear, and Chapman securing scored first goal for Canada. 

Canada 1, Coast nil. 

Resuming, Canada forced again. Chapman placed to Harley, who shot hard, hitting Hunter and knocking him out. The interval came - Canada 1, Coast nil. 

After the interval, Masters kicked off and the Coast pressed, but were penalised by Judy being off-side. Still pressing, until Mosher came out and relieved. The Coast were unlucky at this stage, and Thompson spoilt 
a good effort by shooting hard, but wide. Canada came again. Forrest securing and passed to Chapman, but Boyle saved. Thompson now did a splendid solo run, but Mosher was too good. 

Linning again took a hand, but meeting Hunter went out to it, and was carried off the field. After ten minutes he returned. 

Canada broke away and a goal seemed certain, but Boyle was very safe. Thompson again made a solo run, but falling, was outed and off the field for five minutes. Bowman next spoiled Canada by being off-side, and 
from the kick Green secured, but shot wide. 

Canada again took charge. A good shot by Chapman was headed through the goal by Harley, but he was off-side. Jarrett was next to try for goal, but Mosher coming out met it and relieved. 

The ball came from Canada's left, wing to the mouth of the goal, and Muir and Boyle met. The ball was cleared, but Muir and Boyle were outed. Resuming, Judy secured and shot well, but just missed the post, 
Bowman next receiving centred into goal. Linning shot, but Boyle fisted out, and Forrest would not be denied. He scored Canada's second goal. 

Canada 2, Coast nil. 

On resuming, neither side let up - it was hard and fast, and Forrest again shot, but went wide. 

Jarrett had now changed to right-half, and nicely opened up the game for the Coast, and sending the ball to Johnstone, then to Ward, Canada conceded a corner, but there was no result. Coast were again pressing, 
but Mosher was too tall and too quick, and the final whistle found the result was Canada 2 goals, South Coast nil. 


Date & Time Venue Weather Temperature Attendance 
17th. May 1924, 15.15 Royal Agricultural Ground, Moore Park, Australia 20000 


New South Wales..5 v. Canada..2 

half time, New South Wales..3 v. Canada..1 

Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) . (minute) | Injured | Sent Off | (minute) 


No. 
a George "Nick" Cartwright Haig "Harry" Mosher 
RB Frank Gallen George Anderson 
RH Gilbert Store Frank Dierden 
LH Harry Spurwa Jack G. Armstrong 


IL Tom "Titchy" Thompson IL Harry Chapman 
OL Frank Melliar-Smith {e] Fred Bowman x 
Team Coach | eam Coch Donald Morrison 
Team Manager Team Manager James Adam 
Referee W.A.Wright | 
Linesman S.Boyd 


L.Gill 


Referee, 21/5/1924, page 15 http://trove.nla.qov.au/ndp/del/article/136617788 

match report from The Sydney Morning Herald, 19/5/1924, page 6 http://trove.nla.gov.au/ndp/del/article/16154011 

The first "Soccer" match played between New South Wales and Canada at the Agricultural Ground on Saturday was won after a great display by New South Wales by 5 goals to 2. 

It was a most meritorious performance on behalf of the New South Wales players, whose superior speed and ability to seize openings frequently left the visitors standing. 

The Canadians played splendidly at times, and the artistry of their combined work at moments was delightful, but generally the movement was spoilt by the desire to do "too much," and the clever and determined 
New South Wales back division harassed their forwards continually, and except in instances, late in the second half, the visitors never appeared dangerous. The visiting forwards, certainly "shot" for goal frequently, 
but the majority of the attempts were weak, and Cartwright, the home goalkeeper, did not have a busy afternoon. 

The attendance numbered 20,000 when J.Masters, the South Coast player, led the State team on to the field to the strains of "Advance Australia Fair." When the Canadians appeared, led by their manager, 

Mr. J.Adam, they were greeted with "For they are jolly good fellows." 

The game had only been in progress a little while when 20,000 voices roared Goal! as Thompson (N.S.W.), found the net with a crashing drive which Mosher, the Canadian goalkeeper, could not reach. Canada 
equalised some few minutes later, Bowman com- pleting a neat combined movement with a fast rising ball, which was out of reach of Cartwright. With the scores level, the crowd expected to witness a great struggle, 
but at the final whistle New South Wales had scored 5 goals to 2. 


eit ae Stan Bourke George Forrest 
IR Dave Ward x Robert W.Harley (c) 
CF James "Judy" Masters (c ) X, X, X CF William Linning 
x I 
— , 
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It was a remarkably clean game, and the display of the winners was most impressive. During the trek to the gates and the waiting trams the opinion was expressed by many who know the standard of the game in 
Great Britain that the New South Wales team would provide a great match with a representative English team. Time alone will prove this, and the visit of the English team next season will be anxiously awaited by 
"soccer" enthusiasts. During the past three seasons the standard of the game has improved immeasurably in Australia, and before many years the fight for the football ashes between England and Australia will create 
he same intense enthusiasm as is witnessed in the cricket matches between the two countries. 

The teams were:- 
Canada: Goal, Mosher (Vancouver); full- backs, Anderson (Ladysmith), Noseworthy (Montreal); half-backs, Dierden (Toronto), Stobbart (Nanaimo), Armstrong (Vancouver); forwards, Forrest (Toronto), Harley, captain 
(Winnipeg), Linning (Lethbridge), Chapman (British Columbia), Bowman (Saskatoon). 
New South Wales: Goal, Cartwright (Balmain Gladstone); full-backs, Gallen (Balmain Gladstone), Oliver (Weston); half-backs, Storey (Balmain Gladstone), Lambert (Adamstown), Spurway (Granville); 
orwards, Bourke (Granville), Ward (Balgownie), Masters (Balgownie), captain, Thompson (Balgownie), Smith (Sydney). 

Referee, W.A.Wright; linesmen, S.Boyd and L.Gill. 
Master kicked off. Stobbart secured, and Canada went forward till Storey checked Bourke, trailed by Ward, advanced to find Noseworthy alert. From a free Linning made headway till dispossessed by Oliver, and New 
South Wales attacked, a shot from Masters being well taken by Mosher, but Bourke and Ward again advanced, and forced a fruitless corner. Forrest made headway and sent to Chapman, but Gallen kicked upfield, 
where Masters accepted, and tricking Anderson, sent to Thompson, who opened New South Wales score. New South Wales, 1-nil. 

Good combination by Linning and Chapman looked promising till Storey checked, and Noseworthy thwarted Bourke, and sent to Harley, who got Forrest away to claim a corner, without result. Lambert obtained, sent 
0 Masters, to Thompson, to Bourke, but Noseworthy punted clear, and Armstrong sent to Stobbart, who rounded the left New South Wales defence, and crossed to Bowman, who levelled the scores. 

Canada, 1; N.S.W., 1. 
After good combination by New South Wales, Thompson unsuccessfully tested Mosher and Dierden gave Forrest an opening, which Spurway failed to stop, and Linning sent over. New South Wales pressed, but a 
pass back from Anderson to Mosher relieved. Smith secured, but Mosher was alert, and midfield play ensued till Spurway sent to Masters, to Ward, who drove hard at Mosher, and later Masters added another which 
made the interval figures N.S.W., 3; Canada, 1. 
After the interval Thompson changed places with Smith, and Canada's half line was composed of Dierden, Harley, and Stobbart. A long pass from Masters to Thompson was diverted by Mosher and Forrest obtained, 
sprinted for goal, but was stopped by Gallen. Canada, showing splendid footwork, came again, and Dierden gave Forrest another sprint. Forrest crossed perfectly to the goal-mouth, where Armstrong's attempt was 
brilliantly cleared by Cartwright. Lambert transferred to Masters, who sent to Thompson. Mosher was drawn, and Thompson netted, but, as Mosher had been interfered with, no score was given. Lambert secured from 
the free, and Dierden's attempt at clearing was checked by Masters, and Smith accepted a chance to score New South Wales' fourth goal. 

Canada came strongly from the kick off, and after a powerful attack Forrest scored their second goal. Previously Cartwright had saved rather a poor penalty shot from Dierden. Hard play followed, and Canada 
unfortunately lost Chapman, who retired injured. The last goal was scored from a concerted New South Wales attack, which gave Bourke a free run goalward, and his shot from the wing was cleverly timed by Masters, 
who beat Mosher decisively, and made the scores New South Wales 5, Canada 2. 
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Date & Time Venue 
Zist. May 1924, Clyde Oval, Granville, Sydney. NSW a © 
half time, Granville & District..0 v. Canada..0 
Goal Substituted Goal Substituted 
Position Name (minute) | Injured | Sent Off | (minute) ; Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Edward Atchison Haig "Harry" Mosher 
Charlie Leabeater George Anderson 
LB J."Jock" Comrie LB Andrew "Mitch" McLean 
| OR [HaroldWinter | 


James Hood 

[e) Fred Bowman 
Team Coach Donald Morrison 
Team Manager James Adam 


a ees ee 
a ee ee 
es ees ere 
ee ee ee 
IR George Milner IR William Linning 
IL 
— eT ee as 


IL Don McKay 
OL Fred Ramsay 


The Sydney Morning Herald, 22/5/1924, page 12 http://trove.nla.gov.au/ndp/del/article/16150458 
A good attendance witnessed the fourth fixture of the Canadians at Clyde Oval, where Granville, who have not lost an international fixture for the past two seasons, were their opponents. The game resulted in a 
scoreless draw. 

Subsequent to the match the Canadians were tendered a dinner and social by the Granville and District Football Association. 

The early fixture was won by Granville Schools, who defeated Bondi Commercial School 8 goals to 2. 

The teams in the principal match were: 

Granville: Goalkeeper, Aitchison; full-back, Leabeater and Comrie; half-backs, Hele, Henderson, and Spurway; forwards, Winser, Milner, Adamson, McKay, and Ramsay. 

Canada: Goalkeeper, Mosher; full-backs, Anderson and McLean; half-backs, Dierden, Harley, and Stobbart; forwards, Forrest, Linning, Wilson, Hood, and Bowman. 

Referee: W. Davey. 

Adamson kicked off, and after Mosher cleared, Forrest sent behind. Leabeater got his forwards moving, and Mosher saved from a cross from Ramsay, Canada gained ground through throws from touch, but Granville 
came again, till McLean drove forward. A good drive from Comrie brought Mosher out, and play went to midfleld till Sourway sent to McKay, but the ball went behind. Henderson looked dangerous till upset by Harley, 
and Forrest sprinted, permitting Hood to force a corner, from which Aitchison gave away another, which was wasted. Ramsay came from the kick-off, but sent behind, and then Winter missed a possible chance. 
Granville attacked spiritedly, till Hood relieved, and from a penalty Forrest crossed, but Henderson cleared. Another penalty to Canada was returned by Comrie, and Granville attacked fruitlessly. Then Stobbart got 
Bowman away to Granville defence, where Comrie defended stubbornly. Ramsay crossed well, but Anderson cleared. Midfield play followed, characterised by stubborn defence from McLean and Comrie. Winter made 
a good effort, but Harley sent upfield, and Bowman drove to goal to find Comrie alert. From a penalty for offside, Granville attacked, but was held, Dierden showing up prominently. Ramsay then took play to Canada's 
goal mouth, and Granville kept the defence busy, till McLean punted clear, and Wilson, with Hood, bore down on Aitchison, who kicked clear, and an exchange of attacks took place. From a free Ramsay had a shot, 
which Anderson saved, and Wilson went goalwards, to find Leabeater and Comrie impregnable. Play was again taken to Granville's last line, where, after Aitchison had cleared from Hood, Canada forced two resultless 
corners. Canada pressed, and after Linning had tested Aitchison the interval was taken with no score registered. 
Canada resumed vigorously, and Bowman troubled Aitchison, who cleared, and Granville attacked McKay being prominent, till Anderson relieved, and Wilson unsuccessfully shot. Canada came again, and Wilson 
drove over. Leabeater sent to Hele to Winter, who tested Mosher, and midfield play followed. Harley sent to Forrest who sent in a splendid shot, saved by Aitchison, then off-side relieved Granville, but Canada's 
defence got their attack moving, and Wilson again unsuccessfully shot. Good play by Granville's left wing looked promising, till McLean drove clear, but the locals came again, and Mosher saved. Granville advanced, 
but could not finalise and Canada reversed the attack. Forrest drove to Aitchison, and Harley hit the bar with a long shot Canada made Granville assume the defensive, till Sourway relieved, and Granville went forward, 
but Hele sent over. Each side attacked till Leabeater sent forward, and McKay sent to Mosher, who transferred the attack. Bowman sent across, and Hood was dispossessed in the act of shooting. Granville's defence 
was kept busy, but Aitchison kept Canada out. Play went to mid-field, but Canada came again, till off-side play reversed the attack, and Mosher cleared, permitting Canada to gain a corner, which gave Granville relief. 
They pressed, and Mosher was applauded for good keeping. Then off-side spoiled a chance for Canada. Granville attacked and Canada had a lucky escape. Harley drove down-field, where a corner was secured, 
without result. Granville came again, and Mosher saved miraculously from Winter. Canada developed a good forward movement, from which Dresden unsuccessfully shot, and play was transferred to mid-field. 

Exciting play followed, but, although each team strove hard, Mosher and Aitchison were equal to preventing goals. 
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copied from Canadian Soccer History _ http://www.canadiansoccerhistory.com/Canadiantoursabroad/Australia1924.html 
Date & Time Venue 
24th. May 1924, 15.15 Newcastle Sports Ground, Newcastle, NSW sc a 0000 = | 
half time, 
Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Jack Coutts Haig "Harry" Mosher 
W. Stewart George Anderson 
"Hen" Maunder LB Andrew "Mitch" McLean 


LB Hen 
William "Ernie" Ernest Owen 


Arthur Lambert 70 
Peter Doyle 
| OR |TommyCoates CT CT 


IR Alex "Sandy" Cameron IR William Linning 


CF William "Podge" Maunder x CF Jim Wilson 

IL Tommy Sinclair IL James Hood 
Team Coach Donald Morrison 
Team Manager James Adam 


The Sunday Times and Referee has Lawson Bailey at left half for Newcastle District. 


Sunday Times, 25/5/1924, page 10 http://trove.nla.gov.au/ndp/del/article/128144850 
Referee, 28/5/1924, page 16 http://trove.nla.gov.au/ndp/del/article/136618961 


match report from The Newcastle Morning Herald, 26/5/1924, page 3. _http://trove.nla.gov.au/ndp/del/article/137644168 

It was estimated that 6000 people were present at Newcastle Sports Ground on Saturday to witness the British Association football match between Canada and Newcastle. The game was a brilliant one, and some 
very exciting incidents were witnessed. The huge crowd was kept in good humour, and everyone seemed satisfied with the display given. Canada played in royal blue, with the word Canada emblazoned on the front. 
They were, however, not numbered, and this fact caused some adverse comments by programme holders. 

The visitors' half-back line is very strong, and easily their best line. They gave Newcastle players a decided lesson in defence and attack. Newcastle were decidedly lucky to draw, Canada having the better of the 
game, and their combination being far superior to that of the local team, yet it was full of vigour. Several minor accidents occurred, while Wilson, the Canadian centre forward, was knicked over the eye. He was led 
from the field, but after attention, and with the addition of plaster, he returned. Twenty minutes from time Newcastle's centre half, A.Lambert, left the field with an injured ankle. Newcastle finishing the game with ten 
players. The teams were :- 

Canada.- Goal, H.Mosher; full-backs, G.Anderson and M.McLean; half-backs, G.Dierden, R.Harley, R.Stobbart; forwards, G.Forrest, W.Linning, Wilson, J.Hood, F.Bowman. 

Newcastle.- Goal, J.Coutts; full-backs, W.Stewart and H.Maunders; half-backs, P.Doyle, A.Lambert, and E.Owen; forwards, E.Urwin, T.Sinclair, W.Maunders, A.Cameron, and T.Coates. 

Referee: W.Stott. 

Newcastle led by Maunders, and Canada led by Harley, took the field amidst loud cheering. W.Maunders beat Harley in the toss, and Wilson set the ball in motion. Canada were the first to attack, and Linning early 
put in a hot shot, which was blocked by Stewart. Newcastle retaliated on the right wing, Coates sending to Cameron, who raced ahead with McLean in close pursuit. The ball, however, beat them both and passed out. 
Newcastle had the advantage of a stiff breeze, but Canada's combination was splendid, and Dierden set Forrest on the move. The winger was too clever for Doyle, and sent in a good centre. Stewart headed out, but 
Forrest again secured, and sent in a hard shot, which Coutts fisted clear. Keeping up the attack Dierden sent to Linning, who put in a good shot. Coutts stopped the ball, but he had to have two attempts before he got 
the ball away. Canada scored first, and the goal came as a result of excellent combined play. Newcastle were attacking when McLean cleared to Stobbart, up to Bowman, on to Hood, across to Linning, to Forrest, 
who ran a few yards, and then sent right across the field to Bowman, on the extreme left. Bowman ran towards the corner, tricked Owen, and sent back towards Stobbart, who rushed towards the ball and sent a 
lightning shot, which beat backs and goalkeeper, and landed low in the corner of the net. Canada 1, Newcastle 0. 

The goal was loudly applauded. Canada were soon attacking again, and Linning was moving for position, when Lambert robbed him and sent to the centre. Harley returned, but Owen intercepted, and sent up to 
W.Maunders, who put to Urwin, who returned to the centre. W.Maunders sent to Anderson and raced for goal. T.Mosher advanced out of goal and ran towards the ball. The Canadian got there a fraction of a second 
before Maunders, and whisked the ball away as Maunders kicked. The crowd roared its approval of Mosher's wonderful save. The interval arrived with the score Canada 1, Newcastle 0. 

Resuming play, Newcastle attacked, but McLean cleared, and when Lambert returned Anderson cleared. Newcastle were now playing better football, and were testing the visitors' defence. But the half-back line of 
Canada was very solid, and the Newcastle forwards were not allowed to get too close to goal. From an attack on Canada's left, Bowman sent to Wilson, who was robbed by H.Maunders. Hood intercepted the 
clearance, but Coutts cleared Hood's shot. At the other end W.Maunders was rushing through, when McLean coolly kicked the ball off Maunders' foot, and, with a long drive, sent out to Forrest, who put into the centre. 
H.Maunders headed to Doyle, who beat Dierden, Harley, and McLean. Doyle worked to the right, and sent to Cameron, who sent into goal. Anderson missed the ball, but Mosher ran out, and cleared. Play had tamed 
down a lot. Both goals were visited, but the Canadians had the greatest sting behind their shots, and Coutts had always to be prepared for sudden surprise efforts. Wilson was hurt, and soon after he returned Lambert 
left the field, limping. Doyle tricked two opponents, but his final pass went astray. Harley received applause for heading a low ball away from a dangerous position. The light was fading, and the sky became very 
overcast. Canada secured a corner on the left, followed by one on the right. This was cleared, and Newcastle attacked, but were repulsed. Play was in midfield when Owen received, and he put to the centre. 
W.Maunders sent to Cameron, out to Coates, who raced up the wing, and centred. McLean moved forward, and Anderson hesitated. The ball beat the back, and Maunders secured close in, and made no mistake with 
a low shot. The equalising goal resulted in loud and prolonged cheering. The ball was taken to the centre, kicked off, sent to Canada's right wing. Forrest secured, but before he could centre the full-time whistle went, 
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with the score - Canada 1, Newcastle 1. 
A special medal, donated by Alderman Gibson, president of the Newcastle Rugby League, for the best Newcastle player, was won by E.Owen, right half. 


Date & Time Venue Weather Temperature Attendance 
27th. May 1924, 15.45 Cessnock Football Ground, Cessnock, NSW 6000 


South Maitland..1 v. Canada..1 

half time, South Maitland..1 v. Canada..0 

Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) 7 Position (minute) | Injured | Sent Off | (minute) 


| GK [Robert Austin, TT 
pT RB |TomOliver dT 
| | LB [George Williams | 
|| RH |RobertDurie | 


—— George Slarks CH [Robert W.Harley (c) 
LH R."Bunny" Bower Richard "Dickie" Stobbart 
OR Cecil Williams x George Forrest 
te William "Bill" Foley William Linning 
CF Jack "Crabby" McCroarey Jim Wilson 
ee a 
OL Roy McNaughton 
jTeamCoach | Team Coach Donald Morrison 
Team Manager James Adam 
Referee N.Shaw 
Linesman 
nee aoaooavaoyaouua 


R.Austin is also shown as R.Austen. 


Roy McNaughton was the son of Andy McNaughton. Andy played for various teams incuding Broadmeadow, Adamstown Rosebuds, Broadmeadow Royal Arthurs, Minmi and Weston. He also represented Northern 
Districts twice against New Zealand (5/7/1905 and 9/7/1905) and played for South Maitland (also shown as Northern Coalfields) against Western Australia (12/5/1909). 

Andy had two sons, Roy (born 1906, http://trove.nla.gov.au/ndp/del/article/103542899) and Reg (born 1915, http://trove.nla.gov.au/ndp/del/article/143035478). Reg played for Aberdare, Cessnock and Gladesville. 
Roy was widely recorded as "Andy" McNaughton, especially in his early career. Whether this was a nickname, or his second name, is not clear. 


The Sydney Morning Herald, 28/5/1924, page 16 http://trove.nla.gov.au/ndp/del/article/16132665 

match report from The Newcastle Morning Herald, 28/5/1924, page 8 _http://trove.nla.gov.au/ndp/del/article/137643794 

The Canadian Soccer football team visited Cessnock yesterday, and on their arrival the members were extended a civic welcome by Councillor J. Brown, President of the Cessnock Shire Council. The welcome was 
responded to by Mr. Adams, the manager of the team. 
In the afternoon the visitors played a team of representatives of the South Maitland district. The game was exciting throughout, and considering that the Maitland players had worked in their respective collieries untll a 
couple of hours before the game commenced, their draw with the visitors was full of merit. L.Linning scored for the Canadians, and C.Williams kicked a goal for South Maitland. There was an attendnce of about six 
thousand people. 
The teams were :- 
Canada. - Goal, H.Mosher; full-backs, G.Anderson, McLean; half-backs, G. Dierden, R.Hayley, R.Stobbart; forwards, G.Forest, W.Linning. J.Wilson, J.Hood, F.Bowman. 

South Maitland. - Goal, R.Austin; full-backs, T.Oliver, G.Williams; half-backs. R.Durie, G.Slarks. R.Bower; forwards, C.Williams. W.Foley, J.McGory, J.Gilmore, H.McNaughton. 
N.Shaw was referee. 
The visitors kicked off. McGory put by a fine pass to C.Williams, who eventually scored after three minutes’ play. 

End to end play followed, and Canada forced two corners in succession. South Maitland cleared, and Foley headed the ball from a pass by Gilmore. A scrimmage ensued from a cross by C.Willliams, and Gilmore 
gave a terrific drive, which just passed the post. Canada made ground, but G.Williams punted well down the field. The Canadians' defence was hard pressed. Harley shot from 40 yards, and Austin saved 
characteristically. Slarks obtained and put to McNaughton but lost to Anderson. Bower passed to McNaughton, who sent across a high centre, Foley and McNaughton standing on their marks. McGory made a run 

and made a wretched attempt at what should have been a certain goal. McNaughton made a fine ran and passed into the goal mouth for McGory to just head past. Mosher's play was brilliant, and he often surprised 
the crowd. Slarks defended a series of Canadian attacks well. Anderson tackled McNaughton, and forced him to give a goal kick. Midfield play ensued, when Forest obtained and made a smart run for G. Williams to 
successfully defend. Immediately afterwards G. Williams miskicked, but Austin rose to the occasion and saved. The Canadians were adepts at the "shy in." A free kick was given against Williams for handling. 

Midfield play followed, and South Maitland forced a corner which was cleared by Canada. McLean punted well up the field, but Bowman put past. Stobbart followed up an attack by the Canadians, and put a head drive 
past the post. Durie was tackling well, and put to Williams, who centred for Gilmore to shoot, but Mosher was hard pressed, and dodged several players. An amusing incident followed, C.Williams punching the ball 

out of Mosher's hands. Forest and Linning a combined well, but Slarks defended. Stobbart leaped high in the air, and headed clear from Foley. Oliver's foot work at this stage was excellent. He repeatedly saved his 
side, and beat Durie. Slarks was playing magnificently, his feeding being of a high standard. McGrory put a stinging shot, but just missed. This closed the first half, with one goal to nil in favour of South Maitland. 
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The game was very fast when play was resumed. Stobbard put in a fast shot and hit the post, with Austin in attendance. Harley intercepted from Foley, but Gilmore successfully tackled, and in a pretty movement put 
forward to Foley, but McLean cleared. Linning made ground, but G.Williams was too many for him. End to end play followed, and Bower was beat, but Oliver covered and cleared well up the field. Gilmore dribbled up 
to Foley, but Anderson robbed him of the ball. Slarks robbed Wilson, and passed to McGrory, who shot the finest shot that had been attempted up to this stage, but Mosher saved splendidly. Gilmore fell over the ball, 
but making a good recovery put out to C.Williams, who centred, and Foley made a splendid effort. Linning made a solo run and attempted to put in from 80 yards. but Austin saved easily. G.Williams punted well up 
the field for Foley to obtain, and he put to McNaughton, who missed with a hard drive. Mosher cleared repeatedly, coming out from 15 to 18 yards and punting well down the field. The game was fast, clever, and was 
remarkable for its cleanness. A foul by Harley was taken by Slarks to Gilmore, to McGrory, who shot for Mosher to clear. A cross from Willliams was headed by Foley, and Mosher cleared well. Great excitement 
prevailed in a series of infringements, which were allowed to pass, and it rather marred the play. Linning beat three opponents, and put a high drooping shot, which beat Austin. 

The crowd became wild with excitement. Oliver and Williams were defending well. Slarks put out to McNaughton, but Anderson put past. Exciting play by McNaughton and Gilmore repeatedly frustrated the Canadian 
defenders, and relief was given by a long punt by McLean. Forest put in a terrific shot, which cannoned from Williams head on to the bar. Austin ran out shortly afterwards, and kicked clear from Linning. 

The Canadians were attacking strongly at this stage, and were giving Oliver and Williams a hot time. Midfield play followed until the full time whistle blew. The final score was a draw, with one goal each. 


Date & Time Venue Weather Temperature Attendance 
31st. May 1924, 15.30 Brisbane Cricket Ground, Woolloongabba, Brisbane, Good 


Brisbane..0 v. Canada..4 
half time, Brisbane..0 v. Canada..1 
Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) | Injured | Sent Off | (minute) 
START LIST 


Joe Hamilton 
(Pineapple Rovers) Haig "Harry" Mosher 


George Anderson 
=e aaa George Harris (Pineapple Rovers) Andrew "Mitch" McLean 


a bes Clark (Pineapple Rovers) 
ees Bright (Brisbane Cit} 


A.K."Billy" Gibb 
——- (Shafston Rovers) James Hood 
[| OL _|JMoriarty (Thistlesy | |__| 
Team Coach [SS | Fram Cac Donald Morrison 


Team Manager James Adam 
Referee J.Lang 
Linesman 


William Linning 
Leslie Ford 


Jack White (Pineapple Rovers) Frank Dierden 
Johnny Peebles (c ) 
(Pineapple Rovers) Robert W.Harley (c) 
tH Zar Korotcoff (Latrobes) Richard "Dickie" Stobbart 
oR William Mitchell (Latrobes) George Forrest 
es ee 


The Brisbane Courier, 2/6/1924, page 12 http://trove.nla.gov.au/ndp/del/article/20738331 
Sunday Times, 1/6/1924, page 10 http://trove.nla.gov.au/ndp/del/article/128136246 
match report from the Queensland Times, 2/6/1924, page 9 http://trove.nla.gov.au/ndp/del/article/118566242 


In almost ideal weather the Canadian footballers opened their Queensland itinerary at the 'Gabba on Saturday against a representative Brisbane eleven. The enclosure was thickly lined when the teams made their 
appearance to rousing cheers. Play commenced in a sensational manner, the Canadians scoring in the first minute. They ran out winners by the decisive margin of four goals to nil. 

In the curtain raisers, South Brisbane beat North Brisbane in a schools' match, and Merthyr, beat Redland Bay, 2-0. D.Shearsmith, the Merthyr custodian, distinguished himself by saving two penalties. G.Smith 
scored the goals for the winners. 

The teams in the big game were:- 

Brisbane: J.Hamilton; J.Smith and G.Harris; J.White, J.Peebles (captain) and Z.Korotcoff; W. Mitchell, L.Clark, E.Bright, W.Gibb, J.Moriarty. 

Canada: H.Mosher; G.Anderson and M.McLean; F.Dierden, R.W.Harley (captain), and R.Stobbart; G.Forrest, W.Linning, L.Ford, Hood, and F.Bowman. 

Referee: J.Lang. 
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Canada won the toss, and in the first minute they dashed down the field, and Hood had not the least difficulty in beating Hamilton. It was a surprising start, and Brisbane were stung into activity, first Stobbart and then 
Harley being forced to splendid clearances, after good work by Mitchell. Then the Canadians attacked again but offside spoiled the effort. Big kicking by the backs of both sides was the next feature, and the big 
custodian of the Canadians, when he cleared, sent more than half the way up the field. Ford had a real chance, but his kick was charged down. Brisbane looked certain to score, but Mosher, after two or three attempts, 
managed to get the ball away. Canada attacked with determination, and Forrest put in a lovely centre, which Ford headed only by inches wide. Brisbane had another opportunity after a nice passing movement, but 
Bright's final effort was wide. Up to this point the defence of the Canadians had not been convincing, but the Brisbane forwards were lacking in finish. Bright and Peebles tried shots, but nothing resulted, and the 
Canadians were soon on the attack again, Hamilton being called upon to save. Peebles took a free kick just outside the penalty area, but his effort was feeble. When next the Canadians attacked Smith saved the 


situation. He was, however, forced to give a corner a moment 


later, but this was abortive. 


The game was not proving a very exhilarating affair thus far, and there was little or no enthusiasm among the crowd. A pretty piece of work was, however, seen on the Canadian right wing, Forrest delighting the 
spectators with clever and effective work, which deserved a better fate. It was an even game, and both sides attacked in turn. Mitchell was doing excellently on the Brisbane right wing, and after a solo effort, forced two 
corners, which were well placed, but equally well dealt with by Mosher. Mosher was safe in goal, and looked and acted the part well, Moriarty forced a corner and took it beautifully, but the danger was averted, and 
soon Canada was on the attack again, Forrest amusing the spectators with his tricky work. Harley was the next to catch the eye with a nice bit of finessing, culminating with a rasping shot, which skimmed the bar. 
Forrest once more beat Korotcoff, and finished with a great centre, but nothing resulted. Hereabouts the Canadians were giving glimpses of real football, there being nice combination. But there was an impression that 


they were not exerting themselves overmuch. 
At half time the score was still - Canada, 1; Brisbane, 0. 


The Canadians easily held their own on the resumption, but they had the narrowest of escapes when a free kick was awarded against Mosher for hugging the ball too long. Peebles took the kick, which was charged 
down, and Gibb received on the rebound. He volleyed with great force, and crashed the bar, with Mosher evidently under the impression that it was soaring well over. Hamilton was twice called upon to fist out, but the 
game was not exhilarating. There were several weaknesses in the Brisbane team, and it was apparent that the tourists were content to jog along without undue stress. Forrest put in an ideal corner, conceded by 
Harris, and repeated the oracle when the same player gave another flag-kick. Ford had bad luck when he crashed the ball against the cross-bar, and Les Clark missed a glorious opportunity from a beautiful centre by 
Moriarty. The ball only needed deflecting, but it was sent wide of the post. The Canadian backs had great faith in Mosher, who has the physique of a perfect goalkeeper, and the trust was not betrayed. Mosher was 


as safe as the Bank of England, and as cool as an iceberg. 


The second goal of the Canadians came 20 minutes from the finish, and it was the result of a glorious shot by Forrest, who, after nice work down the wing, let fly from the penalty line and Hamilton never saw the ball 
until it hit the back of the net. It was one of the best shots yet seen on the ground. A moment later Forrest had another try, but this time Hamilton saved at the expense of a corner, which, like many of his others, 

curled dead before coming back into play. Hood put in a fine, high shot, which Hamilton saved just as it was entering the corner of the net. 
Five minutes from the finish Ford found himself in possession, with no one but Hamilton to beat. He made no mistake. Brisbane continued to be outplayed, their forward line being woefully weak. 


With one minute to go, Linning put Canada still further ahead. 
Canada 4; Brisbane, nil. These were the final scores. 


Date & Time 
3rd. June 1924, 15.30 


Position 


Venue 
Brisbane Cricket Ground, Woolloongabba, Brisbane, 


Weather 


Queensland..0 v. Canada..4 
half time, 


Goal 
(minute) 


Retired 
Injured | Sent Off 


Substituted 
(minute) 


Temperature 


Goal 
(minute) 


Attendance 
[000 


Retired 
Injured | Sent Off 


Substituted 
(minute) 


| | GK __‘[J.Bryant (Latrobes) 


Haig "Harry" Mosher 
George Anderson 


Andrew "Mitch" McLean 


RB J.Smith (Latrobes) 

George Harris (c) 
LB (Pineapple Rovers) 
RH it i 


Jack G. Armstrong 
Robert W.Harley (c) 


CH Len Warrell (Bush Rats) 
LH Eric Nunn (Bush Rats) 


J.E."Toddy" Edwards 
(Blackstone Rovers) 


Frank Dierden 


George Forrest 


A."Spokes" Pedley 
(Bundanba Rangers) 
J.Dent (Brisbane City) 


William Linning 
Leslie Ford 


A.K."Billy" Gibb 
IL (Shafston Rovers) 


P| OL Jimmy Robertson (Wynnum) 


Team Coach 


Richard "Dickie" Stobbart 


Donald Morrison 


Team Coach 
Team Manager 


Team Manager 


[Referee PT 


James Adam 


Linesman 
Linesman 


match report from The Brisbane Courier, 4/6/1924, page 9 


http://trove.nla.gov.au/ndp/del/article/20737897 


After a one sided game, the Canadian soccer team yesterday decisively defeated Queensland by four goals to nil. Queensland gave a disappointing display, and on two occasions only looked like scoring. They were 


inferior to the visitors in every department of the game. 
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Bryant and White were the only Queensland players to produce true form. Bryant's work in goal was beautiful to watch, and was reminiscent of that of Claxton, the New Zealand goalkeeper, who visited Australia last 
year. Three of the saves which he brought off looked like certain goals. White was solid in defence, and gave Edwards plenty of opportunities, but the latter failed to make use of them. White was the outstanding player 
of Queensland. He deserves his place in the Australian team on Saturday. Warrell and Nunn were each wanting, and Dent, the centre forward was by no means a success. Generally speaking, the Queensland 
forwards were sadly lacking, while the defence of the backs was not sound. 

The Canadian forwards were almost continually on the aggressive. They showed fine combination, particularly Ford, Linning and Forrest, and perplexed the Queensland defence with their short passing movements. 
The co-operation between Forrest and Linning was one of the best features of the game, and proved disastrous for the home side. Ford, however, had difficulty in finding range, and missed several comparatively easy 
shots. Haley supplied the forwards with an abundance of the ball. It was he who initiated most of the forward movements. Dierden gave him splendid support. The two backs were sure, but like Mosher, the goalkeeper, 
had little to do. 

The teams were: - 

Queensland. - J.Bryant; J.Smith, and G.Harris (captain); J.White, L.Warrell, and E.Nunn; J.Edwards, A.Pedley, J.Dent, W.Gibbs and J.Robertson. 

Canada. - H.Mosher; G.Anderson, and McLean; Armstrong, R.W.Harley (captain), and F.Deirden; G.Forrest , W.Linning, L.Ford, R.Stobbart, and F.Bowman. 

The Mayor of Brisbane (Ald. M.J.Barry) kicked off sharp at 3.30. Canada at once initiated a forward movement, transferring play near the Queensland goal, where Harris conceded a corner. Forrest centred, and Harley, 
after beating a couple of opponents, fired over the crossbar. Bowman next "robbed" Harris of the ball, and centred to Ford, but Bryant kicked clear. Ford then trapped a long return by Harris, and attempted a long shot, 
which was wide. Forrest and Linning co-operated well, and each in turn tested Bryant from close in, but failed to find the net. Hartley trapped the ball in midfield, and sent a long pass to Forrest. The latter ran about 20 
yards, and crossed to Linning who, when well placed, fired into Bryant's arms. The Queenslander cleared only to find Forrest return the ball with increased force. Bryant again got his fingers to it, and turned it over the 
crossbar. 
Canada continued to attack until Harris kicked well down field. Anderson, one of the Canadian full backs, trapped the ball, and sent in a rasping long shot to Bryant, who again was equal to the occasion. After the 
game had been in progress 12 minutes, Forrest touched the ball over to Linning who found the net with a hard drive. Bryant made a splendid attempt to save, but failed to hold the ball. 

Canada, 1. Queensland, nil. 
Linning nearly repeated the performance immediately after the kick out. Receiving the ball from Forrest, who had run the Queensland backs out of position, he slammed it hard and low into the goal-mouth. Bryant 
gathered in, but found the Canadian forwards so close in that he was compelled to throw clear. Bowman was the agent in the next bright piece of play. Securing in mid-field he ran strongly along the wing, and crossed 
to Forrest, who screwed the ball back to Ford. The latter beat Harris for the ball, and sent in a rasping shot, which left Bryant standing. 

Canada, 2. Queensland, nil. 
Nunn, Gibb, and Robertson now came into the picture. The former secured the ball in midfield, and swung a well-placed pass to Gibb, who touched the ball on to Robertson. Picking it up on his toe, Robertson clapped 
on the pace, and drove hard at the net, but was wide. From the kick-out Queensland again attacked, only on this occasion it was White who initiated the movement. Beating Ford for the ball, he tricked a couple of 
opponents, and heeled to Dent, who crossed to Gibb. Robertson again was given the opportunity of putting the finishing touches on the movement, but failed to find the net. A few minutes later Queensland had a close 
call. Bowman beat Harris and shot feebly at goal. Bryant ran out to clear, but Stobbart got there first and fired over the top. A solo effort by Robertson then saw Mosher clear without difficulty. Pedley then received from 
Robertson, and drove hard at the net. Mosher, however, got his fingers to the ball, and turned it overr the crossbar. This was the only corner Canada conceded during the first half. 

Pedley again tested Mosher early in the second half, and was unlucky not to score. Receiving from Gibb, he turned the ball nicely towards the goal. Mosher dived at full length, and managed to twist it around the post. 
It was a very close shave. White next put Queensland in an attacking position, and crossed to Edwards when well placed. The latter shot wide, and repeated the performance on no fewer than half a dozen occasions 
within ten minutes. A nice passing movement, in which Forrest, Linning, and Ford participated, saw the Queensland defence badly beaten, and found Ford with the ball well placed close in. He took steady aim, and 
shot for the net. Before the crowd had finished yelling "another goal," Bryant had dived, and cleared at full length. It was a magnificent piece of work. This gave the Queenslanders heart and they showed their 
appreciation by launching another attack on the Canadian citadel. Edwards shot feebly but Mosher failed to take the ball cleanly. None of the Queensland forwards, however, were in position. It was a fine opportunity 
missed. From the kick out, Mosher placed the ball well down the field. Ford fastened on to it, and crossed to Linning, who heeled back to Stobbart. The latter, however, failed to break through Bryant's defence. 

Seven minutes before full time sounded, Ford sent a long pass out to Bowman, who screwed the ball back into the goal-mouth, for Linning to slam it into the net for the second time. 

Canada, 3. Queensland, nil. 
All the Queensland forwards then participated in a forward movement, but Gibb placed wide, when Mosher was the only opposition. A series of passing movements, in which Linning, Forrest, and Stobbart were 
prominent, next ended with the latter scoring an open goal. Linning put in a brilliant shot about three minutes before the finish, but Bryant seized on to it, and threw clear. 

The scores at full time were: - Canada, 4. Queensland, nil. 
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Date & Time Venue Weather Temperature 
9th. June 1924, North Ipswich Recreation Reserve, Ipswich, eee eee eS eS 
Ipswich & West Moreton..0 v. Canada..2 
half time, Ipswich & West Moreton..0 v. Canada..2 
Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
GK Les. Halls (Blackstone Rovers) GK Haig "Harry" Mosher 
RB A."Mick" Burns (Bush Rats) RB George Anderson 
LB Vern. Rumble (Bush Rats, LB Andrew "Mitch" McLean (c 
|| RH [Jack Williams (Bush Rats) | | 


'H 
A."Kruger" Lebeter 
CH (Bundanba Rangers) CH Richard "Dickie" Stobbart 


IL Dan Potts (Bush Rats) IL Harry Chapman 
OL Arthur Williams (Bush Rats) OL Fred Bowman 


fTeam Coach | em Coach Donald Morrison 


Team Manager James Adam 
Referee R.Kemp 

Linesman 

The Brisbane Courier, 10/6/1924, page 11 http://trove.nla.qov.au/ndp/del/article/20762659 
match report from the Queensland Times, 10/6/1924, page 8 http://trove.nla.gov.au/ndp/del/article/118563287 
Before a big crowd on the North Ipswich reserve yesterday afternoon, the Canadians defeated a team representing Ipswich and West Moreton by two goals to nil. It was a hard fought game, but towards the end play 
became a "very willing." In the first half the Canadians played brilliant football, their footwork, headwork, and combination being excellent, but in the second session they were bustled off their game and were rarely in 
the picture. Linning was injured late in the first half and was little more than a passenger for the rest of the game. Ipswich played hard throughout, and with less skilful players than Mosher, Anderson and Co. defending, 
must have scored on more than one occasion, but they lacked the science of their opponents. 

Ipswich made one change in their team, Jack Potts deputising for "Spokes" Pedley, who was injured in the Queensland game last week. Harley, the Canadian captain, was on the sick list, and his absence 

necessitated a rearrangement of the intermediate line. Armstrong came in at right half, Stobbart filling the centre position, while Dierden went over to the left. 

In the curtain raisers, Dinmore school played a goalless draw with Bundanba, and Trades School defeated Blackstone School by three goals to one. Molloy, Fountain, and Porter found net for the Trades School, and 
Jones notched Blackstone's only point. 

The teams in the big game were as follow:- 

Ipswich: C.Halls (Blackstone Rovers); A.Burns (Bush Rats) and V.Rumble (Bush Rats); J.Williams (Bush Rats), A.Lebeter (Bundanba Rangers) and A.Gibb (Bundanba Rangers). captain; J.Edwards (Blackstone 
Rovers), J.Potts (Bush Rats), T.Hainsworth (Bush Rats), D.Potts (Bush Rats) and A.Williams (Bush Rats). 

Canada: H. Mosher; G.Anderson and M.McLean (captain); J.G.Armstong, R.Stobbart and F.Dierden; G.Forrest, W.Linning, L.Ford, H.;Chapman, and F.Bowman. 

Referee: R. Kemp. 

McLean won the toss for Canada, and defended the Woollen Mills goal. Ipswich made straight for goal, Edwards putting wide. Rumble stopped Linning and play was transferred. The ball came over from the left, and 
Jack Potts took it with his head, but the watchful Mosher was prepared, and cleared, Potts ending up in the net. The situation was just as grave when Edwards centred, but again Mosher cleared. Jack Potts tried one 
over his head, which the goalie cleared. Linning gave a pretty ball to Forrest, who centred finely but Burns stepped into the breach. Ford looked dangerous when he secured the ball just after, but his shot cannoned 

off a defender and Halls had no difficulty in clearing. Offside relieved matters for Ipswich. Burns roused the crowd to enthusiasm when he prevented Linning going through, and Anderson finely stopped a rush, initiated 
by Jack Potts, with a beautiful kick. 

The game was 10 minutes old when Canada opened their account. Armstrong gave to Linning, who worked his way to within a few yards of goal and squared beautifully. Halls made a kick, but missed, and Ford had 

no difficulty in putting the ball into the net. Ipswich retaliated smartly, and the situation looked dangerous towards his own goal. The ball was sent away, but was returned as quickly. Mosher saving as the lively Jack 
Potts jumped to nod it into the net. Burns tried one from near the half-way line, and true as a dart, the leather sailed into the arms of Mosher. Edwards crossed beautifully, and Hainsworth had a glorious chance, but 
was late in getting in his shot. Play was willing and open, Canada by no means having things their own way. Burns dropped the ball wide of the goal from his own half. 


Canada's second point followed. Armstrong cleared, and gave to Ford near the half-way line. The centre-forward transferred to Linning, when tackled by Burns, and later went right on to score with a rushing drive from 
well within the area. 


fies aie 
Alex Gibb (c) 
LH (Bundanba Rangers) Frank Dierden 
J.E."Toddy" Edwards 
OR (Blackstone Rovers) George Forrest 
IR Jack Potts (Bush Rats) William Linning x 
CF Tommy Hainsworth (Bush Rats) Leslie Ford 10 
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Linning initiated a movement which promised concrete results. He prettily passed to Chapman, who gave to Bowman, the winger putting across a glorious centre, but offside nullified the effort. Then Bowman received 
from near the half-way line. He passed Williams and made straight for goal, and looked "a good thing" until Rumble came on the scene, who, in robbing him, caused the Canadian to fall. Play was quickly transferred 
across from the left, arousing the crowd to enthusiasm. Edwards dashed in, but McLean saved the position. Ipswich made another attempt, but offside spoilt the effort. They came again, but could not beat Mosher. 
Ipswich was awarded a free kick near the half-way line. This was taken by Gibb, but Anderson cleared, Linning passing to Forrest with his head. The winger centred to Ford who picked up the pass, but Williams put 
a stop to his progress. However, Bowman got possession, and crossed finely for Linning to miss with a great shot. Ilpswich made another onslaught, but the effort lacked finish. Chapman was applauded for a clever 
bit of play on the line, but it failed to bring results. Ipswich then got away, the ball coming over from the left, but Hainsworth was ruled offside, as he nipped in to have a shot. Shortly after, Forrest forced a corner on 
the right. He squared beautifully, Halls punching clear. Ipswich got a break away, Hainsworth sending to Williams. The ball went out of play, and just after Hainsworth tried a long one, which Mosher had no difficulty 
in clearing. Canada retaliated, but was repelled, and Williams afterwards crossed beautifully Edwards accepted the ball, but waited a bit too long before he shot. Hainsworth attempted to deflect the ball into the net, 
but Anderson intercepted. Hainsworth gave to Jack Potts, who was almost through, but Anderson again saved his side. Canada got away immediately, Forrest sending in a wonderful shot from the wing, which beat 
Halls all the way but crashed into the inside of the far upright and rebounded into play. 
Ipswich took a hand, and a great passing movement gave Edwards a fine chance. He ran in, but shot right across the goal mouth. Ipswich were awarded a free kick on the left, from which Hainsworth received and 
gave to Jack Potts, who attempted to get through, but was stopped by Anderson. Hainsworth again got possession and centred, a dangerous movement being cleared by the backs. Bowman got away, only to be 
stopped by Mick Burns. Just after Burns was injured and had to receive attention from the Ambulance. On resumption the ball was punted well upfield. Anderson missed his kick, but recovered before A. Williams 
could get to the ball. Linning had his knee injured just after, and changed places with Forrest. 
At half time the scores were still 2-0 in favour of the Canadians. 

After the change over, Ipswich sailed merrily for Mosher, but Anderson brought the movement to an abrupt end. Canada took a hand, and Ford put in a beauty, which would have beaten Halls, but Gibb, standing in the 
goal mouth, kicked clear. Not to be denied, Ford and Bowman attempted to get through, but Burns won in a race for the ball and relieved. Williams, came into the picture with a fine bit of work on the left, beating 
Armstrong and another and centring splendidly. This was the forerunner of a particularly exciting episode. Dan Potts continued the movement, giving to his namesake, Jack, who headed for goal. The ball went over to 
Hainsworth, who headed into the goalie's arms. As he cleared Edwards charged the big custodian over. This apparently pleased the crowd, and it was enthusiastic in its applause. Ipswich maintained the pressure. 
The ball came over from the right, but Mosher ran out and fisted away. 
Linning, though injured, gave a demonstration of clever footwork, then Forrest and Armstrong treated the crowd to a pretty passage of combined play, which might have resulted in something tangible had Linning been 
able to make use of Forrest's pass. As it was the ball went outside. Burns stopped Bowman, and Lebeter put in some good work in the mid-field. He beat Stobbart and was away, but the speedy Canadian centre half 
chased and robbed him before he could get very far. Stobbart passed back to McLean, but Jack Potts fastened on to the ball and missed with a good shot. 
At this period Ipswich was having the better of matters, and came within an ace of scoring. J.Williams centred brilliantly. Tommy Hainsworth beat the ball with his toe in the air, and it smashed the cross-bar and 
rebounded over. Had the ball been a few inches lower, even Mosher could not have stopped it. Edwards spoilt a likely raid when he tried a shot instead of centring, all the forward line waiting in front of goal. A pretty 
combined movement, in which A.Williams, Dan Potts, and Tommy Hainsworth took part, was the next item of note, and it culminated in Hainsworth putting in a great shot, which Mosher saved at the expense of a 
corner. This proved unproductive. Canada made an incursion, and Stobbart all but scored. He was going through on his own, but Burns nipped the effort in the bud. The full-back took the ball right across the goal 
mouth, and Stobbart was after him. Rumble got possession, and as he was about to clear Stobbart fell and shot, bringing the full-back down at the same time. Luckily Halls was on the spot and conceded a corner in 
saving. Nothing resulted from the flag kick. Receiving from a free kick, Hainsworth sent Edwards away, but again the winger spoilt a promising attack by shooting instead of passing. At this period, though the local 

lads were still having decidedly more of the game, play was getting too willing. A.Williams sent in a dangerous low shot, which Mosher fielded well. At the same moment Jack Potts tackled the goalie, and a free 
relieved the pressure. 

Canada slackened off considerably, and was rarely in the picture. Once Forrest got away, but missed the mark by yards. From a throw in on the right, Stobbart piloted his way through the ruck and looked almost a 
certainty to score. Chapman took a hand and when tackled by Rumble parted to Bowman, whose final effort went wide. At the other end Jack Potts bored his way past several Canadians, and transferred to Hainsworth, 
who passed too far forward for Dan Potts, Mosher coming out of goal and clearing. Ipswich was very persistent, and once Mosher had a hard job in clearing. A.Williams gave to his inside man, who tapped the ball to 
Hainsworth, and the latter tested Mosher with a daisy cutter. The eager forwards were on Mosher in a moment, and he was brought to the ground, but the ball was got away. Edwards was just too high with a glorious 
shot from the wing, and just after he sent in another beauty. Mosher caught the ball, but when tackled by Williams dropped it. He eventually cleared. The situation looked menacing when Edwards centred, but the 
Canadians rose to the occasion, and the Ipswichians were beaten back. Stobbart got his head to a pass by Linning, but the ball went past. Ford, Chapman and Forrest delighted the crowd with some clever passing. 
Ipswich was awarded a free kick well inside the visitors' territory. Williams gave to Edwards, who hit the rigging. Forrest broke away, but failed to find the net, and the game ended in a failing light with the scores - 
Canada 2, Ipswich 0. 
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Date & Time Venue Weather Temperature Attendance 
Tith. June 7924, 74.00 No.f Oval, Tamworth, NSW ae ey Pear] 7500 


half time, Central Northern District..0 v. Canada..5 
Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Gray GK Haig "Harry" Mosher 
Baker RB George Anderson 
Satchell LB Henry "Hank" C.Noseworth 
LH Richard "Dickie" Stobbart 
IR William Linning 
CF Leslie Ford 
IL 
L 


x 


x 


>< 
*<|>< 
x 


James Hood 
Fred Bowman 


a ees ee 
a ee ee 
es ees ere 
[Mullett 
White 
ee 
Darling 
_— a er nT aT ae 


Team Coach Donald Morrison 
Team Manager James Adam 


</>< 


01 


The starting line-ups were taken from the Northern Daily Leader, 10/6/1924, page 1 but on match day Baker replaced McLeish for Central Northern District. Also of interest was that no interval was taken between 
halves. 


The Sydney Morning Herald, 12/6/1924, page 12 http://trove.nla.gov.au/ndp/del/article/16146962 
match report from the Northern Daily Leader, 12/6/1924, page 5 NSW State Library, call no. RAV/FM4/230 


About 1500 spectators were present yesterday at No.1 Oval to witness the Soccer match between the Canadians and a team composed of players selected from the Central Northern clubs. 

The visitors ran out easy winners by eight goals to nil. There was an absence of thrills throughout the match, although the Canadians showed some clever combination and a much better understanding than the home 
players, who lacked cohesion. On several occasions the local team had hard luck not to score. 

The Canadians short passing game worked well against the long swinging passes of their opponents, but the home players showed some individually tricky work at times, while Booth, Young and White had hard luck 
in a scramble in front of the visitors' citadel with Mosher out of goal. 

The Canadians were the first to become aggressive. From a free kick the play was confined to midfield, but after a neat bit of combined play between the visiting forwards. Bowman drove the ball between the posts, 
registering the first goal of the match. This was followed shortly afterwards by a goal from Wilson. Canada 2-0. 

From the centre the home men carried the play into the visitors' half, but Darling's shot went over the bar. Ford then secured and took a pot shot, but the ball soared over the bar. The locals made another burst into 
the enemy territory but Darling, with the forwards waiting, drove the ball dead. Baker then cleared smartly. From another combined rush by the Canadians Hood securred and planted the ball between the sticks. 
Canada 3, Central Northern 0. 

Hereabouts the home half-backs were having a lively time chasing the visitors’ forwards, who again broke through. Linning netting with a good shot, scoring Canada's fourth goal. The same player notched another 
with an oblique shot across the goal mouth. Canada 5, Central Northern 0. 

The home defence was having a strenuous time, but McDonald and Bewlay stemmed several dangerous rushes. The home forwards were getting the ball, but faulty passing spoilt several promising movements. 
Mullett had hard luck with a praiseworthy shot at goal, Mosher clearing. At half-time Canada led by five goals to nil. 

No interval was taken, and the teams changed over to resume the game. The visitors quickly made tracks for the home half, and Linning registered another good goal, by a shot through a crowd of players. 

Canada 6 to nil. The local men were having more of the play in the second spell with the wind in their favor, but shots at goal by Young, Booth, White, and Darling lacked sting and direction. 

From another combined push, Forrest, the visitors speedy winger, secured and beating the opposition, netted the Canadians' seventh goal. This was shortly to be followed by a splendid goal by Ford, who completely 
utspedstered the eighth goal for Canada. 

The home forwards made several spasmodic rushes into the visitors' citadel and Darling was unfortunate not to score with Mosher out of goal. Then Young and Booth made plucky efforts to get one through, but a 
good defence prevailed. Shortly before the finish Bewlay, Mullett, and White made sporadic incursions into the Canadian citadel, but failed to score. Time came with the score, Canada 8, Central Northern nil. 
Linning, Ford, and Bowman were conspicuous in the Canadian vanguard, while the home forwards, Mullett, Young, Darling and Booth fought courageously. McDonald and Bewlay stood out in the half-back line, but 
the last line of defence was weak. Gray in goal made some good saves, but Mosher had no difficulty in dealing with the shots he saved. 


1924.13 


Date & Time Venue 

78th. June 1924, Manly Oval, Manly, Sydney, NSW a 
Sydney Metropolis..6 v. Canada..2 

half time, Sydney Metropolis..2 v. Canada..0 

Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 

GK Edward Atchison (Granville) GK Haig "Harry" Mosher 

Richard "Dick" Leabeater 


(Balmain Fernleigh) RB George Anderson 


P| CH [Jack Tranter(Auburn) | Td || CH [RobertW.Harley (c) | 
P| LH [Norman Hill(Two Blues) | | ees! 

; fa 
|__| OL __|Fred Ramsay (Granville) | |__| - 
Team Coach Team Coach Donald Morrison 
Team Manager James Adam 


RB 
| sd] SLB _[J."Jock” Comrie (c ) (Granville) | eT CB [Henry “Hank” C.Noseworth 
a 
ae ee 
Cot 
Charlie Mace (Two Blues) x 
Harold Winter (Granville x 
z ia 
i 
Referee A.E.Court 
Linesman 


[| —~—«[ RH ___[Charlie O'Connor (Auburn | ——S—sd| ~—sRH__|[Frank Dierden 
CF Sid Alewood (Pyrmont) 
Edward "Jazzer" Waldon (Two 
IL Blues) 
Linesman | | 


The Sydney Morning Herald, 18/6/1924, page 16 ( http://trove.nla.gov.au/ndp/del/article/16 130537 ) gives the possible Sydney Metropolis line-up. It shows the right back as R.Leadbeater (Dick Leabeater) from 
Balmain Fernleigh, also the left-half as C.Leadbeater (Charlie Leabeater) from Granville. Furthermore, there is a reserve, M.Leadbeater from Auburn. The match report gives the right back as Leadbetter. 


match report from The Sydney Morning Herald, 19/6/1924, page 12 http://trove.nla.gov.au/ndp/del/article/16141637 

The return match between Canada and Metropolis was played yesterday afternoon at Manly Oval, before a splendid attendance. The Sydney players won by 6 goals to 2. 

Metropolis fielded a team practically new to representative football and their success can be ascribed as much to their keenness as to their skill. Canada did not impress except in occasional flashes. Certainly their 
ranks were depleted, but a lackadaisical attitude marked their play. Too many changes were rung in the team's formation, with disastrous results. 

The teams were: - 

Metropolis: Atcheson, Leadbetter, Comrie (C.), O'Connor, Tronter, Hall, Mace, Winter, Allwood, Watson, Ramsay. 

Canada: Mosher, Anderson, Nosworthy, Dierden, Hodley (C), Stobbart, Forrest, Chapman, Ford, Sandford, Bowman. 

Referee, A.S.Court. 

Ford kicked off, and play was taken to Canada's defence, where Nosworthy sent to touch. Metropolis kept Anderson busy, and eventually Chapman unsuccessfully tested Atcherson. Mace and Waldon combined well, 
and Canada was beset till Dierden sent forward, permitting his forwards to visit Metropolis’ last line, but Atcheson was safe. O'Connor showed fine form, and Winter looked promising till Stobbart relieved. Exchanges 
followed, and with Metropolis in attack a penalty was achieved. Allwood opened the local score. 

Forrest shot wide, and Allwood had Metropolis on the offensive, but Waldon missed. Then O'Connor sent to Winter, to Allwood, who crossed from the left wing, and Mace goaled, making Metropolis 2-nil at interval. 
Metropolis resumed vigorously, and a cross from Winter resulted in Waldon scoring a splendid goal. 

Before many minutes pressure from Metropolis resulted in Stobbart mis-kicking the ball through his own goal. 

Splendid combination wrought the fifth per Winter. 

Then Atcheson conceded a corner, and Chapman and Hadley neatly scored. 

Metropolis advanced, and Ramsay's'centre was snapped up by Allwood, and skilfully converted into a goal. 

Canada sent Hodley forward, and hard play eventually brought them a goal. Bowman being the scorer. 

After Chapman and Stobbart had unsuccessfully tested Atcheson, Stobbart scored another, making the final scores: Metropolis, 6; Canada, 2. 


1924.14 


Date & Time Venue 

21st. June 1924, Bodes Oval, Wollongong, NSW fs a a eS Se = | 

half time, South Coast..2 v. Canada..0 

Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 

J.Boyle Haig "Harry" Mosher 

W."Mudgee" Casley George Anderson 
LB H."Buck" Stewart LB Andrew "Mitch" McLean 
[SDawes(c) | CT 


| OR [S.Dawes(c George Forrest 
William Linning 
F Leslie Ford 

iL 


Tommy Green 
CF James "Judy" Masters (c 


x 
x 


IL Dave Ward IL 
OL Tom "Titchy" Thompson [e) 


Team Coach Donald Morrison 
Team Manager James Adam 


C. 
I Harry Chapman 
Fred Bowman 


The Illawarra Mercury has the team as I Illawarra and South Coast but the Illawarra Soccer Association - Role of Honour, page 82 has the team as South Coast. ( http://www.sportingpulse.com/get_file.cgi?id=284966 ) 


W.Johnston is also shown as W.Johnstone. 


Referee, 25/6/1924, page 12 http://trove.nla.gov.au/ndp/del/article/136620302 
The Sydney Morning Herald, 23/6/1924, page 4 http://trove.nla.gov.au/ndp/del/article/16144113 
match report from the Illawarra Mercury, 27/6/1924, page 4 http://trove.nla.gov.au/ndp/del/article/133016026 http://trove.nla.gov.au/ndp/del/article/133016016 


The Canadians arrived in Wollongong by the 11 a.m. train on Friday. During the afternoon they visited the M.M.Works, Port Kembla. The visitors were so interested that it was hard work to get them away, and their 
manager (J.Adams) stated that on their return to Canada they will remember when using the phone that they had seen phone wires made up from the raw material into the finished article, of drawn wire, ready for use. 
They thanked the officials at Port Kembla and the organisers of the visit for the most enjoyable afternoon spent at the works. 

Saturday afternoon found them ready for the match against Illawarra. 

About 4000 spectators witnessed the exhibition. The team selected to represent the Coast has been the cause of a lot of criticism, but it is a well known fact that in no instance can a selection committee give 
satisfaction where so many good players are available. 

H.Morgan, who made his debut in big football as centre-half, had a big proposition in front of him, facing the brilliant line of Canadian forwards. His selection was widely criticised, and considering he is only a young 
player it tends to make a player nervous. However, Morgan did very good work, his distribution in the first half being fairly accurate, and his beating Hurley for the ball, and sending on to Thompson, to Green, was the 
means of the first goal for the Coast. In my opinion Morgan did not let the selectors down. He worked hard, and the second half was a very hard battle for all the Coast defence. Buck Stewart, as back, could not 
reproduce his club form. The same, can be said of Dawes, outside right. This player in recent, matches has been chopped about in club matches, and that may have been the reason. At the start Scamp Johnstone 
could not find form, but at a later stage got into his stride. Mudgee Casley bore the brunt of attack and well upheld his reputation, and this was Mudgee's first rep. match. Green played well, kept his place, and scored 
first goal. Judy Masters, well it is the old Judy. Davy Ward, out opposition, was handicapped, but Titchy played remarkably well, but his kick of the penalty was miserable (by the way, he did the same against the 
Chinese). Druery played a good game, but he is a better full back. 

The Coast should have won the match, having a penalty two minutes to time. On play Canada's combination was the best. The second half they completely tied up the Coast defence, but the great work by Boyle, 
the goal-keeper, saved the situation. 

The best performers for Canada were Anderson (right back), Stobbart (left half), Forrest (outside right), and Chapman. Stobbart is the best half-back | have seen. At times he beat Dawes, Green, and Johnstone, 
causing Casley to have to tackle as well as to defend. Mosher opened as if nervous, but he brought off some very good saves. The whole line of forwards worked consistently together, and in the second half played 
fine combination. 

Referee Rae handled the game in the best possible manner, although | disagree with both his decisions of penalty infringements. Morgan, to save his face from a full kick of the ball, covered his eyes and nose with 
his hands; the ball struck him, but it was not an intentional breach and could well have secured the discretional option of the referee. The same can be said of the Canadian, when the ball rebounded and struck him 
on the arm - quite an accident; the penalty against the Coast allowed Canada to equalise the scores. 

The Teams:- 

Canada:- Mosher; Anderson, McLean; Dierden, R.Harley (capt.), Stobbart; Forrest, Linning, Ford, Chapman, Bowman. 

Illawarra:- Boyle; Casley, Stewart; Johnstone, Morgan, Druery; Dawes (capt.), Green, Masters, Ward, Thompson. 


1924.15 


The President of the 1.D.S.A. (Mr. Cunningham) led the teams on to the playing area, and Masters winning the toss defended the northern goal. On kicking off the ball travelled to Forrest. He made ground, but Casley 
relieved, and Morgan receiving, passed out to Thompson, who raced down the line and shot accurate at goal, but Mosher cleared. Harley receiving, tipped to Ford, to Chapman, who shot, but Casley saved. Again 
Chapman received and forced a corner; from the corner kick Chapman shot it over the bar. The game was, fast, and fouls against Canada and also Judy for handling occurred, but no result. Morgan next received and, 
beating Harley, tipped to Ward, on to Titchy, who centred to Green, and he quickly sent into the net. 

Coast 1, Canada nil. 

Canada again took a hand. Johnstone had hard work against Chapman, but Casley was playing sound defence. Stobbart now had a shot at goal, but kicked wild, and then the Coast got well into the goal area, but 
Dawes was off-side. Forrest, next tested Boyle, but he cleared well, and Titchie again shot at goal, forcing a corner. From corner kick Judy fisted the ball into the net, but was detected. 

Two minutes later Canada forced a corner, but Casley cleared. Druery was playing good football, and did well to hold Linning and Forrest. Linning next tried for goal, but lacked direction. Ward next got well into 
position for a goal, but Judy ran off-side. From the kick Canada got into Coast area, but Ford fisted the cross. Casley taking the kick placed well to Judy, who tricked the backs, and beat Mosher with a beauty. 

Coast, 2, Canada nil. 

Forrest again shot well, but Boyle fisted out, but no result from corner. 

Coast, again took a hand, as Titchy 's shot hit the post, and Judy kicked a bit too hard. Mosher ran out and cleared. Linning again had two sholts in quick succession, but Boyle was safe. 

Off-side next spoiled Canada's effort, and from the kick Titchy again ran well down the line. His cross beat Mosher, who ran out to save, but the bounce beat him and the ball went into the net, but Judy was adjudged 
off-side. 
Canada's backs were getting plenty of work, but both backs were reliable. Stobbart's, saving from Thompson's cross, after Mosher had ran out, was clever. Morgan, who was playing reliable again, passed to Judy, 
but Judy lacked direction, and half-time arrived with the scores - Coast 2, Canada nil. 

On resuming Canada took the aggressive, and quickly tested Boyle, but Mudgee and Stewart were also quickly on the defensive, and Titchy sent across to Judy, to Green, who shot hard, but 

Mosher cleared, and Mosher kicked well over the centre line. 
The Canadians forced a corner, but Stewart cleared well, but the outside left shot and Boyle did a good save. Ford receiving, sent a hot one along the turf, and getting through Boyle 's legs, who was crouching low, 
rolled into the net. It was one of those unaccountable happenings. 
Coast 2, Canada 1. 

Canada never let up. Shot after shot went to Boyle, but his work was clever. It was some time before Mosher was again tested. The Canadians had a monopoly of the ball until Dawes ran well up and crossed, but 
Judy and Titchy missed. The next attempt came from Judy, who forced Mosher to give a corner, and from the kick Judy headed over the bar. 

At this period Morgan, running to defend, was penalised in the penalty area, and Stobbart made no mistake. 

Coast 2, Canada 2 

A few minutes after the Coast were awarded a penalty, but Thompson 's kick was very weak, and the final whistle found the result a draw. 

Coast 2, Canada 2. 


1924.16 


Date & Time Venue Weather Temperature Attendance 
25th. June 1924, 15.15 Sydney Cricket Ground, Moore Park, Sydney,NSW [eee 


Balmain District..0 v. Canada..1 


Goal 
(minute) 


Injured | Sent Off 


half time, Balmain District..0 v. Canada..0 


Substituted 


(minute) Position 


Name 


Goal 
(minute) 


Injured | Sent Off 


Substituted 
(minute) 


START LIST 


Davidson 


Haig "Harry" Mosher 


J.Driscoll 


George Anderson 


LB 
Gilbert Store 


IR 


Richard "Dick" Leabeater 


Andrew "Mitch" McLean 


George Forrest 


CF 
IL 


J.Sinclair 


James Hood 
Harry Chapman 


OL 


G.Turner 


[White 
Fred Hancock 
A.Voges 


Team Coach 


IR 

CF 

IL 
L 


0 


Fred Bowman 
Donald Morrison 


James Adam 


Team Manager 


William Linning 


William Sanford 


Evening News, 25/6/1924, page 7 

match report from The Sydney Morning Herald, 26/6/1924, page 12 
Played at Sydney Cricket Ground, and won by Canada, 1 goal to nil. 
The short passing of the Canadians kept Balmain guessing, but their defence was able to nullify attempts at scoring. A movement by Ford and Forrest looked promising till Leadbeater dispossessed Hood. Balmain 
found Canada's halves equal to combating their vanguard, and, although Canada kept Driscoll and Leadbeater busy, no scores were registered at half-time. 

Even play opened the second term, but Canada gradually forged ahead, and Hood scored for them. 

The teams were: - 

Canada. - Mosher, Anderson, McLean, Armstrong, Stobbart, Wilson, Ford, Forrest, Hood, Chapman, Bowman. 

Balmain. - Davidson, Driscoll. Leadbetter, Byers, Storey, Ferrier, White, Hancock, Voges, Sinclair, Turner. 


http://trove.nla.gov.au/ndp/del/article/119981348 
http://trove.nla.gov.au/ndp/del/article/16156151 


match report from the Arrow, 27/6/1924, page 11 http://trove.nla.gov.au/ndp/del/article/103544339 

When the next oversea team arrives | hope the public will be able to see them in mid-week matches at reasonable prices. The more people who see Soccer the better for the code. 

On Wednesday the Soccer people put on an attractive match at Sydney Cricket Ground - Canada v Balmain - but again the crowd was small. Had the match been boosted, and a small charge made, the thousands 
of people who do not work on Wednesday afternoons might have rolled up and enjoyed the game. To fix a big gate fee for all matches a touring side plays in Australia is wrong. People will pay big money to see 
competition matches, but not exhibition games. 

Wednesday's match, as it turned out, was well worth going to see. Bob Harley, Dierden, and Linning were the only ones to stand out of the Canadian team, and Balmain had collected quite a good side from the 
Fernleigh and Gladstone clubs. Sanderson and Linning acted as linesmen, and at the interval gave an exhibition of fancy kicking. A man who didn't know them said: "They're good enough to be given a chance ina 
team." The greatest man on the field was Stobbart from the start. At centre-half he did everything he wanted, but now and then Voges bumped him off the ball. Sinclair showed up once, and George Forrest rattled in 
three beauties. 

After the interval Hood scored when Chapman showed more determination than usual and crossed. The crowd barracked the Canadians, and they put plenty of ginger into their game. 


1924.17 


Date & Time Venue Weather Temperature 

2nd. July 1924, 15.00 Melbourne Cricket Ground, Melbourne, Victoria 
Victoria..2 v. Canada..1 

half time, Victoria..1 v. Canada..0 

Goal Retired Substituted Goal Retired Substituted 

Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 
Jim Robison (N. & D. United) GK Haig "Harry" Mosher 

MacFarlane (Albert Park) Andrew "Mitch" McLean 


George Anderson 
a Hawley (Albert Park) 
| —~—~—«([ =~ CH___ [George Bristow (N.& D. United, 


a re ee 
(Melbourne Thistle) Richard "Dickie" Stobbart 
Davis (St.Kilda George Forrest 
Butterfield (Melbourne Thistle) William Linning 
ae John Orr (Footscray Thistle) James Hood 
OL Collins (Preston) Fred Bowman 
jTeamCoach | Team Coach Donald Morrison 
Team Manager James Adam 
Referee A.McLeod 
Linesman Foster 


The Argus had Bristow as Briston. The Age has him as Bristowe. 
The Argus had Hawley as Harley. 


match report from The Argus, 3/7/1924, page 5 http://trove.nla.gov.au/ndp/del/article/4293742 

More than 3,000 spectators watched the game yesterday afternoon between Canada and Victoria at the Melbourne Cricket ground. The Canadians showed excellent combination, both on attack and defence, and 
were unlucky to lose the game, Victoria scoring 2 goals to 1. The Canadians met with a hearty reception on their appearance. They are a fine, strapping set of players, and looked well in their "all whites". The 
Victorians were also heartily cheered when they followed a few seconds later. T.Briston took centre-half and Harley right-half. 

Raitt won the toss for Victoria, and the Canadians were set to face the sun. The Victorian goalkeeper was called upon to save early. Stobbart accepted a pass from Dierden, and, shooting the ball out to the right, 
Bowman let drive a first-time shot, which Robison cleared. At the other end Butterfield was given a rare opportunity to score, but lost too much time in steadying himself. Aitken broke up two consecutive attacks by 
Forrest and Linning, using his head to advantage. Following a throw-in, Bowman sent in a long shot, which Robison easily cleared. McFarlane, in trying to clear a few minutes later, conceded a corner kick, which was 
cleverly placed by Forrest, but headed away by Aitken. Following a miskick by McFarlane, Stobbart got through, but his shot went just outside. A foul against Armstrong enabled Collins to get possession, and a nice 
centre was diverted for a corner, which ultimately went behind. A free kick by Harley sent the ball straight to goal, and Robison saved, but dropped the ball, and had remarkable luck in eventually clearing. Following an 
attack upon the Canadian goal, Orr missed an easy shot. From the goal kick Howieson obtained, and passing to the centre Butterfield opened the score with a difficult first-time shot. This was after 32 minutes' play. 
The Canadians then made a determined attack from the left, and from a pass by Hood, Stobbart hit the crossbar and missed on the rebound. Half-time score :- Victoria, 1; Canada, 0. 

On the resumption Anderson showed very fine play in frustrating the efforts of Howieson and Davis. McLean having been beaten, Linning worked his way towards the Victorian goal, tricking both Aitken and McFarlane, 
but Robison made a wonderful "save", his judgment being perfect. Following a combined movement by Linning and Forrest, the centre was taken up by Stobbart, who passed out to Bowman. Tricking McFarlane his 
shot just went wide. From the goal kick Harley passed out to Bowman, who again accounted for McFarlane and scored a brilliant goal for Canada from short range, Robison being unsighted. Victoria made another 
attack. Hawley made an excellent opening for Butterfield, drawing the attack away from the centre, but the centre-forward shot over the bar. A movement on the Victorian right wing gave Orr a good opening, and 
trapping the ball nicely he put a hard, low shot, which found the net, thus giving Victoria the lead again. From the centre kick Harley got through, and his shot was diverted for a corner. The corner kick was cleared. 
With 10 minutes to go the play became very fast, the Victorians keeping up a continual attack. 
An unfortunate accident occurred when Butterfield got through. He was making his way towards the goal when Mosher ran out to save. Both men came into collision and apparently got their legs locked together in 
rolling over, Mosher sustaining a broken leg. Mosher was conveyed to the Alfred Hospital. The Canadians have been most unfortunate in casualties, this being the fifth. On Saturday, when the Canadians meet 
Australia, Noseworthy will take the place of Mosher in goal. 

The final scores were:- VICTORIA, 2 goals CANADA, 1 goal. 


1924.18 


Date & Time Venue 
9th. July 1924, Jubilee Oval, Adelaide, South Australia fe a Se 
half time, South Australia..0 v. Canada..2 
Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
S.Gibson Henry "Hank" C.Noseworthy 
J.Whalley George Anderson 
E.Low Andrew "Mitch" McLean 


LB e LB 
Jack Potts Frank Dierden 


Richard "Dickie" Stobbart 


William Linning 
William Sanford 


Team Coach Donald Morrison 
Team Manager James Adam 
W.Ashworth 
T.Chilton 
The Advertiser, 10/7/1924, page 13 http://trove.nla.gov.au/ndp/del/article/36561451 
match report from The Register, 10/7/1924, page 7 http://trove.nla.gov.au/ndp/del/article/59010186 


For the first time in the history of football of any code, a team, representing Canada, played a match with the chosen of South Australia. It was under "Soccer" rules, and took place at the Jubilee Oval on Wednesday 
afternoon, in the presence of about 500 spectators. 

The teams were as follow: - 
Canada.- R. Noseworthy, goal; G.Anderson and M.McLean, backs; F.Dierden, R.Harley (captain), and R.Stobbart, half-backs; G.Forrest, L.Ford, J.Wilson, W.Linning, and W.Sandford, forwards. 

South Australia.- S.Gibson, goal; J.Whalley, E.Lowe, backs; J.Potts, S.Gore (captain), G.Rowe, half-backs; D. Jamieson, A.Robertson, J.Walls, L.Denman, and J.Harrison, forwards. 

Referee. Mr. W.Ashworth; Linesmen, Messrs. T.Chilton, and D.Wellington. 

As Gore led his men out, wearing the State colours - chocolate and blue - the team was received with applause, which was renewed when Harley marched his men on to the field wearing blue jerseys and white 
knickers. Harley beat Gore in the spin of the coin, and elected to defend the Hackney road goal, and thereby gained the advantage of sun and wind. Walls kicked off. Ford secured and passed to Forrest, who shot for 
goal, but Gibson cleared easily. Gore trapped the kick-off, and transfered to Denman, who forwarded. Harrison forced a corner from McLean, but no advantage resulted. From a throw-in Sandford secured when 
advantageously placed, but was ruled off-side. Gore headed nicely to Harrison, who lost a chance by shooting when he should have centred, the ball going over the bar. Wilson and Linning were making tracks for goal 
when Lowe robbed the latter, only to see Wilson nip up the ball and shoot over the bar, missing an easy chance to score. A moment later Ford shot over the bar. Gore passed out wide to Jamieson, who, with McLean 
on him, centred beautifully, but Noseworthy cleared his lines, the ball going to Harrison, who centred neatly. Denman breasted the ball outside. From a pass by Harley, Sandford centred accurately, and Linning 
headed into Gibson's hands. From the clearance Harley secured and passed out to Linning, who shot into the net, but the point was disallowed for off-side. From a cross shot by Forrest, Bowman headed into the 
goalkeeper's hands, and the danger was averted at the expense of a corner, which was well placed by Sandford, but relief came from the foot of Lowe. Jamieson tested Noseworthy, who cleared to the foot of Gore, 
and the South Australian captain tried a pot shot which narrowly missed the opening. From a pass by Harley, Wilson secured and, evading Gore and Lowe, scored with a shot which gave Gibson no chance. 

The Canadians pressed from the restart, and Gibson, Lowe, and Whalley had an anxious time, which came to an end when Ford registered the second point from 30 yards' distance. 

From the restart South Australia passed, and Denman and Walls tried shots which Noseworthy safely negotiated. The passing of the Canadian forwards and the complete understanding with the half-backs, made a 
fine combination which was a revelation to the spectators. It was only at intervals that the home quintet gave glimpses of combination, and they were only too frequently robbed by the opposing backs before settling 
down to a concerted run. At the interval the scores were: — Canada, 2 goals. South Australia, nil. 

After the change of ends Canada pressed, and from a centre by Sandford, Wilson headed over the bar. From the goalkick Gore secured and placed to Jamieson, who centred neatly, but Wall's markmanship was at 
fault. Harley, who was easily holding Walls in check, fed either wing impartially, and the outside men made the most of their opportunities, centring with accuracy which was always dangerous. From a melee in goal, 
Gibson extricated the ball and cleared, only to see it come back, and Wilson shot into the net from short range. 
The play was confined to the home half for a considerable time, the opposing forwards continually over-running the South Australian half-backs. South Australia only occasionally crossed the half-way line, and from 
one such visit, Denman tested Noseworthy who, however, was not to be beaten. From the clearance Harley set his forwards going, and Sandford and Linning both tested Gibson, who kept his goal intact. From the 
clearance Forrest secured, and shot from 30 yards' distance, but Gibson was not to be beaten. From a free kick, South Australia paid a passing visit to the Canadian quarters, but were repulsed by McLean and 
Anderson. Play was in the South Australian half, and the Canadians were pressing when time was sounded, with the scores: — Canada, 3 goals. South Australia, nil. 

The result of the match was not a correct indication of the game, as the visitors outclased the South Australians at every point of the game. The clean, short passing of the Canadian forwards was an object lesson to 
the home forwards, who were very ragged and kept the ball too much in the air. Wilson and Linning were the shining lights in the Canadian front rank, while Harley, at centre half-back, stood out as the best man on 
the field. Both the visiting backs and the goalkeeper gave brilliant exhibitions, of the home team Gibson, Lowe, and Gore were the star performers, though Whalley was little behind his colleague at back. Denman gave 
the best exhibition in the forward line, and fed Harrison beautifully. Had the outside left passed to Denman on several occasions, the latter would have had splendid opportunities of scoring. Walls, in the centre, was 
disappointing, and Jamieson, on the right, was the best of the wingmen. 


1924.19 


Date & Time Venue Weather Temperature Attendance 
16th. July 1924, 15.00 Fitzroy Cricket Ground, Melbourne, Victoria Le eee eS 


half time, Victoria..0 v. Canada..1 
Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 


Henry "Hank" C.Noseworthy 
George Anderson 

Andrew "Mitch" McLean 
Jack G. Armstrong 


Richard "Dickie" Stobbart 


IL John Orr 
OL Bryson 


William Linning 

William Sanford 

Team Coach Donald Morrison 
Team Manager James Adam 


ae ees ee 
es ee eee 
EE ees ee 
ee ee ee 
Leslie Ford 
zr ee oe aed 


match report from The Argus, 17/7/1924, page 4 http://trove.nla.gov.au/ndp/del/article/4270100 

At Fitzroy yesterday a return match was played between Victoria and the visiting Canadian soccer football team. On the strength of the victory at the first meeting, Melbourne enthusiasts expected to see a repetition, 
but the match ended in a draw. 

Teams:- Victoria - Robison, Jeffries, Larwood, Anderson, Leitch, E. Smith, Barrett, Hodson, Butterfield, Orr, Bryson. 

Canada:- Noseworthy, Anderson, McLean, Armstrong, Harley, Stobbart, Forrest, Ford, Wilson, Linning, Sandford. 

Referee, J. T. Foster. 

Victoria won the toss and, taking advantage of a light breeze, its left wing quickly sped towards the visitors goal, where a shot by Bryson went over the bar. Play was then transferred to the home goal, and two corners 
in quick succession were conceded and eventually cleared. A fine run by the Canadian right wing gave Ford an excellent chance, and Robison just managed to tip the ball over the bar. Victoria then attacked, and a 
shot by Leitch skimmed the crossbar, Orr, having beaten an opponent, sent out to Bryson, and a race with Anderson ensued, but the ball went over the goal line. An attack by Canada brought a goal after 13 minutes’ 
play. A shot by Forrest right across the goal mouth appeared to be going behind, but Sandford, catching the ball on the goal line, hooked in a centre which Linning trapped. None of the Victorians attempted to hinder 
his shot, and he beat Robison with a good one just inside the post. Another dangerous attack by Canada put Wilson in position, and his shot was diverted by Larwood for a barren corner. Victoria was now pressing 
strongly, and shots by Butterfield and Hodson were cleverly saved by Noseworthy. A free kick just outside the penalty area was awarded to Canada for "hands," against Jeffries, and his shot was diverted for an 
abortive corner. After a miss-kick by Larwood, Wilson got within short range, but Robison made a good save. Robison was now called upon to make several saves, and he showed fine judgement in keeping his goal. 
Bryson was playing a fine game on the left, beating Anderson on almost every occasion; but his centres were not always taken up in time. Half-time - Canada, 1 goal; Victoria, nil. 

The second half opened with mid-field play, both teams practising the short-passing game. Robison saved a dangerous situation by running out and tackling Linning, and a shot by Ford was booted away. A few 
minutes later Robison ran out to save from Wilson, but missed the ball; however, the latter's shot went wide. From a beautiful header by Anderson, Wilson obtained, and his first-time shot hit the post, with Noseworthy 
well out of reach. At the other end a shot by Ford was almost missed by Robison when punching out, a barren corner resulting. Canada now pressed with determination, Larwood, Jeffries, and Robison making brilliant 
clearances. An attack by Victoria found Bryson prominent, beating both Armstrong and Anderson, and passing to Butterfield, who in turn transferred to Barrett. The latter sent in a hard drive which missed by inches. 
The home team tried hard to make headway, but was handicapped by the weakness of its centre half. Canada now adopted a change of tactics, long passing between the wings, and several opportunities were put in 
their way. A great opening occurred when Butterfield got into position, but he was pulled up by accidentally handling. An attack by the Victorian left wing was next made and, from Bryson's centre, a scrimmage 
occurred in front of goal. After several successive saves by Noseworthy, he was beaten by Bryson, who had run in. With the scores thus levelled, and with eight minutes to go, fast play was witnessed, and both 
goalkeepers were tested. A series of "throw-ins" brought the Victorians near the visitors' goal. Good shots by Butterfield and Hodson were unlucky. As no further scoring occurred, the match ended in a draw-1 goal 
each. 


1924.20 


copied from Canadian Soccer History _ http://www.canadiansoccerhistory.com/Canadiantoursabroad/Australia1924.html 


Date & Time Venue 
T9th. July 7924, Woonona, Wollongong, NSW. a Pee] ee ee 
half time, South Coast..0 v. Canada..0 
Goal Substituted Goal Substituted 
Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
George Richardson Henry "Hank" C.Noseworthy 
W."Mudgee" Casley George Anderson 
LB Arthur Drue LB Andrew "Mitch" McLean 
Frank Dierden 
| OR |Edward"Ted" Jarrett | CT 


ae ees ee 

es ee eee 

EE ees ee 

ee ee ee 
IR W.Gibson William Linning 
VV A 


Richard "Dickie" Stobbart 


IL Arthur "Bulgy" Veigel x James Hood 

OL Tom "Titchy" Thompson [e) Fred Bowman 
Team Coach Donald Morrison 
Team Manager James Adam 


Herb.Reay 
E.Spinks 


J.Broadhead 


The Illawarra Mercury has the team as I Illawarra but the I llawarra Soccer Association - Role of Honour, page 82 has the team as South Coast. ( http://www.sportingpulse.com/get_file.cgi?id=284966 ) 


match report from Illawarra Mercury, 25/7/192 page 8 http://trove.nla.gov.au/ndp/del/article/133013887 http://trove.nla.gov.au/ndp/del/article/133013885 

The Canadians invaded the Coast for the third time this season, but this time there was no official reception. 

Canada won the first match, drew the second, but were defeated on the third occasion. 

The weather was ideal, and a very fair crowd witnessed the match. The selectors for the Coast were compelled to select three teams before finality was reached. The first team was revised owing to one selector being 
absent; the next team was selected, but at 2.30 on Saturday four members of that team failed to put in an appearance (Judy Masters owing to an injury in the last Test match, certainly excusable), but where was 
D.Ward, P.Hunter and Fisher Cheney, also Arthur Jones. The public, who support these games with solid cash, are entitled to know why the selected team was not played, and the selectors should also ask the 
reason of their absence, and failing a satisfactory reason note them for future selections. When the public saw the altered team going on the field they naturally thought Canada would have an easy victory and that 
interest in the game would fade away, but contrary to expectations the team rose to the occasion and played the game of their lives. Learmonth, in A.Jones' position, shows that in future we will not be in a fix for 
centre half. Arthur could not beat him for his position. Mitchell (Cheney's substitute) was in fine form, and was one of the best halves on the field. Gibson had to play inside right in Ward's place, did well, and he it was 
that placed the ball for Veigel to score. Turner, in centre, is a hard worker, but not yet up to the standard. Mudgee Casley, in Hunter's place, was the best back on the field; he is heavy and a solid tackler. Both he 

and Druery were very safe, and backs out my previous statement that these two are our best backs on the Coast. Druery was very safe and clever. Scamp Johnstone rose to the occasion, and was in fine form. 

His judgment on two occasions (one in particular) saved the Coast from a score. Bulgy Veigel well justified his selection. He is an inside left, and demonstrated the fact to our selectors that in future they should not 
select an inside right to fill that position. His goal was the only score of fhe day, and in my opinion Bulgy was the best forward on the day. 
Titchy Thompson, well, we all know him. You cannot displace him, for he is Australia's best. Jarrett, considering he has not played outside right this season, is an improved player, and the goalie (Richardson) had 
some work, and did it well. | wonder, if the public had to choose between Boyle and Richardson, who would win. 
Canada were all out to win, and they sadly missed Chapman and Ford. Wilson, in Ford's place, is a right half, and Hood is not the player Chapman is. Forrest is just as good and energetic as in the first match. 
Linning is still the best inside right, but Bowman appeared to have a day off. Harley, on the day, was their best half, though Stobbart and Dierden were always in the picture. Anderson is on a par with Casley, very 
safe and a strong tackler, while McLean was very little behind him. McLean, who is vice-captain, is a fine sport, always in a good humour and clean in tactics. 
Noseworthy is a splendid goalie and brought off some clever saves, and on the whole it was a good, sound exposition of the Soccer code. 

The referee, Mr. Reay, had complete control of the game. At one period Stobbart was inclined to rough work, but Mr. Reay saw it and his action at once stopped what might have developed into rough play. With one 
exception (an off-side decision) the referee's decision was very sound, and he has cultivated a personality on the field that tends to command, and it conduces to good football, and if our referees would try to cultivate 
the same personality our games would be so much better as a result. The Commonwealth Secretary, Mr. E.Lukeman, considers Mr. Reay one of the finest - if not the actual best - referee in New South Wales. 

The linesmen, Referee Broadhead and Spinks, gave every assistance to the referee. 

Punctually to time the President of the I.D.S.A. led the teams on to the playing area. 

The teams were:- 
Canada. - Goal, Noseworthy; right, Anderson, Dierden, Forrest, Linning; left, McLean, Stobbart, Bowman, Hood; centre, Harley and Wilson. 
Illawarra. - Goal, Richardson; right, Casley, Johnstone, Jarrett, Gibson; left, Druery, Mitchell, Thompson, Veigel; centre, Learmonth and Turner. 


1924.21 


Canada kicked off, but Learmonth intercepted and passed to Gibson, who crossed splendidly. A score was within sight when Anderson nipped in and cleared. 

Canada at once got to work and showed some good combination. The Coast was penalised, but no result came of it, and Veigel securing made a good shot, but Noseworthy was ready. Forrest next shot for goal, but 
Casley intercepted, and Linning made a splendid effort at goal, but Geordie was very safe. Stobbart was playing well, and sending his forwards well to goal, but off-side spoilt his chance. Gibson secured from the kick, 
but shot wide. Jarrett and Gibson were combining well, until Jarrett got a couple of solid knocks that steadied him a little. The Coast were finding Anderson very reliable. Canada's defence was very good at this period. 
Still the Coast were pressing until Turner fouled Harley, and from the kick Casley relieved well down the field, but Mitchell fouled the ball, and the kick found Forrest off-side. From the kick Veigel nearly scored; it was 
a good save, and Linning securing, shot wide. The next attempt came from Thompson, who made a lovely shot, which was stopped by McLean. Then we have two fouls in quick succession - one by Druery, the other 
by Dierden, but no result came from either. 

Just at this period fhe Coast were penalised for off-side play, Gibson being the offender, but there were four men in front of Gibson - well, that is my opinion. Next to infringe was Noseworthy, who held the ball too long 
and was penalised, with no result. 

Canada next pressed, and as the ball was near the goal Johnstone rushed in and saved. 

Stobbart was inclined to mix it a bit too rough, but the referee's action stopped the attempt, and at half time Coast were pressing. 

Coast nil , Canada nil. 

On resuming Canada at once rushed goalward, but Druery, who was in good form, saved, and Learmonth sent Titchy off on a good sprint, and what a good shot just skimmed the goal; and again Noseworthy had to 
save one from Veigel. 

Mitchell, who was in top form, sent Titchy off again, but goalie saved, the ball going to Gibson, who returned nicely to Veigel, who drove for goal and beat Noseworthy. 

Coast 1, Canada nil. 

Play became fast and Canada pressed, Hood shot hard and Richardson made a clever save. Again Coast pressed, Canada conceded a corner and Jarrett's kick hit the upright. 

Again Forrest spoiled Canada by offside, and from the kick Turner missed. 

Again Forrest made a good shot and the goalie gave away a corner, but Druery cleared, and Veigel spoiled a good chance by offside play, and Canada were nearly in, the player in act of shooting when Johnston 
nipped the ball off his foot and relieved. 

Scotty Learmonth had been doing excellent work, but was all in, and Titchy came to centre half, it was a good move, Titchy is a wonderful versatile player. Wilson tried hard to equalise but the Coast defence was 
stubborn, and Forrest came to centre, but it was all the same they could not break through, and the game ended. 

Coast 1, Canada nil. 


1924.22 


Date & Time Venue 

Zard. July 1924, Cessnock Football Ground, Cessnock NSW___| SCC OSC TSC 
South Maitland..0 v. Canada..1 

half time, South Maitland..0 v. Canada..0 

Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 

GK Hannah (Cessnock) Henry "Hank" C.Noseworthy 

RB Tom Oliver (Weston) Andrew "Mitch" McLean 


LB George Anderson 
| sd ~—sRH_[H.Wilson (Cessnock) 
[Ss ~~ CH ___ [Frank Wilson (Kurri Kurri) 


| sd|_ LH __|George Rowe (Cessnock) 
| S| ~—OR __ [Cecil Williams (Cessnock) 


IR Perce Lennard (Cessnock) Fred Bowman 
Jack "Crabby" McCroarey 
CF (Weston) Jim Wilson 
IL Jack Gilmore (Weston) James Hood 
OL J.Mannion (Abermain) George Forrest 
jTeamCoach | Team Coach Donald Morrison 


Team Manager James Adam 
Referee J.W.Earp 
Linesman 


The Newcastle Morning Herald, 24/7/1924, page 6 http://trove.nla.gov.au/ndp/del/article/137633506 

match report from The Maitland Daily Mercury, 24/7/1924, page 7 http://trove.nla.gov.au/ndp/del/article/125809077 

The South Maitland Soccer team sustained its first defeat at the hands of a visiting combination yesterday, when the Canadians won by one goal to nil. The game was played at Cessnock before an attendance of 
about 3000 and right through there was exciting play. There were many bright combined and individual movements. 

The teams were:- Canada : Goalkeeper, H. Noseworthy ; full-backs, McLean, G.Anderson; half-backs, R.Stobbard, R.Harley, G.Armstrong ; forwards, L.Sandford, E.Bowen, J.Wilson, J.Hood, G.Forest. 

South Maitland : Goal, Hannah (Cessnock) ; full-backs, Oliver (Weston), G.Williams (Cessnock) ; half-backs, H. Wilson (Cessnock), F.Wilson (Kurri), Rowe, (Cessnock); forwards, C.Williams, P.Lennard (Cessnock), 
McCroarey (Weston), Gilmore (Weston), J.Mannion (Abermain). 

J.W.Earp was referee. 

After some play in midfield, Maitland pressed and a series of corners took place. Canada cleared and a long shot by Armstrong went over the bar. Maitland returned but Stobbard cleared. Several players on each side 
shone in movements which kept play lively, the ball travelling rapidly about the ground. Hood did a fine dribble, covering fully 30 yards and beating three opponents. Oliver interrupted. A long shot by Harley failed. 
G.Williams was getting in some clever head-work. A beautiful kick by Lennard was caught high by Noseworthy. A scrimmage ensued, and Gilmore put a dropping shot for C.Williams to put past. Midfield play followed 
for about three minutes, when Lennard secured and put to Williams who centred, and McCroarey shot at the blind. Evidently there was a goal kick, as one of the linesmen was noticed waving his flag frantically, but 
the referee did not see him. Stobbard was struck in the face by the ball, and the incident caused a temporary stoppage. Each side pressed many times; G.Williams being brilliant for Maitland, but there was no score 
at the interval. 

On resuming, McCroary sprinted between McLean and Anderson, and Noseworthy made a lucky save. A period of long kicking was followed by close play. A shot by a Canadian was weakly cleared by Hannah and 
J.Wilson scored with a high shot. For some time Maitland pressed hard and the Canadians defence was strongly tested, several scores being narrowly averted. 


1924.23 


Date & Time Venue 
29th. July 1924, Tramway Football Ground, Hamilton, Newcastle, NSW] eee 
half time, West Wallsend..0 v. Canada..0 
Goal il Substituted Goal i Substituted 

Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Jack Coutts GK Henry "Hank" C.Noseworthy 

Frank Hayes Re Andrew "Mitch" McLean 
LB Henry "Hen" Maunder eor 'e Anderson 

| OR |TommyCoates | 


ae ees ee 
es ee eee 
EE ees ee 
ee ee ee 
IR William Erickson Leslie Ford 
erwin "Pegs" awa [| rr 
IL Tommy Sinclair William Linning 
ot [tes row —————— 
Team Coach Donald Morrison 
Team Manager James Adam 


The Sydney Morning Herald, 30/7/1924, page 16 http://trove.nla.gov.au/ndp/del/article/16177308 

match report from The Newcastle Morning Herald, 30/7/1924, page 3 _http://trove.nla.gov.au/ndp/del/article/137645431 

There was a very large attendance at the Tramway Ground, Hamilton, yesterday, to witness the match between the State Champions (West Wallsend) and the Canadian team. Both teams played brilliant soccer, and 
while some of the Canadians’ passing work was superior yet West Wallsend were the more dangerous near goal. The first half was scoreless, but in the second half West Wallsend were too good, and while their third 
goal may have been doubtful, the better team won, and deserved their victory. W.Maunders, who fully proved his smartness as a centre forward, scored his team's three goals. The crowd were very enthusiastic 
throughout the game. West Wallsend were without full-back James, whose grandfather passed away in the morning. The team wore black armbands as a mark of respect. Canada played in royal blue, while West 
Wallsend changed to black and white. 
The teams were:- 

Canada : J.Noseworthy (goal) ; M.McLean and A.Anderson (backs); Dierden, Harley, and Stobbart (half backs); Forrest, Ford, Wilson, Linning, and Bowman (forwards). 

West Wallsend : J.Coutts (goal) ; H.Maunders and Hayes (backs); Coolahan, C.Coutts, and Smith (half backs) Coates, Erickson, W.Maunders, Sinclair, and Brown (forwards). 
Referee: S.Smith. 
Canada won the toss, and were the first to attack. This was cleared. West Wallsend attacked, but Anderson robbed Brown, and sent up to the right, where Linning sent to Forrest, who put in a good shot. Coutts 
caught, and cleared. The ball was returned, and Coutts again had to clear from Wilson. West Wallsend attacked, and Dierden was hooted for the use of the elbow on Brown. Keeping up the attack Sinclair put in a 
sharp shot, which just went behind. From a clearance by McLean, Harley secured, and sent to Forrest. H.Maunders cut across, but missed the ball, which passed behind. Up to this stage Canada had had the better 
of the game, but their shooting was erratic. They secured a corner on the right wing, but Sinclair intercepted, and sent to the centre, where a free was awarded Canada. This was sent to the left, where Linning beat 
Coolahan, but shot into the side net. The ball was soon at the other end, where Erickson sent to Maunders, but Stobbart secured, and put to the centre, Coolahan coming over to clear. West Wallsend attacked and 
Coates sent in a good shot. Noseworthy stopped the ball, but Sinclair intercepted, and shot, Noseworthy being loudly applaused for his second smart save. At the other end Coutts made a fine save from Forrest, 
while Stobbart put over the bar. Near half-time West Wallsend again attacked, Sinclair's shot was cleared by Noseworthy, the interval arriving with the score : West Wallsend, 0; Canada, 0. 

In the second half Coates sent across a good centre, but Erickson just missed the ball, and Anderson cleared. A free kick was awarded West Wallsend. This was put behind. At the other end Coutts had to come out 
to clear from Wilson. West Wallsend returned to the attack, and Brown's hard shot was blocked by McLean. The ball went to Erickson, who put wide. From a centre by Coates, Anderson left the ball to Noseworthy, 
who was slow at coming out, and Maunders rushing in booted into the net. West Wallsend, 1; Canada, 0. 
A few moments later West Wallsend were attacking, when Anderson handled the ball, almost on the penalty line. The players lined up, and H.Maunders took the kick, the ball going behind for a corner. This was 
cleared. West Wallsend increased their score. Brown crossed, but Anderson hesitated, and W.Maunders raced round him and scored. West Wallsend, 2; Canada, 0. 

The game was being strenuously contested, and Forrest sent in a beautiful shot. The ball was going low and true when Coutts jumped and brought off an excellent save. Shortly afterwards Maunders raced through 
when Stobbart cut across and cleared. West Wallsend were awarded a penalty kick, H.Maunders' kick hitting the post before bouncing behind. At this stage Linning was injured and carried off. From a right wing cross 
Hayes cleared, while a moment later Ford crossed, and Wilson missed a fine chance for Canada. The end of the game was even, but West Wallsend again scored, when Maunders secured, but he appeared to hit the 
ball with his hand before scoring. The goal was, however, allowed; the final scores being West Wallsend, 3; Canada, 0. 


1924.24 


Date & Time Venue Weather Temperature Attendance 
4th. August 1924, Carlaw Park, Auckland, New Zealand a 7000 


half time, Auckland..1 v. Canada..0 

Goal Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 

J.Batty Henry "Hank" C.Noseworthy 

Thompson George Anderson 
LB Braithwaite LB Andrew "Mitch" McLean 
| OR [Bob Innes 44 


ae ees ee 
es ee eee 
EE ees ee 
ee ee ee 
IR Ces Dacre 

a 
IL Humphreys 

ee 


IR James Hood 
CF Jim Wilson 
IL 

L 


William Linning 
[e) Fred Bowman 
Team Coach Donald Morrison 
Team Manager James Adam 


match report fro the Auckland Star, 5/8/1924, page 8 http://paperspast.natlib.govt.nz/cgi-bin/paperspast?a=d&d=AS19240805.2.103&cl=CL2.1924.08.05&e=------- 10--1----0-- 

So far as the Canadian soccer team is concerned it has had no luck with the weather in Auckland. When the team went through here on the way to Australia in April it struck wet weather for its practice work, and on 
the return yesterday was greeted with the wettest day we have had for some weeks for its match against Auckland. Despite the fact that steady rain was falling all afternoon, the attendance at Carlaw Park numbered 
something like 1000 enthusiasts, and they were rewarded with a surprisingly good game under the conditions. The Canadians quickly adapted themselves to the conditions, and by clever combination had the 
Aucklanders defending for the greater part of the game. In the circumstances, the local team was really lucky to make a draw of it. 

The teams:- 
Canada:- Noseworthy, Anderson, McLean, Dierden, Harley, Stobbart, Bowman, Linning, Wilson, Hood, Forrest. 

Auckland:- Batty, Thompson, Braithwaite, Neesham, Corbett, Jones, Innes, Dacre, Marshall, Humphries, Williams. 

Punctually to time the teams turned out, and Auckland, being successful with the spin of the coin, Wilson commenced operations for the visitors. The Canadians at once attacked, when Linning got in close contact 

with Batty, and after a scramble in the goal-mouth the custodian got the ball away. Returning to the attack, a front-line effort resulted in Linning having another attempt, but shot over. Auckland got the ball to the other 
end, but off-side against Humphries spoiled the effort. Midfield play followed, but the prevailing conditions were altogether against football. It was a mud scramble, with neither side showing to great advantage. Forrest, 
for the visitors, made a lone spurt, cleverly tricking Jones, but shot too soon, and the heavy ball was easily stopped by Batty. Immediately after the same player sent in an accurate shot, which Batty did well to get 
away. The visitors were more settled to the mud and rain, the ground being virtually under water, and kept Auckland on the defensive. It was obvious that the Canadians would be seen to good advantage on a fine day. 
As it was, their passing, all things considered, was accurate and purposeful. Canada forced a corner, but, although this was well placed, was eventually cleared. Corbett sent in a good shot, which Noseworthy placed 
well down the field, but Wilson handled the ball, the free-kick relieving. Canada again got away, and Linning sent in an accurate shot, which Batty safely cleared. An infringement against Canada should have given 
Auckland an advantage, but the heavy nature of the ball prevented accurate placing. 
Wilson got nicely going, and tricked several of the defence till Thompson robbed him when in a good position, but Linning secured, his shot just going outside. The visitor's middle line was always in the picture, and 
kept their opponents' forwards well marked. Linning was the star forward of the visitors, and had a bang whenever an opportunity presented; his shooting was accurate, but Batty kept his line intact. Just on half-time, 
Innes got away on the wing, and sent in a centre, which McLean booted out, the ball coming back to Innes, who immediately returned with a cross shot, which beat Noseworthy, and opened Auckland's score. - 1-0. 
Auckland were lucky to have the lead, as the visitors had had most the play, and had adapted themselves more to the conditions, being the more clever with the ball. Auckland were attacking when half-time was 
called with the score: Auckland 1, Canada 0. 
Immediately upon resuming play, the visitors attacked, and Forrest sent in a shot giving Batty no chance, equalising the scores. 

Keeping up the pressure, Linning narrowly missed with a stinging shot. Hood got away and beat Jones, but his pass to Wilson was negatived, the centre forward being offside. Auckland took the ball to the other end, 
where Williams had two attempts, but the ball went behind. At the other end, Linning made a nice opening, from which Braithwaite conceded a corner, but this was badly placed. At this stage Linning was injured, and 
had to retire, but soon returned. Dacre sent Innes away on the wing, and his centre produced close play in the goal-mouth when eventually McLean cleared. Noseworthy earned applause by twice in quick succession 
throwing the ball from dangerous shots, displaying his ability as a javelin thrower. Midfield play followed, in which neither side showed to great advantage, although Canada were quicker on the ball. Auckland got away, 
and Humphries sent across a fine effort, which the goalkeeper just managed to tip over the bar, the ensuing corner kick being placed to far back, and cleared. 

Corbett and Wilson came into contact, and it looked as though Corbett fell in overreaching himself for the ball. Canada again made tracks for the Auckland goal, and Batty effected a very clever save from a fine finishing 
effort by Wilson. A scramble round the visitors' goal looked dangerous, as Noseworthy had left his charge, but Stobbart got away. Hood and Forrest made a clever combined movement on the right, the latter displaying 
cleverness in tricking the defence. From his shot at goal Batty conceded a corner, which Braithwaite safely got away. Towards the finish both sides tried very hard to get the deciding goal, but the defence was sound, 
the game ending with the score: Auckland 1, Canada 1. 

On the whole, Canada had hard luck in not earning a win, as their players gave a better exhibition, and had more of the play than Auckland, who perchance would do better on a ground less covered in mud and water. 


1924.25 


Date & Time 
7th. May 1925, 16.00 


1925 


Venue 
Subiaco Oval, Perth,Western Australia 


Weather 
Heavy rain 


Perth Metropolitan XI..0 v. England..8 


Temperature 


Attendance 
3000 


half time, Perth Metrop 


Position 


Goal Retired 
(minute) | Injured 


Substituted 


(minute) 


olitan X1..0 v. England..4 


Position 


Goal 
(minute) 


Retired 
Injured | Sent Off 


Substituted 
(minute) 


Alexander Marr (Caledonians, 


N.Poile (Gnowangerup) 


GK John E.Davison 


RB Stanley Charlton 


Richard "Dick" Utting (Thistle) 
C.Gentry (Caledonians) 


LB Tom Whittaker 
Joe Hannah 


J.Warden (c ) (Perth City) 


James Hamilton 


W.Davis (Claremont 
Eric S.Wilderspin (Perth City) 


William Caesar 
Charles Hannaford 


J. I llingsworth (Subiaco) 


William Sage 


C.Cruickshank (Perth City) 


Ernest Simms (c ) 


GK 
RB 
LB 
RH 
CH 
LH 
OR 
IR 

CF 
IL 

OL 


Team Coach 


A.Newall (Thistle) 


E.Badham (Casuals) 


R.S.Pepworth 
E.Tonkinson 


OL Herbert G.Batten 
Team Coach 
Team Manager 


IL John Elkes 


John Lewis (England) 


Linesman 
Linesman 


J.C. Yuile 


The Daily News, 8/5/1925, page 3 


match report from The West Australian, 8/5/1925, page 11 


http://trove.nla.gov.au/nd 


p/del/article/84255988 


http://trove.nla.gov.au/nd 


p/del/article/31294714 


A superb exposition of football with some clever head work thrown in was witnessed on the Subiaco Oval yesterday afternoon. It was the opening match of the Englishmen's tour of Australia. The three thousand 
spectators present deemed themselves fortunate to have witnessed so fine a thing. "What splendid specimens of Englishmen," said an Australian who has played hard his national Australian game for a matter of 
twenty years. "It makes one proud to belong to the race. Australians are not used to seeing the real Englishman out here. But these men, how they satisfy the eye!" Ekes, the tallest man on the side - big, raw-boned 
and even clumsy-looking - had the crowd rocking with laughter. He plays for Tottenham Hotspur, and when off the field is said by his fellow players to be a great practical joker and puller of legs. Certainly he played 


queer jokes on the Western Australians yesterday. His foot-feinting and ankle work was remarkab 


put forward yesterday passes comprehension. The Englishmen, who played at top pace and keen 
- Davies at left in particular - worked hard and effectively, the two backs kicked sturdily and Marr, in goal, was wonderfully good, but the forwards were completely outplayed. 
The Englishmen gave a great exposition of the game of Soccer as it should be played. They, seemed always to have the round ball - even when soused and slippery, with showers - under perfect control. No matter 
how the ball came at them it was lying at their feet on the instant and without check or break they were striding on at great pace down the field. Hardly once in the afternoon was there a wild or clumsy kick. The half- 
backs fed the forwards, the forwards with clever feintings passed the ball to each other, all the passes, being short, straight and low. Working like one big perfect machine the team bronght the ball up towards the 
enemy goal, when one forward or another would make a clever flying shot on the wing, or agilely fly the ball into the goal with a side swing of the head. Towards the close of the game the active half-backs were taking 
pot shots, and twice the left full-back, from a range of 50 yards, would have scored a bull's eye had not the goalkeeper saved. 
Among the Englishmen who most attracted the eye, in addition to Elkes, were Hannaford, on the right wing, and Caesar, at left half. Hannaford was fast, industrious and tricky. His feet fairly twinkled as he ran with 
short strides down the wing. The amateur (Caesar) although weighing about 14 stone, was wonderfully light and fast and would make a superb forward. 


le. "He has such rhythm and swing of the body," exclaimed a leading league official, rapturously "that he would make 
a wonderful player under Australian rules. | should like to have about ten of the Englishmen to train; they would shine like stars in the firmament in our national game, which | still think is more thrilling than Soccer." 
"Well," said another strong pillar of the Australian game, "| have seen two Soccer teams at the Crystal Palace, and these men here this afternoon, and | say without hesitation, that Soccer is a finer game of football, 
than is even our own national game." 
Quite mistakenly the local association fielded an unrepresentative Metropolitan Eleven which will be wonderfully improved upon in its forward line to-morrow. Why all Western Australia's best men should not have been 
ly throughout, had a runaway win of eight goals to none - four goals being potted in each half. The local half back line 
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THE PLAY. 

The teams were as follow:- 

England. - Goal, J.E.Davidson (Wednesday); right back, L.Charlton (Exeter); left back, T.Whittaker (Arsenal); right half, J.H.Hannah (Norwich); centre half, J.Hamilton (Crystal Palace); left half, W.Caesar (Dulwich); 
outside right, C.Hannaford (Clapton Orient); inside right, W.Sage (Tottenham); centre forward, E.Simms (captain) (Stockport); inside left. J.Elkes (Tottenham); outside left, H.G.Batten (Plymouth). 

etropolitan XI - Goal, A.Marr (Caledonians); backs, N.Poile (Gnowangerup), R.Utting (Thistle); halves, C.Gentry (Caledonians), J.Warden (Perth City); W.Davis (Claremont); forwards, E.S.Wilderspin (Perth City), 
lllingsworth (Subiaco), C. Cruickshank (Perth City), A.Newall (Thistle), and E.Badham (Casuals). 

he game started just before 4 o'clock. The Englishmen were cheered as they trotted out in their neat uniform, white shirts, with blue lions rampant on breast, navy blue knickers and dark blue stockings, with the 
colours of their individual clubs woven in the tops. They were certainly a hefty side and easily outweighed the Western Australians who adopted for the occasion maroon jerseys, white knickers and banded stockings. 
imms, an international, playing centre-half, captained the Englishmen, and Warden, centre-half, was the local captain. B. Pepworth, a well-built athlete, was referee. Simms won the toss and kicked from the Subiaco 
nd, the wind being from the south-west. The Englishmen attacked smartly. Hannaford, who was conspicuous on the right wing, passed to Simms, who, within five minutes of the start, headed, a goal neatly. 

he Englishmen were soon busy again round the enemy goal but Simms, with plenty of time to make a good job of it shot over the bar. Batten, who was showing speed and cleverness on the left wing, kept the 
pposing backs busy, Utting clearing well. Marr ran out from goal and cleverly saved, but a moment later Caeser headed a fine goal, Marr dashing his shoulder against the post in his desperate effort to save. 
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The local left wing carried the ball forward, with open passes, but the backs returned and Elkes shot strong, but wide. Heavy rain came down and the ball got slippery. Elkes passed to Simms who kicked a beautiful 
goal. 

Davies now put in good work and beat Elkes. Some choice footwork by the English forwards ended in Elkes driving in a cannon shot with his left, which went home. 

T 


hen Davies, who was playing a fine game, had an interesting duel with the brisk and busy Hannaford and Sage took a flying shot which missed. A clever, unselfish pass by Batten, from the left wing, went across the 
goal untouched. 


At half time the score was England 4 goals; Western Australia, 0. 

In the second half the Englishmen showed no signs of flagging, but warmed to their work and set their opponents a merry pace. Hannaford, who reminds strongly of "Patsy" Hendren, time after time made great tricky 
runs down the right wing. Within 10 minutes of the restart Hannaford centred beautifully to Simms who kicked a fine goal. 

In another pelting shower the ball travelled fast across the field the local defenders having enormous pressure placed upon them then by the English forwards. Batten finished a fast run with a nice pass to Simms who 
shot wide. The fleet-footed Caeser now came into the picture with a smart run but his shot was wild. In a hot attack on the local goal, Simms and Marr crashed, the ball going wide. Hamilton, at centre-half, put in a 
clever run. Then Elkes passed to Simms who potted on easy goal - his fourth. 

Elkes, to Batten, to Simms, to Sage, who kicked the seventh goal. 

Play continued lively and willing. Newell and Badham tried to break through to the goal, but Charlton, who was maintaining a very sound defence, as right back, checked. The Englishmen once more attacked and a 
good lusty exultant boot by Simms went flying over the bar. Warden and Davies still continued to work hard in a forlorn hope. From 50 yards range Whittaker twice shot into the goal mouth but Marr saved. When Sage 
and Marr were both kicking hard at the ball Sage jarred his foot and was out of action for three minutes. The last scene in the memorable afternoon's football was Simms potting his fifth goal beautifully. 

The game ended:- England, 8 goals; Western Australia, 0. 

Simms scored five goals, and Caeser, Elkes and Sage, one each. 
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Date & Time Venue Weather Temperature Attendance 
9th. May 1925, 15.00 Fremantle Oval, Fremantle,Western Australia Fine 10000 


Western Australia..0 v. England..7 
half time, Western Australia..0 v. England..1 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) 
START LIST 
H.Bowland (Casuals) GK Henry "Harry" Hardy 


Richard "Dick" Utting (c ) (Thistle) RB Stanley Charlton 
T.Boyle (Rangers, LB Cecil Poynton 


Walter A.Gardner (Claremont) John Elkes 
Bartholomew Nesbit (Thistle) OL Stanley Seymour 


Team Coach John Lewis (England) 


Team Manager Team Manager 


RB 

LB 

OR Harry Bubb (Casuals) OR Charles Hannaford 
Andy C.Gordon (Casuals) IR William Williams 

CF James C.Gordon (Casuals) CF Ernest Simms 

IL 


match report from The Sunday Times, 10/5/1925, page 1 http://trove.nla.gov.au/ndp/del/article/58257927 

A splendid crowd of nearly 11,000 people paid £612 to see the first International Soccer Match ever played in Australia at Fremantle Oval yesterday afternoon between the representatives of England and Western 
Australia. The teams played as selected and lined up as follow:- 

England.- Goal, H.Hardy (Stockport County); back, right S.Charlton (Exeter); left, C.Poynton (Tottenham Hotspur); halves, right, J. Hannah (Norwich); centre, C.Spencer, captain (Newcastle); L.Graham (Millwall); 
forwards, outside right, C.Hannaford (Clapton Orient); inside right, W.Williams (West Ham); centre forward, E.Simms (Stockport) ; inside left, J.Elkes (Tottenham Hotspur); outside left. Stan Seymour (Newcastle). 
Western Australia.- Goal, H. Bowland (Casuals); backs, R.Utting (Caledonians), captain; T.Boyle (Rangers); halves, H.Boyes (Claremont), T.Finlayson (Casuals), C.Martin (Perth City); forwards, H.Bubb (Casuals), 
A.Gordon (Casuals), J.C.Gordon (Casuals), W.A.Gardner (Claremont), and T.Nesbit (Thistle). 

Referee, Mr. R.S.Pepworth (Gloucestershire Football Association); Linesmen, Messrs. E.Tonkinson and J.C.Yuile (W.A. Association). 

Both teams received a rousing reception when they took the field to time. England started the ball rolling, the W.A. captain having won the toss. Direct from the kick off England attacked and Seymour forced a 
corner off Boys, the kick causing a scrimmage in the home goal-mouth. Eventually W.A. broke away on the left, but offside against Jimmy Gordon spoilt the movement. Seymour forced another corner, this time off 
Finlayson, and Elkes headed his splendid middle wide. From the resultant goal-kick Sims obtained possession and shot very wide. During the next attack by England the same player got offside. Pretty play anda 
great shot from Elkes crashed against the bar, and Williams obtaining possession from the rebound, drove it against the upright at tremendous pace. Then Hardy was brought into action by J.Gordon, who tried an 
individual effort. 

England again returned to the attack and Bowland saved from Seymour. Graham tried a shot but just missed. Seymour forced another corner, this time off Utting, but Hannaford drove his flag-kick wildly over the bar. 
Sims missed a "sitter" soon after. The ball was a bit too lively for the Englishmen at this stage. A great combined run by the visitors left Seymour in possession but he drove his final shot over the top. Utting cleared 
the next effort which followed a fine run, and centred from Hannaford. Then Hannah had a try but his effort just missed. Elkes forced a corner off Bubb which Williams fired behind. The same player drove wildly over in 
a further attack. Charlton was playing a grand game at full back, the home team seemed to be unable to get past him. Graham worked out a nice opening for Seymour but Bowland saved his shot. Sims forced a 
corner off Boyle which Elkes headed over. Gardner and Nesbit made play on the left but were again checked by Charlton, the same player once more prevented, Hardy being troubled in a further raid by W.A. 

Bubb broke away on the right but was forced into touch. 

Back came England and Boland saved splendidly from Williams, who drove in a beauty from about 18 yards. Elkes worked out a nice opening for Sims, who again failed to test the home goalie, who cut his knee in 
diving for his effort and had to receive attention. On re-starting Hannaford put in a splendid run which Utting cleverly cleared. Sims broke through but Bowland brought off a magnificent save. Elkes then forced a corner 
off Finlayson which was cleared and W.A. attacked, Bubb shooting into Hardy's hands. Then England took the lead, a misunderstanding between Boys and Bowland allowing Williams to put the ball into the net just 
two minutes from half-time, which arrived with England still attacking and the score board showing England 1 goal, W.A. nil. 

The State team had put up a magnificent defence during this half, and whilst all did well Bowland, Utting, Boyes and Finlayson stood out. 

England attacked direct from the re-start, and within two minutes Williams again scored after good work by Elkes. 
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Seymour made a mess of a golden opportunity soon after, presented to him by the same player. Hannaford fired behind after a combined English attack, but a minute later he centred beautifully for Elkes to drive 
wildly over. The same player then forced a corner off Finlayson, but Seymour drove his flag-kick behind. Elkes drove the next centre from Hannaford just past the post at a terrific pace. Then W.A. broke away, and 
Gardner drove Nesbitt's centre wildly behind. Sims tried to break through, but Utting stopped him in fine style, Seymour forced him to concede a corner during next attack, which Sims fired high over the bar. Williams 
spoilt the next attack by getting off-side. Sims got right through, but missed an open goal. Then W.A. broke away, and Jimmy Gordon fired in a beauty, which Hardy tipped over the bar for an abortive corner. Utting 
headed the next attack by England, and Bubb spoilt an offensive by the homesters by getting off-side. Back came the Englishmen, and Williams again found the net with a peach of a drive from about 40 yards' range. 
Charlton once again proved a thorn in the side of the State team, when they once more tried to break through. Then Hannaford forced Bowland to concede a corner at the other end, which Sims headed over. 

During the next attack, however, England went further ahead, and Williams again did the trick from a pass by Sims. 

Bowland, the home goalie, in trying to save slipped and crossed his legs in falling, sustaining a compound fracture. This was a bit of bad luck for the home team. The game was stopped whilst he was removed to the 
hospital, and Finlayson took his place between the sticks on resuming. A.Gordon dropping back to the half-line. 

England again attacked and forced a corner which was kicked behind by Williams. The same player drove widly over following a nice centre from Hannaford. Elkes put Sims through once more, but the Stockport man 
again failed to test the W.A. goalie. After pretty combination by England's forwards, Williams "went nap" by again scoring. 

Following which Sims at last found the net after splendid play by Hannaford. 

W.A. attacked from kick-off, and Nesbit forced a corner off Charlton, which was cleared by Spencer. Seymour scored a glorious goal from the touch line; Sims might have caused it to be nullified, however, by hitting 
the ball with his fist after it had crossed the line. 

A nice run and centre by Bubb on the W.A. right saw Gardner fire high over the bar. The end arrived soon after with England attacking and the scores reading - England, 7 goals; W.A., nil. 

Scorers: Williams (5), Sims and Seymour. 

After the match Mr.Storey, the Commonwealth team selector, notified the Press that he had chosen H.Boyes and W.A.Gardner to go to Adelaide to take part in the test match there. Boyes played a great game to-day, 
but he could scarcely have chosen Gardner on to-day's showing. No doubt his exhibition against Casuals last week-end was responsible for his inclusion. 

The Englishmen left for Adelaide by last night's train. 

On inquiry at the Fremantle Hospital late last night we learnt that Bowland, the W.A. goalie, was quite comfortable. 
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Date & Time Venue Weather Temperature Attendance 
14th. May 1925, 15.15 Adelaide Oval, Adelaide,South Australia 4000 


South Australia..0 v. England..10 
half time, South Australia..0 v. England..3 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) 
START LIST 
Gibson GK Henry "Harry" Hardy (c ) 
Jack Mitchell RB Tom Whittaker 
LB Cecil Poynton 
Ri William Caesar 


C Charles W.Spencer 
L 


{e) Stanley Seymour 


James Walsh 


HH 
H 
R x 
IR 


CF Herbert G.Batten 
IL William Williams 
Robertson OL William Sage 


Team Coach John Lewis (England) 


Referee W.Ashworth 
Linesman 


The Advertiser, 15/5/1925, page 14 http://trove.nla.gov.au/ndp/del/article/46206451 
match report from The Register, 15/5/1925, page 6 http://trove.nla.gov.au/ndp/del/article/54926857 


The opening match of the English soccer team in South Australia was played on Thursday on the Adelaide Oval, when a South Australian eleven opposed the visitors. Promptly at 3.15 Mr. Ashworth set the following 
players in motion:- 

England - Hardy, (capt.), Whittaker, Poynton, Caesar, Spencer, Hamilton, Sage, Walsh, Batten, Williams, Seymour. 

South Australia - Gibson, Mitchell, Gibbs, Rennie, Gore (capt.), Addie, Venn, Cameron, Denman, McQueen, Robertson. 

Hardy won the toss and Denman kicked off and passing to McQueen who was robbed by Caesar and the ball travelled towards the home goal, where Walsh and Sage combined prettily and placed Williams in an 
advantageous position but Gibbs neatly robbed the latter, the ball going to Caesar who forwarded to Batten, but the latter was ruled off side. Spencer trapped the goalkick and forwarded to Walsh who hesitated allowing 
Mitchell to clear. Spencer was penalized for hands and play was transferred to the visitors' quarters, only to see Whittaker relieve with a huge kick which placed Sage in possession and that speedy wingman 
transferred to Williams who shot outside the posts when advantageously placed. Gore trapped the goal kick and set Cameron and Venn going nicely, and the visitors goal was placed in jeopardy, but Whittaker neatly 
dispossessed McQueen and play was transferred to the home quarters where Mitchell saved from Williams at the expense of a corner which proved abortive. From the corner kick play was diverted to midfield where 
Gore showed pretty play, but Spencer frustrated his attempts, and forwarded to Sage who centred accurately and Batten beat Gibson with a low shot fifteen minutes from the start. 

From the restart play ruled in the home quarter, and Mitchell was fortunate to stop a hot shot from Batten, only to see Williams secure and transfer again to Batten who beat Gibson with a shot which gave him no 
chance. Play continued to rule in the home quarters, and Williams narrowly missed the post by inches. 

Spencer secured from the goal kick and forwarded to Seymour who centred accurately, and Batten jumped to head the ball, and collided with Gibson who was injured and took no further part in the game. Mitchell 
went between the sticks, and Gibbs played the one back game. The visitors kept the home team penned in their own quarters for a time until Gore secured and sent well forward but the referee ruled Cameron off side. 
Whittaker sent forward to Spencer who placed Batten in possession but Gibbs neatly robbed him and South Australia made a brief visit to the other end only to be repulsed by Poynton who set the visitors forwards 
going but Seymour was pulled up for off side when advantageously placed. Williams and Seymour were next conspicuous with a neat passing run, and the former centred to Batten who shot accurately but Mitchell 
saved on the line by throwing himself full length at the ball. Gore at centre half was playing a good game, and was ably supported by Rennie and Addie but so soon as the forwards were given the ball the opposing 
backs spoiled their combination. Whittaker repeatedly pulled up Robertson and McQueen before they could get going. Caesar tried Mitchell with a long shot but the keeper was equal to the occasion. Hamilton 
dispossessed Cameron and forwarded to Batten who beat Mitchell from thirty yards’ range. 
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From the restart Denman, Cameron, and Venn combined well and the latter shot into the goalkeeper's hands as McQueen made for the opening. A passing run between Batten, Walsh, and Sage looked dangerous 
for South Australia but Rennie saved at the expense of a corner which proved fruitless. From the goalkick Caesar secured and set Williams and Seymour travelling towards the home goal the latter's centre from the 


corner flag being safely negotiated by Mitchell and the half time whistle sounded with the scores:- England 3 goals. South Australia, nil. 


After the interval Batten restarted and set Walsh and Seymour in motion; the latter centred neatly to Batten but Mitchell jumped across the goal and tipped the ball round the posts, the resulting corner proving abortive. 
Gore secured and, evading Spencer, placed to Denman who initiated the best combined run of the afternoon in which Cameron, Venn, and McQueen participated but Hamilton was not to be beaten and with a huge 


kick transferred play to the home quarters where Williams secured and shot outside. Spencer trapped the goalkick and forwarded to Williams who shot into the g 
who beat Mitchell with a daisy cutter which gave him no chance. 
From the restart Seymour and Walsh made a neat run on the left, and the latter centred accurately to Batten who placed into the net completely beating Mitchell. 


joalkeeper's hands, the clearance going to Seymour 


The visitors penned the home team in their quarters for a long period, and at one time the English goalkeeper was the only visiting player in his own half of the field. From a cross by Seymour Batten again beat Mitchell. 


The visitors continued to monopolize play, and a seventh goal came from the foot of Williams. 


The home team seldom crossed the halfway line, and when they did were quickly sent back by Whittaker and from one of his huge kicks Sage centred from the corner and Batten headed into the net. 


Continuing to press, Spencer tried a long shot which Gore saved at the expense of a corner from which nothing resulted. A spasmodic run by Robertson, on the 
clearance went to Williams who beat Mitchell with a low shot, representing the visitors ninth goal. 


right wing, was ironically cheered, and Whittaker's 


From the restart the visitors again pressed and a cross by Caesar was headed into the net by Batten but the goal was disallowed for off-side. From the goalkick play remained near the home goal and Hamilton 


registered the tenth point. The game ended:- England, 10 goals. South Australia, nil. 


From the start of the game it was evident that the South Australian eleven had no chance of winning the match, and the loss of the poalkeeper 25 minutes from the start, though it certainly handicapped the home team, 


made no difference to the result. Gibson's injury was a bruised thigh, caused by colliding with an opponent. The outstanding feature of the home side was the bri 
between the sticks, played a fine game. Gore at centre-half acquitted himself well, but was not good enough for his clever opponents. He was ably supported by 


liance of Mitchell, who, first as right back and then 
Rennie and Addie, but their combined efforts were of no 


avail against the nimble forwards of the English eleven. Of the home forwards Denman was the pick, but there was an utter lack of combination throughout. Gibbs at full-back had a lot of work to do, and strove hard to 
keep the opposing forwards in check. The visitors, who quickly recognised that they had a picnic, never stirred themselves seriously, but they gave an excellent exhibition of clever, clean footwork and accurate passing. 


There was never any evidence of difficulty, no looking round for a player partner, but the ball always went clean and accurately for the man it was intended for. 

Batten on the day was the outstanding feature of the match. He fed his wings impartially, and the six goals to his credit were all scored with clean, accurate shoo 
the opening. Williams at inside left displayed clever control of the ball, and his shots had always plenty of power behind them. Walsh at inside right was a tricky p 
passes were timely made. Both Sage (on the left wing) and Seymour (on the right) kept well to their positions, and their accurate swinging centres were always a 


ing, while several of his shots only narrowly missed 
layer, who always made straight for goal, and his 
treat to watch. The half-backs all played brilliantly. 


They broke up the opposing forwards before they could get their combination going, and their passes were accurately made, mainly low or along the ground. Spencer was the pick of the bunch, and he completely 
overshadowed his opponent. Caesar and Hamilton did all that was required of them, and easily held their wings in check. Poynton and Whittaker were a clever pair of backs, with a perfect understanding between 


themselves and the goalkeeper, to whom they passed back several times when he was in a better position to effect a clearance. They also kept well in tow, with 


heir half-backs covering them admirably when they 


appeared likely to be beaten. The goalkeeper had little to do, but that little was well done. Several of the decisions of the referee were open to question, and at times the spectators showed their disapproval. The game 
as a contest was not a success, but the visitors gave a brilliant exposition of soccer as it should be played, and from that point of view should prove invaluable to the development of soccer in this State. 
When Gibson was injured it was suggested that he be replaced by another player, but Mr. Lewis, the English manager, said he could not agree to the suggestion, as it was against the rules. The official figures of the 


attendance were given as 4,000. 
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Date & Time Venue Weather Temperature Attendance 
20th. May 1925, 15.15 Melbourne Cricket Ground, Melbourne, Victoria 5000 


Victoria..0 v. England..7 
half time, Victoria..0 v. England..4 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 


START LIST 
Jim Robison (N.& D.United) GK John E.Davison 
William Osbaldiston (St.Kilda) RB Stanley Charlton 
W.Aiken (Footscray Thistle) LB Cecil Poynton 
Joe Hannah 


RH 
Ritchie (St.Kilda, CH Charles W.Spencer x 
LH ili 
R 


George Raitt (Melbourne Thistle William Caesar 
Templeton (Footscray Thistle {e) James Walsh 


Church (St.Kilda) IR Ernest Simms 


Hubbard (Preston) CF William Williams 
John Orr (Footscray Thistle) IL John Elkes 


OL 
Team Coach John Lewis (England) 

Team Manager Team Manager 

Referee 

Linesman 


match report from The Argus, 21/5/1925, page 5 http://trove.nla.gov.au/ndp/del/article/2119043 

Following up its series of successes in Australia the English Soccer team defeated a Victorian Eleven at the Melbourne Cricket ground in a fairly fast game yesterday by 7 goals to nil. The Englishmen were much 
superior in their opening and attacking movements, and the Victorians did exceedingly well to hold the visitors as much as they did. Early in the second half, Church and Robinson (V.) had the misfortune to be injured, 
and thereafter were unable to give of their best. England's play throughout was a revelation for the 5,000 spectators, their methods of control and anticipation of each other's movements being almost perfect. 

The Victorian goal Robinson, of the N. and D. United Club performed wonderfully well in repelling the English attacks. But for his efforts England's score would have been much greater. Aiken (V.) at full back, broke up 
some very dangerous combinations. 

The receipts amounted to £463. 

There was only one change from the advertised team, Templeton taking the place of Grieves at outside right for Victoria and W.Palmer was the referee. The teams were as follow:- 

VICTORIA. Goal, Robison; backs, Osbaldiston, Aiken; half backs, Harris, Ritchie, G.Raitt; forwards, Templeton, Church, Hubbard, Orr, Barrett. 

ENGLAND. Goal, Davison; backs, Charlton, Poynton; half backs, Hannah, Spencer, Caesar; forwards, Walsh, Simms, Williams, Elkes, Seymour 

England won the toss and decided to defend the railway goal. Victoria attacked, Ritchie swinging the ball out to Templeton who beat Poynton and centered beautifully but Davison made a dive out and cleared. 
Following a pretty run through by England, Robison made a good save from a grounder by Williams, and corner was conceded. Robison cleared the resultant kick by punching out. England came again, however, and 
a 

T 


perfect centre by Seymour was met by Simms who beat Robison with a beautiful goal. This was after only four minutes' play. 

he Victorian goalkeeper was to the fore immediately after the restart in stopping two successive shots from Seymour. Play was confined to the centre of the field for some time, England eventually breaking away, 
and Ritchie tricked Spencer, giving Orr a chance. Orr worked through and crossed to Barrett, who shot from 15 yards, striking the side post. Victoria continued the pressure, and Poynton and Charlton broke up the 
attacks by remarkably clever tactics. England then advanced in line, Simms passing right across to Seymour, who worked through Osbaldiston and beat Robison from close range. 

England again attacked from the centre kick, Elkes and Seymour passing and repassing the ball down the wing with their heads, a cross pass to Walsh and centre to Williams completing the movement, where the 
latter headed a beautiful goal. 

A few minutes after Simms made a great run on the right wing, beating Raitt and Aiken, and crossing to Williams, who gave Robison no chance from five yards range. 

At half-time the scores were:- England, 4; Victoria, 0. 

The first half was most pleasing to the spectators, the pretty footwork and headwork, of the three inside men, Simms, Elkes, and Williams, being above anything previously seen in Victoria. Spencer was a tower of 
strength as pivot man, feeding his forwards well, and back-kicking when in difficulties. Poynton was by far the best full back. Robison, the Victorian goalkeeper had no chance with three of the shots for goal which 
passed him, and he beat the fourth down but anticipated the direction of the ball wrongly. Aiken played a great game at back, and Hubbard and Orr worried the oppostion continually. 

On the resumption of play, England gave a pretty exhibition of passing on the right wing, Williams eventually clearing the way and passing back to Spencer, whose shot went very wide. 

Aiken cleared a possible chance, and set Ritchie off. A nice pass to Barrett was carried well down, but in centering he missed his kick and nullified the movement. England then broke away. Walsh and Simms 
working completely through, enabling Williams to add a fifth goal for England. 

Robison was then called upon to save twice in quick succession, and his admirable work in goal kept the score down. Barrett again failed to take advantage of a good movement begun by Ritchie, and Charlton cleared 
his line. A sixth goal came soon after Church had been carried off the field, Spencer working round to the right wing and putting in a shot which Robison did not see. Robison was "knocked out" in a collision with the 
scorer. 
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In about 10 minutes both Church and Robison resumed, and Williams scored again from a pass by Simms. 
Another promising movement by Simms was checked by Raitt, but he was forced to concede a corner which was eventually cleared. Most of the Victorians were tiring, Aiken, Ritchie, and Orr being the exceptions. 
Towards the close, Simms came again, and Robison showed wonderful judgment in meeting him and putting him off his shot. Davidson was then called upon to save, and he displayed excellant capabilities as a 


goalkeeper. 
The final scores were: - England, 7 goals; Victoria, 0 goals. 
Although there was little to choose between the Englishmen, Spencer, Elkes, Poynton, Simms, and Williams were more prominent than their colleagues. For Victoria, Hubbard, Orr, Templeton, Ritchie, and Aiken 


were very good, while the goalkeeper, Robison, was really brilliant. 


27th.May 1925. The scheduled game between Cootamundra (also shown as Southern Districts) and England at Fisher Park, Cootamundra, New South Wales was not played due to the ground being submerged 
following heavy rain. 
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Date & Time Venue Weather Temperature Attendance 
30th. May 1925, 15.15 Royal Agricultural Ground, Moore Park, Sydney Good 45000 


New South Wales..2 v. England..3 
half time, New South Wales..2 v. England..2 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off No. Position (minute) 
START LIST 
George "Nick" Cartwright Henry "Harry" Hardy 


RB Charlie Leabeater Stanley Charlton 


LB Arthur Druery Cecil Poynton 
RH Frank Coolahan 
CH Alf Edwards 


RH Joe Hannah 
CH Charles W.Spencer 


Perce Lennard 


James "Judy" Masters (c ) 1, 16 
IL Tom "Titchy" Thompson IL John Elkes 


OL 
Team Coach Team Coach John Lewis (England) 
Linesman A.W.Bates 


IR x 
CF Herbert G.Batten X, 80 


Harry Spurway LH Leonard Graham (c ) 
Stan Bourke OR Charles Hannaford 
[ 
a) 


AL Peaty 

The Sydney Morning Herald, 1/6/1925, page 8 http://trove.nla.gov.au/ndp/del/article/16234208 

match report from the Sydney Times, 31/5/1925, page 8 http://trove.nla.gov.au/ndp/del/article/128155791 

Scintillating Soccer, a sea of cheering Sydney folk, fine over head conditions, a springy pitch, and victory for the English Football Association's team of touring stars over N.S.W. 

This bovrilizes what happened at the Royal Show Ground yesterday, when the Englishmen made their bow to a Sydney crowd. They delivered the goods, but New South Wales gave them a mild shock. Wherever the 
Englishmen play in Australia the the public is assured of a football banquet. They serve up just what our public have been waiting many, many Winters for. 

The New South Wales eleven made a gallant fight, and only lost by the odd goal of five. Hardy, Graham. Spencer, Elkes, and Seymour are portmanteau names in English Soccer circles, and they and their comrades 


at times dazzled Sydney just as they have dazzled London, the great provincial centres and Continental cities through which they have toured with leading clubs. 

Easily the most finished exposition of the round ball code Sydney has seen, the game was punctuated throughout by rounds of cheering, and the teams left the field with applause ringing in their ears. 

Masters was literally mobbed as he reached the players’ gate, and the Englishmen came in for their full share of applause. 

The result was a big surprise to all. After their triumphal tour through the other States, the Englishmen were expected to win rather easily after a keen game, and the most sanguine Sydney barracker did not anticipate 
such a strenuous struggle. The game was full of thrills. Two minutes after the kick-off Masters had the ball in the net and England were one goal down. 

Though well over 30 years of age, the Gallipoli Digger is still the nippiest inside forward in this State, and his goal called forth roars of applause. An English back, Poynton, had left the ball to Hardy, the goalkeeper, 

as it came over from Bourke, but this arrangement was upset by Masters nipping between the two Englishmen, and tapping it into the net. The English team did not disguise their feelings, and they booted the ball 

back to the centre disgustedly. Poynton and Hardy exchanged views. 

For some time the Englishmen could not settle down. The sun, bright light, fast ground, and above all, the pace of the Blues upset their best laid schemes, but after Hannaford had placed two corner kicks, a beautiful 
ball came over from Seymour, and Simms nodded through and equalized. For a while the Englishmen had the better of the exchanges, and somebody shouted, "Shut the gate," evidently thinking the Blues were in for 
a bad time, but Masters again thought too quickly for the tourists and he put the New South Welshmen ahead. A battle royal then ensued. The Englishmen were much admired for their well-timed and accurate kicking, 
and many of their individual moves were classical, but they seemed very happy when Batten, all the way from Plymouth, put them on terms. The interval arrived with the scores 2-2, and the most optimistic Englishman 
in the crowd did not altogether relish the outlook. 

After they had turned round, the teams did not slacken the pace, which had been very fast in the first half, but the tourists appeared to lack pace and pep at times. They did very many clever things. Elkes, the tall 
Tottenham inside-left, jazzed as ably as Peggy Dawes ever did, but often it did not get him anywhere, and when there was only a quarter of an hour left for play, Graham looked anxious. However, the tall Elkes then 
held on to the ball, beat a couple of defenders by a clever pivot, and gave Batten a perfect pass. He let fly with out waiting and rattled the net with a very fast shot. England's team shook hands with him to a man and 
managed to maintain their one goal lead till the end, but it was a narrow squeak. A minute from the final whistle Stan Bourke, the home right-winger, failed to reach a fast ball from the opposite wing by inches. Had he 
done so, England would not have won. 
England forced 10 corners as against only two by New South Wales. Hardy was called upon to handle the ball 14 times and Cartwright 17. So it must be admitted that the exchanges were about evenly balanced. 
England had 28 throw ins awarded them, and New South Wales eight more. Eighteen free kicks were awarded against the Englishmen - the majority, of course, for off-side, and 16 against New South Wales. 

It was officially stated last night that the attendance was 45,000, and that the gate receipts totalled £3700. 
"England were slightly the better team and deserved to win, but the New South Wales team, with a little better understanding, and improved training facilities, may reverse the decision next time. They were far from 
being good. The country players did not begin to train till late on Thursday afternoon, which was much too late, of course." - J. Masters, N.S.W. Captain. 

"A very decent game. The New South Wales team was much stronger than we had anticipated. We had heard about Masters and he came right up to, expectations. McNaughton, too, is a fine forward, perhaps the 
best against us. Druery, your left-back, played well, and Edwards, centre-half, placed the ball splendidly." - L. Graham, England's Leader. 

New South Wales. - G.Cartwright; C.Leabeater, A.Druery; F.Coolahan, A.Edwards, H.Spurway; S. Bourke, P.Lennard, J.Masters (captain), T. Thompson, A.McNaughton. 

England. - H. Hardy; S.Charlton, C. Poynton; J.Hannah, C.W.Spencer, L.Graham (captain); C.Hannaford, E.Simms, H.G.Batten, J.Elkes, S.Seymour. 
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Referee, Mr. W.A.Wright (Sydney). 

Shortly after noon the public began to make its way to the Show Ground, and an hour before the start of the big match all seating accommodation had gone. A special train from Wollongong brought barrackers from 

the South Coast to assure adequate vocal support for Masters, Thompson and Druery. From all parts of the northern district crowds came down by train and boat; but one and all expressed the view that more players 
from the Coalfields ought to have been selected for the occasion. Here and there was to be seen a Chinese who had caught Soccer fever two years ago when their compatriots came down. 

W.Maunder, of West Wallsend, who was injured while playing for the Australian XI against the Englishmen in Melbourne last Saturday, was missing from the New South Wales team. 

Thompson came in from outside left and Andy McNaughton (Cessnock) filled the wing position. Otherwise the teams were as advertised. 

A few minutes after three o'clock the teams filed on to the field amid tumultous applause. Masters led on the New South Wales side, and they were followed a minute later by the Englishmen, at the head of whom 

was Leonard Graham, the International left-half. 

The start was sensational. Masters was fed by Edwards, and the home centre's pass out to McNaughton was beautifully returned, so that all MASTERS had to do was to head it into the net past Hardy's outstretched 

left hand. The Englishmen seemed staggered; but it was a typical Masters movement, and elicited great applause. 

However, Graham's men quickly found their feet and after a corner by Hannaford had been cleared Druery sent back too hard, and though Cartwright went full length he could not prevent a corner. This Hannaford placed 
nicely, but it was headed clear, and Thompson and McNaughton again displayed their pace at the expense of Charlton, but the Exeter back nipped in and checked them. 

Elkes, the tall Tottenham forward, then came into the picture, and after wriggling past two or three defenders, he sent Seymour away, but Leabeater got there. Elkes came again, however, and from a beautiful corner 
kick by Seymour, SIMMS equalized the scores with a pretty header. 

The pace had been a very warm one up till this, and it did not slacken. Cartwright saved in great style a header by Simms, and when the ball was cleared Thompson, the home inside-left, skied the ball in order to clear. 
Lennard fired in a very fast one which grazed the posts, and Hardy raised a laugh by kicking the ball well over the half-way line. Edwards was having a hard time against the inside trio, but he managed to nip between 
Batten and Simms, and set Masters in motion. He is a very rapid mover in spite of his 30 odd years, and when Poynton, the English left-back, left the ball to Hardy, the goalie, the home skipper sailed through and 

gave Hardy no chance with a short sharp shot. 

The huge crowd was delighted, and a great cheer went up. The Englishmen resumed with great confidence. The heat, was trying to them in their thick flannel shirts; but they did change their tactics. The ball went 

from one man to the other with mechanical accuracy, and the backs were timing the ball better. Thompson went down in a tackle by Charlton and had to go off, but the little South Coast forward was soon on again. 
Leabeater badly ballooned a cross by Seymour, and after Cartwright had saved BATTEN equalized through clever close play in the goal mouth. England was playing excellent football; but they had no monopoly of the 
ball. The Blues were very fast and nippy, and led the Englishmen a rare dance at times. 

When Graham, who was playing a model game, set his forwards moving again, Elkes sent over and Batten followed suit. Masters was proving a thorn in the side of the English backs, who did not think so quickly. 
Spencer was not watching him closely, and towards the interval it looked as though the visiting defence were playing Masters off-side. 

Half-time. NEW SOUTH WALES ..2 ENGLAND ....2 

There was no slackening of pace in the second half. Hardy had to handle, but his huge punt set the English forwards moving, and when Elkes looked dangerous, a free kick was awarded him for an apparent trip. 

Simms trickled in a weak shot, and then Druery cleared, Charlton handled without being detected. The Blues were keeping up the pressure in great style, and Hardy caused a great laugh by feinting with the ball, and 
then tossing it to one of his backs. The visitors were sticking to short passing tactics, while the Blues slung the ball about. 

"Cut out the funny stuff and get a goal," cried an Englishman in the crowd, and the direct action of the home team was paying well. Masters fouled Spencer, and when the Newcastle centre-half spoke to him the crowd 
howled. McNaughton had just previously fired across a daisy-cutter, which Bourke failed to reach by a foot. 
The English forwards were not displaying the sparkle they showed in the first half, and seemed to lack training. Elkes and Seymour ran through, and Hannaford caused Druery to concede a corner, but the winger's 
kick was headed high over by Simms. The same player missed a chance when Druery miskicked and Hannaford ran through to be bowled over by Leabeater when making his centre. A clearance by Charlton upset a 
stand camera, and when Masters looked dangerous, he sent wide out to Bourke, who was checked in the nick of time. England did not look very dangerous. Elkes was very clever, but held on a trifle too long. 
Charlton beat McNaughton by pretending he would pass back to Hardy, and when the Cessnock winger wheeled, the back went in the opposite direction. Bourke sent wide and a grand burst on the part of the English 
forwards saw Elkes presented with a rolling ball by Batten, who pushed it back to him. Coolahan anticipated the move, however, and blocked the shot. Bourke and Edwards were hurt, and the latter had to be carried 
off by the ambulance men. He jumped and fell; but was able to resume. 
England took the lead 10 minutes from the close. Elkes gave BATTEN a glorious pass, and the Plymouth man did not wait. He hit the ball instantaneously, and the ball flew into the net wide of Cartwight's right hand. 
Edwards was hurt when he and Elkes collided, and New South Wales were awarded a free kick. 

Simms missed an easy one, and Hardy had to run out at the other end to fist out over McNaughton's head. A great roar went up when New South Wales were given a corner, but this was cleared and Hannah kicked 
out to get rid of a cross by Bourke. The Blues wero finishing well, and Spurway robbed Hannaford as the English winger looked certain to run right through. Result:- ENGLAND .. .. .. 3 NEW SOUTH WALES ..2 
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Date & Time Venue Weather Temperature Attendance 
3rd. June 1925, 15.00 Royal Agricultural Ground, Moore Park, Sydney Good 10000 


Sydney Metropolis..1 v. England..3 
half time, Sydney Metropolis..0 v. England..2 


Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 

START LIST 

GK Edward Atchison (Granville) GK John E.Davison 

RB Frank Gallen (Balmain) R Stanley Charlton (c ) 

LB Sid Robinson (Pyrmont) Tom Whittaker 
Charlie O'Connor 

RH (Eastern Suburbs, 


CH Gilbert Storey (c ) (Balmain) 
Sam Peel (Eastern Suburbs) 
YT 


'B 
LB 
RH Joe Hannah 

CH James Hamilton 
LH William Sage 

OR Charles Hannaford 
IR James Walsh 

CF Herbert G.Batten 


A.Burns (Canterbury) 

Harold Winter (Granville) 
CF Sid Alewood (Canterbury) 
IL Fred Hancock (Balmain) X(pk) IL John Elkes 


Harold Robertson (Gladesville) OL William Caesar 
Team Coach John Lewis (England) 


—e OT a 
Referee A.W.Bates 

Linesman 
LT 
The Sydney Morning Herald, 4/6/1925, page 5 http://trove.nla.gov.au/ndp/del/article/16232020 

Ten thousand people at the Agricultural Ground yesterday afternoon, inclusive of three or four thousand schoolboys. invited by the Metropolitan Association, witnessed the Englishmen's second appearance in Sydney. 
They were opposed by a metropolitan eleven. 

The Queensland Rugby League team attended as visitors, and showed keen interest in the match. 

The play was not so thrilling as Saturday's, but it was always interesting. The Englishmen's combination was all that could be desired. It showed complete understanding between the attack and defence, and in ball 

control they were immeasurably superior to their opponents, who lacked co-ordinated effort. Heading the ball is a feature of this code, and the visitors gave an artistic display of that phase. Possibly Metropolis was 

the faster all-round team, but the Englishmen's foil was sound tackling and spoiling methods, which relieved many difficult situations. 

Atchison (Metropolis) had more to contend with than his vis-a-vis, and he enhanced his reputation. He displayed remarkable agility and in contrast to some of his team mates, his quick perception often turned defence 

into attack. Davison was not thoroughly "tried out," as the opposing forward line was too disjointed to be dangerous, but, with what responsibility came his way it was seen that he was reliable. He has not the display 

of Hardy, but he is nevertheless sound. 

Charlton and Whittaker were clever backs, solid defenders and apt at placing the ball forward to the best possible advantage. Gallen and Robinson also defended stubbornly, and it is due to them in a great measure 

that England's score was not increased. Time and again they broke down the vigorous attack of the opposing team. 

The Englishmen excelled in the half and forward lines. Hannah always kept his wing on the move. Hamilton was reliable and a good "feeder," but Sage did not come into the picture so much as Whittaker, who was 

always in attendance, but Sage was a valuable adjunct to his forwards. O'Connor was the best of the home halves, but the weight of his opponents seemed to trouble him, although throughout he was sound. Peel did 

not show to advantage, and Storey has been seen more effectively. 

The English vanguard combined splendidly, and for the major part of the game was "on top" of the home defence. Hannaford was a sterling winger, and he had a clever partner in Walsh. Batten again played splendidly 

at centre. Elkes delighted the spectators with his tricks and his powerful shooting, and Caesar made the most of the outside left position. 

Of the metropolitan forwards Winter was the best of a disappointing five who lacked combination. Robertson made some fine sprints, but these movements were wasted by the indifference of the inside men. 

England: J.Davison; S.Charlton (c.) and Whittaker; J.Hannah, J.Hamilton, W.Sage; C.Hannaford, J.Walsh, H.G.Batten, J.Elkes, W.Caesar. 

Metropolis: E Atchison; F.Gallen and S.Robinson; C.O'Connor, G.Storey (c), F.Peel; A.Burns, H.Winter, S.Alenwood, F.Hancock, H.Robertson. 

Referee, A.W.Bates. 
England advanced from the kick off, but Robinson stopped Elkes, permitting Burns to get the ball and send it to Hancock, whose shot was a poor one. Fine play by Elkes again put England on the offensive, but they 
were held up, and Burns and Winter gained ground till Davison punted to midfield. Metropolis later opened an attack, which was checked by Charlton and Sage. O'Connor was prominent in checking a clever move by 
Caesar and Elkes, but the latter brought Atchison out and the crowd cheered a spirited attack by Metropolis, which Sage stopped, and this allowed Hannaford to make an unsuccessful attempt at goal. Off-side 

spoiled a good position for the home team, and Robinson again repelled the Englishmen. Gallen gave Storey a chance to open an attack, and Davison finely intercepted a ground shot from Burns, and after Hannaford 
had "skimmed" the cross bar Hannah secured from a throw in and sent to Elkes, who drove past Gallen and scored England's first goal. 

Charlton then sent the ball back to Davison, who kicked it upfield, and Hamilton cleverly countered a Metropolitan assault, which enabled the visitors to make an attack, and as a result Batten, with a cannon shot, 
made England 2 goals to nil at the interval. 

Metropolis' first advantage after resuming was a corner kick which Walsh cleared, and Gallen then drove England off, but after Charlton had been awarded a free, Caesar tried a long ineffective shot, from which return 
O'Connor sent to Burns, who crossed infield loftily, and Davison very finely cleared. Then Atchison made two successive clever saves, and Storey gave Robertson an opening, but his attempt at goal was weak. 
Keeping up the pressure Metropolis was awarded a penalty kick, which Hancock converted. 

England continued to hold the upper hand, Elkes, Walsh, and Hamilton being particularly effective, but Metropolis failed to take full advantage of the chances given, and Charlton with Whittaker had a comparatively 
easy time. Towards the end Hamilton drew the defence and Batten was enabled to score. 
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Great defence by Atchison, Robinson, and Gallen prevented further goals, and England won by 3 goals to one. 


Date & Time Venue Weather Temperature Attendance 
6th. June 1925, Bodes Oval, Wollongong, N.S.W. 6000 


Illawarra District..0 v. England..8 
half time, Illawarra District..0 v. England..8 
Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) E Position (minute) | Injured | Sent Off | (minute) 
START LIST 


George Richardson (Coledale) 

RB Peter Hunter (Balgownie) 
Arthur Druery (Corrimal) 

RH Tom Gerling (Woonona) 
Albert "Poker" Creighton 

CH (Coledale) 


John E.Davison 
Tom Whittaker 
Cecil Poynton 
James Hamilton 


Charles W.Spencer 


Tommy Green (Coledale) 


James "Judy" Masters (c ) 
CF (Balgownie, 


William Williams 


= CH 
LH N.Cheney (Corrimal) Leonard Graham 
OR J.Burns (Thirroul) James Walsh 
Pt 


IL J.McKay (Thirroul) John Elkes 
Tom "Titchy"” Thompson 

OL (Balgownie) Stanley Seymour 
Team Coach Team Coach John Lewis (England) 
Team Manager Team Manager 
Referee H.Reay 
Linesman 

inesman 

The Sydney Morning Herald, 8/6/1925, page 8 http://trove.nla.gov.au/ndp/del/article/16232377 
Illawarra Mercury, 12/6/1925, page 6 http://trove.nla.gov.au/ndp/del/article/138373325 
match report from the Referee, 10/6/1925, page 14 http://trove.nla.gov.au/ndp/del/article/127567479 


A regrettable incident marked the match at Wollongong on Saturday between the English team and Illawarra District. Whittaker, the English right, back, was seriously kicked, and had to be assisted from the ground. 
He will not play again for some time. 

Bode's Ground was in capital condition, 6000 people paid £450 at the gate, and | doubt whether the Englishmen have been seen to better advantage during the tour. Right from the kick-off they came down in a line, 
and inside a minute, from a lovely pass by Elkes, Simms slammed the ball into the net, without giving the goalie, Richardson, a glance at it. The home team was at sea, and high balls were kicked by the defence, 

in all directions. On the other hand, the Englishmen were keeping the ball on the ground and passing opponents as if they were standing still. They trapped high kicks, pushed the ball along the ground, dribbled swiftly, 
and shot without hesitation. 
Elkes, who is never keen about scoring goals, hit two into the net at lightning speed. The second he kicked caused roars of laughter. He took the ball in his long stride as it came across and literally flashed it into the 
net. It was the last word in first-timers. 
Seymour, who did not show up against New South Wales in the opening match, was in rare trim, and swung over some lovely centres. He headed a pretty goal and kicked another with a ball which flew past 
Richardson's left hand - and raised the roof. 

Williams then helped himself to a pair, and Simms made England's total eight. The interval was some minutes overdue when Whittaker received the injury referred to above. The local player concerned in the incident 
was spoken to by some of the visiting side. 
During the interval the crowd swarmed on to the field and surrounded the Englishmen, congratulating them upon their brilliant play. Whittaker was in great pain. Moses Atherton walked him up and down the touch-line; 
but when the game was resumed Whittaker was missing. 
England played four forwards. Walsh went right half and Spencer right back. The second half was robbed of a good deal of interest in consequence of England's forces being depleted. Masters, McKay, Thompson and 
Burns made a number of runs, but Davison was not beaten, and had no qualms. The best shot by the home forwards came from the foot of Thompson in the first half, when he drove in a swift, low drive, which Davison 
fisted out. Masters was right through when Davison ran out. Masters shot, but the goal had been covered by Davison, and the ball flew wide of the posts. McKay displayed clever footwork and feinted well towards the 
close. Had he played as well earlier on he would have been a big success. He showed a splendid idea of forward play when he gained confidence, and should be heard from later. Druery spoilt his work by the manner 
in which he tripped Walsh in the first half. Masters was dangerous now and then, but he did not seem to be distressing himself. "Saving himself for Monday," said his admirers in the crowd. The rest of the team played 
only as well as their opponents would allow them, and none enhanced his reputation. However, the real football their opponents played ought to benefit them. It should illustrate the folly of high kicking and wild work, 
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which get teams nowhere. 

At a dinner which followed the match. Mr. W.Cunningham, president of the Illawarra District Football Association, Mr. J. R.Hawke, secretary, and Mr. McAvoy, president of the Illawarra branch of the N.S.W. Rugby 
League, were decorated by Mr. Lewis with Football Association medals. 

ENGLAND. - J. Davison, T. Whittaker, C.Poynton, J.Hamilton, C.Spencer, L.Graham, J.Walsh, E.Simms, W.Williams, J.Elkes and S.Seymour. 

ILLAWARRA.- G.Richardson, P.Hunter, A.Druery,T.Gerling, A.Creighton, N.Cheney, J.Burns, T.Green, J.Masters, J.McKay, T. Thompson. 

Referee: H. Raey. 


There were problems in the change room prior to this match and they were covered by a report in the Referee, 17/6/1925, page 14 (http://trove.nia.gov.au/ndp/del/article/127574495) 

It was related exclusively in "The Arrow" on Friday that before the kick-off in the Illawarra v. England match at Wollongong on June 6, the local players held a meeting in the dressing room and successfully demanded 
payment before they turned out. 

For some time there has been friction between the N.S.W.F.A. and the Illawarra Association, because the latter body has refused to discontinue playing two men - J.Burns and R.Fitzpatrick - who live in Sydney. 

The N.S.W.F.A. holds that as the players above-mentioned live in Sydney they must play for metropolitan clubs, but this did not meet with the approval of the South Coast, and they notified the N.S.W.F.A. that they 
would continue to play Burns and Fizpatrick. 

On Saturday last the Illawarra people held a meeting, and at a motion (which J.Masters, the Australian captain, seconded) was unanimously carried in favour of the Illawarra Association withdrawing its affiliation with 
the N.S.W.F.A. 

Mr. J. R. Hawke, honorary secretary of the Illawarra District Football Association, has forwarded the following letter to 'The Referee" setting out the viewpoint of the local body. : 

The Illawarra (South Coast) Soccer Association has by unanimous vote withdrawn its affiliation from the N.S.W. Soccer Association. The reasons for this extreme step are: In 1923 the N.S.W. Council granted a 
charter to the South Coast Association to conduct football south of Waterfall. The same charter governs football to-day. In 1924 players resident in Sydney could play for South Coast teams, and they actually played 
in Gardiner Cup games under the control of N.S.W.S.F.A. 

Two players resident in Sydney - J.Burns and R.Fitzpatrick - joined up with Thirroul Club this year. After playing a number of games with that club, the Metropolitan Association disqualified them, and the N.S.W.S.F.A. 
executive endorsed the disqualification. The Illawarra Association continued to play both players, and made an appeal to N.S.W. Council. The council, being almost wholly composed of metropolitan officials, upheld 
the disqualifications. Judy Masters and Thompson being required to play against the Englishmen, it would not have been good policy to disqualify the Illawarra Association, so the N.S.W. Council decided to give all 
teams drawn against Illawarra teams in the Gardiner Cup a forfeit. This quibbling had no effect on the Illawarra Association delegates, who promptly withdrew their applications. 

The treatment meted out to a player of Judy Masters’ ability also disgusted Illawarra men. Country players who arrived in Sydney on May 28 to train for the first game against the Englishmen, actually waited an hour 
and a half before any official came near them to take charge of training operations. On the King's Birthday, Masters received £1 for expenses to play before a £2242 gate. After the match he was kept waiting for his 
money so long that he had to hire a car to enable him to catch the 6.30 p.m. train home. The Illawarra Association will not enter the N.S.W.S.F.A. until some better system is working and the interest of the players 

is studied. 

The administration of the code throughout New South Wales appears to be in the hands of a clique in Sydney. Some leading officials are so busy writing for the Press that the game and those who play it are merely 
second considerations. 

Asked whether the South Coast were likely to play professional football in future, Mr. Hawke said he was of the opinion they would. 

These things are very much to be regretted. Soccer is winning fitting popularity in this country now, and of course, its problems will increase as popularity, grows. But the permanent progress of the game will be 
severely retarded if troubles of this sort arise, and no serious effort be made to heal them. Apparently the time has come when a round table conference between the representatives of all the Soccer centres should 
be held; if not now, then at the end of the season. The game is too good a British institution to be the centre of turmoil. The finest feelings of sportsmanship, should prevail, and if professionalism is to come, let it 
come in such a way that the professional element shall have no power in the control of the game, in either country or metropolis. 
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Date & Time Venue Weather Temperature Attendance 
8th. June 1925, 15.00 Royal Agricultural Ground, Moore Park, Sydney 32000 


New South Wales..1 v. England..4 


half time, New South Wales..1 v. England..1 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off No. Position Name (minute) 
START LIST 
George "Nick" Cartwright GK Henry "Harry" Hardy 
Charlie Leabeater RB Stanley Charlton 
Arthur Druery LB Cecil Poynton 
Joe Hannah 


RH 
LH 
R 


Leonard Graham 
Stan Bourke {e) Charles Hannaford 


Tom "Titchy" Thompson IL John Elkes (c ) 
Roy McNaughton x OL Stanley Seymour 


Team Coach John Lewis (England) 


Ce ce 
Referee W.A.Wright 

Linesman 
nooo 


RH 

pT OR 

Tommy Green IR Ernest Simms 
CF James "Judy" Masters (c CF Herbert G.Batten 
IL 


The Sydney Morning Herald, 9/6/1925, page 10 http://trove.nla.gov.au/ndp/del/article/16231890 
match report from the Referee, 10/6/1925, page 14 http://trove.nla.gov.au/ndp/del/article/127567477 


The 32,000 spectators who paid £2242 were not nearly so demonstrative as on Saturday when New South Wales lost by the odd goal of five. The fact that the Blues had less of the game this time did not depress 
anybody. They wanted thrills and did not get many. Now and then the home forwards excited them by fast rushes and long passes, but they usually proved abortive, for Poynton and Chariton were a pair of very sound 
backs. Masters had surprised Spencer in the first New South Wales match, but the English International centre half had his measure on Monday, and the Balgownie man spent an unprofitable afternoon. Graham had 
Bourke literally on a piece of string, and more often than not the Millwall crack acted as a sixth forward. The home forwards were outmatched. Spurway was the only half to really shine. Edwards sprawls his legs about 
too much at times, and cannot render his front line assistance when he is on the ground.. Some of his touches were good, and now and then he beat the English inside trio, but he did not play nearly so good a game 
as in the first match. 

Coolahan stopped Seymour on a number of occasions, but should attempt to keep the ball in play more often. Towards the close he played with his stockings over his boots. That is a spectacle a crowd gets ina 
junior country fixture. Druery is not a good left back and breaks the rules. Leabeater did much good work till he jumped at Seymour and came off second best, having to be assisted from the field. Cartwright again 
suffered through getting into a duel with a forward. Batten got through, and when it looked a simple matter for the goalie to scoop the ball away he was seen to grip his right wrist and writhe with pain. He only played 
for 20 minutes. An ambulance man bandaged the injured member and he was taken off the field by Mr. Langridge, the Australian trainer, for treatment. 

It was not a first-class exposition of the round ball code, and it is to be hoped the Australian selectors will find some better talent for, the first Test match in Brisbane on Saturday fortnight. Spurway, Edwards, Masters 
and McNaughton are the only men who played on Monday whom | would consider for the Test. Masters did not give Spencer much trouble at Wollougong or on Monday, but the Australian skipper is a nippy, 
dangerous pivot when he has anything like decent support. Green, his South Coast colleague, failed to provide him with openings, and when Cartwright was injured Masters lacked the services of Thompson, his other 
inside colleague. McNaughton scored a splendid goal, and cannot be written down a failure, seeing that he had no partner for more than half the game. 

His Excellency the Governor (Admiral Sir Dudley de Chair) was present at the match, and was introduced by the Hon. Hugh D.MclIntosh, M.L.C. His Excellency enjoyed the game very much, and told the Soccer 
officials that he hoped to see further games when the English team returned to New South Wales from Queensland. It is hoped that his Excellency the Governor - General (Lord Forster) will be able to attend the 
second Test on July 4 in Sydney. 
There were 32,000 spectators at the match, in spite of the fact that the Rugby League again staged an Interstate attracttion on the ground adjoining. The receipts in the 10 matches played to date total £9743, or rather 
more than half the amount the tour was estimated to cost. There are 13 more matches on the programme, including the five Tests, and, provided the Englishmen avoid further injuries and maintain their form, the 
Soccer code ought to come out on the right side of the ledger. 
The Show Ground again presented an animated spectacle when the teams came out. Elkes, the tall Tottenham forward, led the Englishmen, who have had a fresh captain in every match so far. Masters was the home 
skipper. Elkes played with the sun behind his men when he won the toss, but the opening exchanges were evenly contested. Graham, the International left half, robbed Bourke, and England got away because 
Spencer handled and was undetected. Coolahan kicked straight out to stop Seymour, and when the game was moving again Masters almost got through. When checked, he gave Thompson a nice pass, and, amid 
cheers, the little South Coast forward fired in a fast, low drive, which Hardy fielded on the ground and cleared. Thompson was a little too strong with a fine high cross, and, at the other end. Batten, the dreaded shot, 
was upset by Coolahan when Cartwright was looking anxious. The pace was fast and the exchanges very interesting. The Blues were swinging the ball about and several of the Englishmen were slipping in turning. 
Simms, Elkes and Batten then threaded their way through as they can, and it looked a guinea to a gooseberry on Batten scoring when Cartwright ran out and picked the ball off his toe. Instead of throwing the ball 

clear or scooping it away - there were no other Englishmen near at the time - he held on to it, and in the melee he received a hard kick, which put him out of action. This occurred 20 minutes from the start. Thompson 
took his place in goal, and McNaughton played a lone hand on the left wing. 

The game had hardly been re-started when Masters gave MCNAUGHTON a forward pass in front of goal. He was about 20 yards out. Shooting without hesitation he beat Hardy with a fast high ball, which entered the 
net wide of his left hand. Great cheering greeted the point, but England came down in a line, and a beautiful passing movement gave SEYMOUR a chance to cut in. He did so, and equalized with a fast grounder. 
Simms missed a good chance, and Batten lacked his usual devil near goal. Elkes struck a defender with one of his raking drives, and his appeal for hands went unheeded. Edwards received a knock, which made him 
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limp for a few minutes, and when he tripped Simms Batten sent the penalty kick wide of the posts. Thompson saved from Elkes, and the interval found the teams level - 1-1. 

It was dreary without a band to play during the respite, and when the game was resumed some spectators seemed irritable. "Play the game," they shouted to Batten and Simms as they fired wide of the posts. 

"Are you all out?" asked a loud-voice man on the hill. Coolahan kicked out when he scented danger, and the English attack could not settle. At last, Elkes went close with a long, low shot, and this seemed to tickle 
BATTEN, for 10 minutes after the re-start he fastened on to a rebound and banged through the moving ball. 

Druery tripped Hannaford, who was seeing much of the ball this half, and Hardy, a little later, amused with one of his gigantic punts well over the half- way line. It was the first time he had touched the ball this half, 
which was 16 minutes old. Masters accidentally kicked Spencer in the face, but the auburn-haired Newcastle United man was soon back on the field. Bourke sent over a lovely centre, and when this was cleared 
Leabeater was penalized for jumping at Seymour. In doing so the Sydney man hurt his knee and had to retire. 

Batten kicked an offside goal, and after Leabeater had resumed, SIMMS put England ahead. A defender had hung on to the ball and was dispossessed near goal by Elkes. He passed to Seymour, who sent over to 
Simms. Ten minutes before the close BATTEN let drive from 25 yards out, and rattled the rigging with a pile-driver. The ball went from his foot as if a Stokes mortar had propelled it. The game finished in a bad light. 
Just now 3 p.m. starts are necessary. Monday's match began a quarter of an hour later. The ground would be all the better for rolling before the second Test on July 4. 

ENGLAND. - Hardy; Charlton and Poynton; Hannah, Spencer and Graham; Hannaford, Simms, Batten, Elkes, and Seymour. 

NEW SOUTH WALES. - Cartwright; Leabeater and Druery; Coolahan, Edwards and Spurway; Bourke, Green, Masters, Thompson, and McNaughton. 

Referee, Mr. W.A.Wright (Sydney). 


Date & Time Venue Weather Temperature Attendance 
13th. June 1925, 15.15 Newcastle Showground, Newcastle, N.S.W. Heavy field with pools of water 15000 


Northern District..0 v. England..6 
half time, Northern District..0 v. England..4 


Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 


GK Robert Austin (Weston) GK John E.Davison 
A.Harris (Adamstown, RB Stanley Charlton 
LB 


Henry "Hen" Maunder 
Cecil Poynton 


(West Wallsend) 

Frank Coolahan (Wallsend) RH William Caesar 
Clarrie "Rocka" Coutts 
(West Wallsend) CH James Hamilton 


Peter Doyle (Adamstown) LH Leonard Graham 


| «| ~— OR __[S.Wells (Kurri Kurri) x [ OR [James Walsh 


Alex "Sandy" Cameron 
(Adamstown, IR Ernest Simms X, X 


Jack "Crabbey" McCroarey 


RB 
LB 
RH 
CH 
LH 
CF 
IL 
OL 


(Weston F 
N.Price (Kurri Kurri) IL William Williams 
Roy McNaughton (Cessnock) OL Charles Hannaford X, X ——— 
Team Coach John Lewis (England) 
Referee W.A.Wright 
Linesman 
The Sydney Morning Herald, 15/6/1925, page 8 http://trove.nla.gov.au/ndp/del/article/16230896 
Newcastle Morning Herald, 15/6/1925, page 3 http://trove.nla.gov.au/ndp/del/article/137839254 
match report from the Referee, 17/6/1925, page 14 http://trove.nla.gov.au/ndp/del/article/127574497 


Intense interest was manifested in the visit to Newcastle of the English Soccer team on Saturday, and exciting scenes were witnessed. A crowd of about 15,000 people got out of control, and the match proceeded 
under great difficulties. England won by 6-0, and were never extended by the Northern Districts team. 

Newcastle Show Ground is by no means an ideal spot upon which to stage a big match. The stand accommodation is meagre, and there are no slopes for spectators. No doubt bearing these drawbacks in mind, the 
local officials opened the gates before noon on Saturday, and three hours before the kick-off some seats in the grand stand were occupied. 

Thousands of people had arrived by 1 o'clock, and Newcastle resembled a back area in France when | left the Criterion Hotel, the English team's headquarters, for the scene of the match. 

"Well, they might have left us room to play in," said Bert Batten, the English captain, laughingly, as he stood up in the motor car and gazed upon the thousands who had swarmed on to the touch-lines and surrounded 
the goals. Sign-boards, roofs of stands, sheds and other raised structures had been seized upon as vantage points by intrepid spectators. Unfortunately, some of these collapsed during the progress of the match, and 
several persons were injured. Two were taken to the hospital for medical treatment. 

When all other positions had been occupied a number of enterprising persons clambered on to the press-table. Accommodation had been reserved in the grand stand for Press people, but it was seized a long time 
before the match began. There were no seats reserved for the English officials - Messrs. John Lewis and M.C.Frowde - and they, like myself, saw the match from chairs, which we balanced on the dressing-room 
verandah. 
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The weather was as uncertain as the accommodation. While thousands of enthusiasts were making their way out to Broadmeadow by train, tram and taxis, Coalopolis was bathed in brilliant sunshine, which helped 
to dry the sodden pitch, but couple of preliminary matches cut it up very much. While on this topic, | would advise officials in Brisbane and other places to think hard before deciding to stage two matches as "curtain- 
raisers" to the Tests. Unless carefully selected, the majority of early matches are unattractive; many bore the public stiff, and are less than doubtful attractions. All of them cut up the playing surface. 

Another matter Soccer officials should see to is the dress of referees. The Englishmen play in white shirts, and on Saturday, when England was right in front of goal Batten passed to Mr. W.A.Wright, the referee, who 
wore the white shirt of a hitherto blameless career with the whistle. Being a gentleman, this official declined to score, but for once he was the wrong Mr. Wright. 
W.Maunder, the clever West Wallsend pivot, found that he could not trust the leg he injured while playing against the Englishmen in Melbourne for an Australian XI., and at the last minute he decided to stand down. 
His place in the Northern Districts team was taken by J.McCroary, a club-mate of his. 
England made several changes owing to injuries, but all her 18 players are champions, and it would be a very difficult matter to name her best eleven. In place of Seymour, at outside-left Hannaford played, and the 
latter's place on the extreme right was filled by Walsh. 
H.Maunder led on the home side, and the Englishmen came out behind the Newcastle Pipe Band. The lower goal was almost a quagmire, and the other a muddy patch. They had been cut up during melees in the 
three hours' football which preceded the big match. The linesmen wore white. So did the referee, and so did the Englishmen. A stranger to Soccer condemned the tourists for being "mean enough to play 14 men." 
The Englishmen had dressed at their headquarters, the Criterion Hotel, and looked very spic and span. Davison wore his canary-coloured sweater and thick woollen gloves. On the other hand (no joke intended), 
Austin relied upon his bare hands. Harry Hardy - who, like Davison, is an international - was surprised at this, and said he had yet to meet a goalie who could catch a wet ball without the aid of gloves. But talking 
about goalkeepers, reminds one that Cartwright, Aitchison and other Sydney performers seldom try to do so. The English pair catch it as Bert Oldfield does a cricket ball, and punt it away over the half-way line. Our 
men stop the ball, and then collect it. 
Against the wind McCroary started the game, and a wag from West Wallsend said, "Anyhow, Joe's had the first kick of the match." He was on the ball again a second later, but Hamilton, the tall, powerful centre-half, 
who plays for the Crystal Palace, bobbed up and gave the ball to Ernie Simms. His ball control is marvellous - rain or shine - and he slid it past the backs instantaneously. BATTEN took it in his stride and banged it 
past Bob Austin with his left foot. He had scored the 60th goal of the tour for England. 

The game was only about a minute old; the crowd gasped and then cheered the movement, Six of the tourists then indulged in a pretty passing run, dodging puddles en route, as if they were opponents. The ball went 
into touch, and a bulge in the crowd had to be straightened out before the game could be restarted. As soon as it was, SIMMS secured, and cleverly converted a cross by Hannaford. 

A minute earlier Austin had cleared a nice hook into goal by Williams. Against Walsh, who had no room on the line, Doyle was playing a sound game, and when Cameron was moving on the home right wing an off- 
side decision checked him. Charlton stopped McNaughton upon whom the burly amateur, Caesar, was keeping a watchful eye. Austin again saved from Williams, and then Austin emerged from the mud as black as 
Chirgwin ever was. Davison, his vis-a-vis, would no doubt have been glad of a chair. He stood in a pool of cold water 100 yards away. Austin was much in the picture, and when he saw tricky little HANNAFORD cut in 
from the line he ran out, but the Clapton lad was too clever, and drove the ball into the net. 

Three goals up, the Whites did not slacken their efforts, and Walsh forced a corner. He had to clear the crowd back and run up to the ball through a lane of spectators; but his aim was so true that the ball fell on to 

the head of SIMMS, who nodded it through. 

The crowd, who had been hopeful of a Newcastle victory, cheered the tourists to the echo. McCroary came down in the penalty area, but Mr. Wright disregarded claims for a kick at Davison from the 12 yards mark. 
On the home left wing Peter Doyle stopped Walsh, but in doing so he measured his length in a sheet of water, and caused roars of laughter, Wells was upended 25 yards out of goal, but Coolahan sent wide. 

Herb BATTEN never wastes much time and almost as soon as the second half was started he had fired a low one past Austin, making himself top scorer of the tour with a tally of 16 goals. 

Walsh made many nice moves though his space was circumscribed by the crowd, and when Peter Doyle chased him into the bottom corner he could not stop, and a lady in the crowd was badly shaken. Doyle 
apologised, but was not to blame, of course. Wells missed and when the ball was again put past Austin the referee disallowed the point. A lad who was leaning against an upright had deflected, the ball into the net. 
Batten, as a matter of fact, rushed up and said the ball would have gone behind. 

The sixth goal was the best of the bunch. HANNAFORD tricked Coolahan and Maunder, and when the goalie ran out he lobbed it over his head into the unattended goal. Caesar flashed in a fierce drive to which Austin 
got his boot and Williams fired the rebound over the bar. Maunder's weak knee gave way six minutes before the close and he had tn retire. He and his brother, Bill, should pay a visit to Mr. Langridge, they are too 
good to be on the shelf. Just before the finish Wells went off injured, and then the end came. 

NORTHERN DISTRICTS :- R.Austin (Weston); A.Harris (Adamstown), H.Maunder (West Wallsend); F.Coolahan (Wallsend), C.Coutts (West Wallsend), P.Doyle (Adamstown); S.Wells (Kurri Kurri), A;Cameron 
(Adamstown), J.McCroary (Weston), E.Price (Kurri Kurri), A:McNaughton (Cessnock). 

ENGLAND :— J.E.Davison; S.Charlton, C.Poynton; W. Caesar, J.Hamilton, L.Graham; J.Walsh, E.Simms, H.G.Batten, W.Williams, C.Hannaford. 

Referee : Mr. W.A.Wright (Sydney). 

It would be unfair to say how the local team shaped against 11 men to whom mud-larking is nothing. Austin, Harris and Maunder, Coolahan, Coutts and Doyle all did well despite the six goals they gave away. Doyle 
revelled in the mud, but he and his comrades ought to have changed their clothes at the interval. None of the forwards stood out against their big powerful opponents. Hannaford was a wonderful winger. He was 
cramped all the time by the crowd; but he did some excellent things, and scored two great goals. Batten and Simms got their usual pair, and Walsh, with limited chances, proved he is a fine forward. 
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Date & Time Venue Weather Temperature Attendance 
17th. June 1925, 15.15 North Ipswich Recreation Reserve, Ipswich, 4000 


Ipswich & West Moreton..0 v. England..3 


half time, Ipswich & West Moreton..0 v. England..2 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off No. Position Name (minute) 
START LIST 
Les Halls GK Henry "Harry" Hardy 
J.Routledge RB Stanley Charlton 
A."Mick" Burns LB Charles W.Spencer 
Jack Williams RH William Caesar 


IL E.Rumble IL John Elkes 
Arthur Williams OL Stanley Seymour 


Team Coach John Lewis (England) 


ee 
Referee A.E.Hudson 

Linesman 
ooo 
The Brisbane Courier, 18/6/1925, page 15 http://trove.nla.gov.au/ndp/del/article/20935728 

match report from the Queensland Times, 18/6/1925, page 9 http://trove.nla.gov.au/ndp/del/article/122062876 

Something of the real beauties and delicate artistry of Soccer were revealed by the English "pros" against West Moreton on the North Ipswich reserve yesterday afternoon, and 4000 people left the ground after the 90 
minutes’ play, amazed at their superlative skill. The Englishmen revealed the charm of the round ball game, and led some to understand the magnetism which draws hundreds of thousands of people all over England 

to worship at its shrine. As Mr. Lewis said at the semi-official reception, tendered the team by the Mayor, at the North Ipswich workshops, in the morning, "It is the only real game of football" England won by three 

goals to nil, but it was easily discernible that they were out purely to educate the crowd, and not to score goals. England's record for the tour so far is as follows: Played 12, won 12, goals for 68, goals against 5. 

Batten tops the list of scorers, with 16, Simms comes next with 15, and Williams, after yesterday's coup, has also 15 to his credit, whilst the others are under six. 
Before 3 o'clock there were not more than 2000 people on the ground, but the train from Brisbane brought with it a few hundreds, and by the time the match commenced the crowd had been increased to over 4000. 
The gate of £280 is probably the biggest amount taken at a Soccer match in Ipswich, on a day other than a holiday. 
One or two changes were made in the published teams. England experimented with Len.Graham, playing him inside right to Walsh, in place Simms, and on the Ipswich side "Spokes" Pedley was unable to turn out, 
his understudy E. Rumble, of Bush Rats, taking his place. 
The climatic conditions were almost ideal; the rain, which had been threatening all the morning, happily held off, and grey clouds shut out the dazzling light of the sun, and the zephyr which blew straight down the 
field was to light materially to affect the flight of the ball. 
Ipswich, looking spick and span in jerseys of black and gold and black knickers, filed on to the field first amidst salvos of applause; the Englishmen, wearing cream shirts tucked into black knickers made an 
unostentatious entry to the ground, hopping over the fence near the entrance. As they jumped on to the ground the wonderful physique of the Englishmen was most marked, Caesar and Elkes especially attracting 
attention, and in comparison the Ipswichians looked almost frail. 

The teams lined up under Referee A. E. Hudson, of Brisbane, as follow:- 

England: H. Hardy; C. Spencer and S.Charlton; J.Hannah, J.Hamilton, and W.C.Caesar; F.Walsh, L.Graham, W.Williams, J.Elkes, and S.Seymour. 
Ipswich: L.Halls; J.Routledge and M. Burns; J.Williams, L.Warrell, and S.Teasdale; J.Edwards, W.McDowall, J.Potts, E.Rumble, and A.Williams. 
England won the toss, and defended the Woollen Mills goal. From the kick-off; they took the ball from Ipswich, and at once assumed command of the play. As they piloted the ball with the ease and skill of a child 
floating a boat, and slipped it from one to the other with superb accuracy, the crowd was amazed. Their wonderful footwork, their uncanny manipulation of the ball, their great headwork, and, above all, their smart team 
work, superseded anything seen in Ipswich before. The lpswichians were out-marshalled and out-played, they were swept off their feet, and for a while the Englishmen toyed with the ball at their will. 

The wizard Elkes had them absolutely bewildered with his marvellous footwork. Tall and strong, with a clumsy sort of run, the young Hotspur was the "brains of the English vanguard;" he engineered openings for his 
partners, and was always the prime mover in any action. Though watched by three Ipswichians, Elkes could do practically as he liked with the ball; he walked right through them. His footwork was superb, and time 
and again he tricked his way through three and four Ipswichians in a bunch. It was all so delicate, too - just a little flick of the foot, sufficient to divert it only a matter of inches. The ball just seemed to glide off his foot 
when he made a pass. The game was just 10 minutes old when the first goal came, and Elkes was the master mind. The movement was initiated on the left wing, where Seymour crossed prettily, Williams accepted, 
parted to Graham, who slipped the ball over to Elkes, and the giant forward, without any hesitation, but with a big sweeping movement of his right foot, crashed it into the top of the net. It was a brilliant goal. 

All this while, Ipswich had been suffering badly from nerves; their kicking was faulty, and the forwards, in dropping back to assist the defence, only got in their way; the team was disorganised. Play was mostly on 
Elkes' wing, but Graham and Walsh often got moving, and Teasdale, crude but persistent, did a lot in keeping them quiet. The crowd roared when Ipswich did eventually make a move, although it bore no fruit. 
McDowall was the instigator. He burst through and made a good opening for Edwards. The winger was hotly pursued down the wing by the big Caesar, and as he shot was sent tumbling on his head. Charlton cleared. 
As the game progressed, the Englishmen displayed their store of tricks; they were at once as education and an object lesson in the art of Soccer. Each man was a scientist and a master of his position, and the 
manner in which they weaved pretty patterns with the ball was wonderful. Cool as cucumbers, even when hotly pressed by the Ipswichians, they parted with the ball without hesitation, with just a flick of the toe, and 

at head work they were brilliant. It cannot be said that Williams greatly impressed at centre forward. He was always quick and ready to take advantage of any opportunities, but his allround work lacked the polish of 


Pt 
LH [TY 
a R 
CF Jack Potts CF William Williams 
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his confreres, and his shooting was not always accurate. Stanley Seymour, from whom people had been led to expect so much, was apparently looking after his limbs, for frankly he did not do much on the left wing, 
though given a goodly share of the ball by Elkes. He did not appear to overwork himself, but he displayed flashes of brilliance, and his centres were perfect. 

Graham. the English international half, who was playing at inside left, was another who contented himself with mere parlour play, but he was well watched by Sam Teasdale. 

Ipswich were very quick on the ball, and infused plenty of dash into their play, but their wild kick and rush methods availed nothing. Each man seemed to feel the occasion in- tensely, and, if anything, did not give of 
his best in consequence. In the first half, Potts did not see much of the ball, but he showed keen alertness when he smartly intercepted a back pass from Charlton to Spencer and got clean away. He beat Spencer in 
the race for goal, but his crowning shot flashed across the goal mouth. Shortly afterwards occurred an incident which made the crowd hoot. It appeared that Charlton, in defending Hardy, from McDowall, bumped the 
latter, who had not the ball. A free kick was given, but it was afterwards ascertained the goalie offended in carrying the ball. |pswich kept up the good work, and from a cross from the left Edwards netted. A shout of 
"goal" went up, but it was changed to one of disappointment when the referee points for a free kick. Edwards was offside. 

It needed about 10 minutes for half-time when England registered their second point. Williams accepted a pass from the right, cleverly beat the backs, and netted with a rising drive. Shortly afterwards, McDowall was 
injured and had to leave the field for a few minutes. There was no further scoring in the first session. 

After the change over, Ipswich brightened up, playing with more confidence, but this served to emphasise the wonderful constructive work of the English halves, especially that of Hamilton. While keeping a watchful 
eye on Potts, and the other inside men, he gave his forwards much support, and plied them with pretty passes. Caesar was always well up amongst the front rank and occasionally burst through on his own, but this 
big hefty amateur international, who was prone to use his weight in the good English style, did not create the impression that Hamilton did. Hannah worked well, but quietly. Throughout the match he did not do one 
really outstanding thing, but without him the faultless mechanism of the English side would have been upset, just as a clock minus a cogwheel. 

Now the Ipswich halves played well, but in an altogether different way; in fact, their vigorous tactics were in direct contrast to the methodical movements of the visitors. Teesdale, who was conspicuous with his light 
blue socks, was the best of the bunch. He was bumped often and had more than his share of work to do, but he was a big factor in keeping quiet the English right wing. "Fatty" Williams, on the opposite side, was 
also prominent, but his opponents were too clever and experienced for him. 

Charlton was a model full-back; he is fast and kicks very cleanly, and is particularly good at placing a ball. He is an adept at the game which made McCracken, then of Newcastle United, famous, of putting the 
opposing team offside, and once or twice when Edwards had a clear course down the wing, he ran up and put him offside. Spencer did not come so much in the limelight as did the young Exeter City man, but his 
play was very sound. 

Ipswich were less effective against this solid opposition than they would have been had they co-operated more. "Artee" Williams was absolutely starved after the change over, and his partner, Rumble, saw the ball 
only when he dropped back to assist the defence, but Potts, McDowall, and Edwards co-operated in some pretty, pentrative movements, which almost brought the downfall of the English goal on one occasion. It was 
after England gained a corner on the right. Walsh took the kick, which was cleared. McDowall fastened on to the leather, cleverly evaded Caesar and another man, and passed to Potts. With delightful precision, the 
centre passed out to Edwards, who made a diagonal course for goal. When pressed by Charlton, he shot, but Hardy, with cool judgment, picked up and cleared. 

An even nearer shave occurred a few minutes previously. Potts dashed past Hamilton and Charlton and raced for goal with Spencer in hot pursuit. He was bumped over near goal, but the ball went out to A.Williams, 
who centred sweetly. Hardy fell and diverted the ball, and Edwards, who had cut into the centre, was left with an open goal, but his shot went wide. It must be said that Edwards, McDowall, and Potts justified their 
selection in the Queensland team. They combined nicely at times, and some of Edwards’ centres were splendid. In Charlton, he was up against a man as fast as himself, Williams and Rumble were not given many 
opportunities on which to do themselves justice. 

Routledge played confidently from the beginning, and his kicking was sound, though without judgment. Burns appeared rather nervous and kicked wildly. Burns had a favourite habit of concentrating on the man and 
leaving the ball. 

Hardy gave a masterly display in the English goal, and deceived his opponents, when attacked, with clever feinting. When Potts gave to Rumble, who was unmarked about 12 yards from goal in the second half, he 
ran right out and completely upset the forward's calculations. Halls did some great things in the Ipswich goal, but the majority of the shots which he was called upon to save were directed straight at him. 

Williams scored England's third goal from a corner well placed by Walsh. 

On the resumption, Ipswich got away, and Spencer conceded a corner. This was nicely placed by Edwards. Hardy tipped the ball, and A.Williams secured, but his shot cannoned off the upright into play. It was the 
last exciting incident of a memorable match. 

The St. George medal for the best player on the English side was won by Elkes, while Wal. McDowall was adjudged the finest player on the Ipswich side. 
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Date & Time Venue Weather Temperature Attendance 
20th. June 1925, 15.15 Exhibition Ground, Brisbane, Queensland 15000 


Queensland..0 v. England..11 


half time, Queensland..0 v. England..6 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) 
START LIST 
Edward Owen John E.Davison 
A."Mick" Burns Stanley Charlton 
Edgar Rigby (c) Cecil Poynton 
Jack White William Caesar 


CH Albert E."Bert" Murray 


LH Charlie Stone 
J.E."Toddy" Edwards James Walsh 


A.K."Billy" Gibb Ernest Simms 
CF Jack Potts Herbert G.Batten 
Archie Nicholson John Elkes 
Jimmy Robertson Charles Hannaford (c ) 
Team Coach John Lewis (England) 


Team Manager 


J.Lang 


The Brisbane Courier, 22/6/1925, page 13 http://trove.nla.gov.au/ndp/del/article/20936709 
match report from the Queensland Times, 22/6/1925, page 8 http://trove.nla.gov.au/ndp/del/article/122056760 


The English Soccer team put up its highest score of the tour so far against Queensland on Saturday, winning by 11 goals to nil. It was a very one-sided affair. The visitors were out for goals, and, but for the brilliant 
display of Owen in the Queensland citadel, the score would have been much higher. Owen was kept under a continual barrage, and he stopped shots from all directions, some of his saves being particularly clever. 
After Friday's heavy rain, the Exhibition oval, on which the game was played, was in an unfit state for the match. Large pools of water were lying about, and the centre of the pitch was scarred with mud. On such a 
day, the Q.F.A. would have done wisely in cancelling the curtain raisers, for when the big game began the ground was in an awful state. On the treacherous turf it was difficult for the players to keep their footing. 

Had the day been fine, it is hard to say if the Queenslanders would have done any better, for their speed cannot be said to be a very weighty asset against the Englishmen, who combine pace with cleverness. 

As was only to be expected, the visitors were more at home on the greasy turf than their opponents. Nevertheless, their cleverness in manipulating the ball, and the manner in which they turned the adverse conditions 
into goals was truly astounding, and the vast crowd roared its appreciation. They, adopted the short passing tactics, just gentle taps with the inside of the foot, and halves and forwards moved like a machine. On the 
other hand, the Queenslanders had no understanding, and went in for long passing, with the result that when the ball touched the ground it did not roll, and the man for whom it was intended could not gather it. 

The Queenslanders were triers, and fought every minute of the game, but it was like novices pitting their meagre qualities against experts; they never looked like scoring. 

Undoubtedly the man of the match was Ted Owen, the Queensland custodian, who has had a meteoric rise to distinction during this, his first season, in Soccer in Queensland, with the Wynnum club. He was beaten 
on 11 occasions, though a man more experienced could not have fielded any of the balls which found their way into the net. For every shot which entered the goal he saved three from going in. In the first session, he 
played without gloves, but wisely put them on after the interval, and caught the ball remarkably cleanly, his clearances being confident and smart, without any fumbling. He pulled down high shots with ease and agility, 
and got down to carpet drives with equal capacity, whilst his powers of anticipation were most marked. Teddy was the idol of the crowd, and time after time was applauded for his smart work. 

W.McDowall, who did so well against the visitors in lpswich on Wednesday, was unable to play for Queensland, and Nicholson was brought in at inside-left, Gibb being transferred to inside-right. 

From the moment the ball was set in motion by Potts, the Queensland pivot, the Englishmen made the goal their objective, at the same time treating the crowd to a display of football such as they never deemed 
possible on such a day. It is significant that, within 15 minutes, they were three up. At the beginning, they played a lot on their right wing, though Ellis and Batten engineered some clever openings in the centre. 

Walsh, with Caesar playing him with passes, put over some sweet crosses, but he did not have matters quite all his own way. Stone, who was brought in in place of Sammy Teasdale, the Bundanba Rangers' star half, 
who, at the last minute, was unable to turn out, worried around and Rigby twice brilliantly pulled him up. Quick, and methodical, England kept up the pressure and the home citadel was in continuous danger. A goal 
seemed certain when Batten accepted a cross from Walsh, but a timely tackle by Rigby saved the situation. After a pretty solo piece of work by Murray, who beat Simms and Charlton, but who was unable to part 

with the ball to advantage, Simms was given possession. Before the marksman could get in his shot, however. Burns neatly robbed him and walked the ball past a bunch of Englishmen, and sent out to Edwards. 

It was a great piece of work, perhaps Burns' most brilliant effort of the match, and was loudly applauded. Play had been in progress just 12 minutes when the first goal came. Elkes made the opening, drawing three 
men and pushing the ball to Batten, who did the trick. 
On the resumption, England returned to the attack, and within intervals of five minutes, Simms twice netted. 

Showers of rain fell about this time, and made the already unpleasant condition worse. Rigby and Murray were defending gallantly for Queensland, and each showed individual flashes of brilliance. Murray, at centre 
half, was working like a Trojan. Throughout the 90 minutes, he never slackened. He smartly intercepted moves near goal, and occasionally burst through on his own with the ball at toe, often parting with it to advantage. 
Rigby, Queensland's gallant captain, was in top form. His tackling was deadly, his kicking very sound, and his placements grand. These two men, with Owen, were the mainstays of the defence. 

Despite the heroic efforts, however, the Queenslanders continued to be penned in their own half, while the visitors bombarded Owen in goal. Elkes, who created such a profound impression with his uncanny play in 
Ipswich on Wednesday, was doing nothing of outstanding merit, but cleverly drew the defence and made fine openings for Batten and Simms, Hannaford, who captained his side, did not often get going on the wing in 
this half. He beautifully rounded White and Burns, but he had a penchant for wandering into the centre and headed a beautiful goal from Walsh's centre. This was England's fourth point. 


1925.19 


Batten and Simms, England's prolific scorers, showed how goals can be got. Both crack shots, they would waste no time in getting their foot to the ball where opportunity allowed, and they were equally good at 
heading them in. Otherwise their play was not really remarkable, although it was, of course, excellent. The inside men, Elkes, Batten, and Simms, aided by the halves, weaved a net work about the home defence into 
which the Queenslanders got properly tangled. It was wonderful the way they managed the ball, turned on the greasy pitch, and slipped the leather from one to the other, but it was equally remarkable, too, the sure 
manner in which Walsh put over his centres. Sometimes he would let the ball roll to within a couple of inches of the touch line, give his knickers a little hitch, and send the ball sailing over the heads of the defenders to 
to Elkes. Simms got the fifth goal with an oblique shot which went in off the far upright. The game was then 35 minutes old, and a few minutes later Batten added the sixth, heading past Owen. from Walsh's centre. 

All the time the Queensland vanguard was unable to get moving. Charlton cleverly worked them off side, when a break-away would have resulted, and once Jack Potts was unable to gather a ball from the right, which 
went off the pitch like a shot, Caesar was giving the left wing no rope, but, once or twice Nicholson, who had been playing a grand defensive game, beat him, only to see his passes robbed by the opposition. Once, 
however, Queensland did get away, but were given off side when within shooting distance. England held the upper hand till the interval, when they led 6-0. 

England commenced the second half with great "pepp" and a big "Oh" greeted an express drive by Batten, which was not far off the mark, in the first minute of the play. Then Murray set Queensland moving. He neatly 
piloted the ball past three Englishmen, and parted nicely to Potts. Without waiting, the centre transferred to Nicholson, who gave Davison the first shot with which he had to deal. He cleared with great skill. From his 
kick, Walsh secured and crossed to Batten, whose header Owen saved. Hannaford came into the picture, and for the first time gave the crowd glimpses of what great things he can do. Receiving about 40 yards from 
goal, he made a bee line for the corner flag, then suddenly cut inwards. He was tackled by both White and Burns and another, but the clever little winger metaphorically ran rings round the three of them, and still 
retained possession, a feat which earned him rounds of applause. Edwards, Queensland's dashing right winger, had not seen much of the ball in the initial session, but was being given one or two passes now, and 
proved that he is capable of really great things. Once the ball was sent out to him, with Graham in close attendance, but with a clever flick of the right foot, he touched the ball round his opponent to an inside man. 

The effort bore no fruit, but it was one of several incidents which went to show that he is good. He, with Nicholson, shared the honours of being the pick of the Queensland front rank. Shortly after Hannaford's little 
episode, Queensland broke away, and instantly the English halves dropped. Edwards secured and rammed in a terrific "daisy cutter" which travelled straight for goal. Davison timed the ball beautifully, and as it came 
across he fell and punched it nearly to the half way line. It was the most spectacular save of the day. England replied with another goal from Batten, and Simms added the eighth. 

Caesar, who was often to be found amongst the forwards, and who was one of the most prominent halves on the English side, scored with a shot which Owen did not see until he picked the ball out of the net. 

Simms headed in the tenth goal from Walsh's corner. 
The eleventh was one of the prettiest worked goals of the lot. Caesar robbed Potts, and sent a long pass out to Walsh, who was unmarked. He cleverly controlled the ball, raced for the corner and squared beautifully, 
Batten netting with a first timer. 
Queensland kept to her guns, and retaliated smartly, but beyond a corner which was well taken by Robertson and headed away by Poynton, their efforts bore no fruit. The English backs were not severely tried, but the 
excellent kicking of Charlton, and his great tackling were noteworthy. 
Davison was not given any opportunities, beyond the one related, of displaying his prowess between the sticks, but he might have known something had Potts been able to get his foot to a ball. The young Queensland 
centre was not permitted to show what he can do, for the halves were constantly on the defence, and it was left to the inside forwards to drop back and get the ball. He made the most use of any passes which came 
his way, and was always ready to burst through when the time arose. He did once, but Davison got there first, and cleared. Gibb, at inside right, probably the most youthful player on the field, was engaged mostly in 
assisting the defence. Though Queensland was defeated by 11 goals to nil, it cannot be said that they were absolutely disgraced. 

The gate receipts amounted to £1060, and the attendance was estimated at 15,000. The teams were: 

England - J.E.Davison (Sheffield Wednesday); S.Charlton (Exeter City) and C.Poynton (Tottenham Hotspur); W.C.Caesar (Dulwich Hamlet); J.Hamilton (Crystal Palace) and L.Graham (Millwall); F.Walsh (Liverpool), 
E.Simms (Stockport County), H.G.Batten (Plymouth Argyle), J.Elkes (Tottenham Hotspur), and C.Hannaford (Clapton Orient). 

Queensland: E.Owen (Wynnum); A.Burns (Bush Rats) and E.Rigny (Latrobes); J.White (Pineapple Rovers), A.E.Murray (Latrobes), and C.Stone (Thistle); J.Edwards (Bush Rats), A.K.Gibb (Shafston Rovers), J.Potts 
(Bush Rats), Nicholson (Thistle), and J.Robertson (Thistle). 

Referee, Mr. J.Lang. 
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Date & Time Venue Weather Temperature Attendance 
24th. June 1925, Recreation Ground, Bundaberg, Queensland Fine 3000 


North Queensland..0 v. England..9 


half time, North Queensland..0 v. England..6 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off No. Position Name (minute) 
START LIST 
Joe Hamilton (Pineapple Rovers) GK John E.Davison 
Judd (Bundaberg) RB James Hamilton 
Lord (Bundaberg) LB Cecil Poynton 
Wilson (Bundaberg RH William Caesar 


Putman (Maryborough Cl Herbert G.Batten 8, X, X, X a a ee 
Peattie (Howard) 


FF 
IL William Williams 
Cox (Howard) OL Stanley Seymour 


Team Coach John Lewis (England) 


Team Manager Team Manager 


LB 
RH 

| 

[ 

pT OR [ 

id) 
IL 
OL 


Maryborough Chronicle, 25/6/1925, page 2 http://trove.nla.gov.au/ndp/del/article/153128248 

match report from The Brisbane Courier, 25/6/1925, page 15 http://trove.nla.gov.au/ndp/del/article/20937647 

The Soccer match between England and North Queensland was witnessed by 3000 spectators, who were greatly interested in the spectacular display of the visitors, who, while never exerting themselves, gave a great 
exhibition of the game. The gate receipts totalled £200. The teams were:- 

ENGLAND.- Davison; Hamilton and Poynton; Caesar, Spencer, and Hannah; Walsh, Simms, Batten, Williams and Seymour. 

NORTH QUEENSLAND - Hamilton (Townsville); Judd and Lord (Bundaberg); Wilson (Bundaberg), McIntosh (Maryborough); Aitkenhead (Bundaberg); Barrett and Allan (Bundaberg), Putman (Maryborough), Peattie, 
and Cox (Howard). 
The visitors had the home team nonplussed from the outset, and within three minutes of the opening Hannah goaled. Five minutes later Simms had a shot, but the ball struck the post, and rebounded into play for 
Batten to head through. England scored their third goal through Seymour centring for Batten to head into the net. A few minutes later Seymour shot at goal, for Simms to head in. A minute had scarcely elapsed 
before Seymour centred, and Batten scored. Two minutes later Simms again goaled. The scores at this stage were six to nil. Although the Englishmen continually shot for goal, the half-time scores were unaltered. 
Within 10 minutes after the interval they had placed three more goals to their credit. Simms scoring two, and Batten one. They then settled down to quiet play, demonstrating to their opponents and onlookers how the 
game should be played. Only on very rare occasions did a home player take the ball into the visitors’ territory. The Englishmen experienced no difficulty in clearing their line. Full time sounded, leaving the visitors 
winners by 9 goals to nil. Had they so desired they could have added as many goals again. 

The visitors were subsequently entertained at dinner by the Bundaberg Association, the president of which (Mr. A.T.Cornelius) presided, and proposed the health of the visitors which was supported by Mr. D.Weir, 
M.L.A., Alderman R.G.Curtis (Mayor), and J.B.Clarke (President of the Rugby League). 

Mr. J. Lewis responded, and subsequently presented the president (Mr. Cornelius), the secretary (Mr. J.Kendal), and the patron (Mr. W.G.Gibson) with a souvenir of the visit. 

This morning the visitors were motored to the Bingera Plantation, where they were entertained by Mr. and Mrs. Gibson. To-night they were the guests of the Catholic ladies at the Catholic ball. 


1925.21 


Date & Time Venue Weather Temperature Attendance 
29th. June 1925, Royal Agricultural Society Showground, Toowoomba, Fine 


Toowoomba..0 v. England..6 


half time, Toowoomba..0 v. England..3 


Goal Retired Substituted Goal Retired Substituted 
No. Position (minute) | Injured | Sent Off | (minute) No. Position Name (minute) | Injured | Sent Off | (minute) 


START LIST 


GK Henry "Harry" Hardy 
RB Charles W.Spencer 
LB Joe Hannah 

William Sage 


RH 
LH 
R 


J.W.Adams Leonard Graham 
W.Jenkins {e] Charles Hannaford x 
x 


RH 

pT OR 

D.Oliver IR John Elkes 
CF W.Kennedy CF Herbert G.Batten Xx, X 
IL 


P.Martin IL Stanley Seymour 
J.Lynam OL William Williams 
Team Coach John Lewis (England) 


is Sy 
Referee A.Styan 

Linesman 
nooo 
match report from The Brisbane Courier, 30/6/1925, page 13 http://trove.nla.gov.au/ndp/del/article/20938798 

Although Toowoomba has been recognised for a decade as one of the homes of Rugby football, the city to-day showed its appreciation of the visit of the English Soccer team by patronising in large numbers the match 
this afternoon, which was played on the Royal Agricultural Society's show grounds. The Toowoomba Traders' Association generously closed their business places from 3 o'clock, and thus helped to swell the 
attendance. The weather was beautifully fine. In the forenoon the visitors were tendered a civic reception at the Town Hall by the Mayor (Alderman J.D.Annand). Among those who supported the Mayor's welcome were 
Messrs. T.R.Roberts and E.J.Llewelyn, M.L.A., and C.Fortescue (president of the Toowoomba Rugby League). Mr. John Lewis responded on behalf of the visitors. 

On the Show Grounds a curtain-raiser was played between two minor grade teams, in which F.Higginson's team defeated P.Christopher's, team by 3 goals to nil. Orford kicked two goals. This was followed by the 
senior match at 2 p.m. The teams were:- 

England: Hardy; Spencer and Hannah; Sage, Hamilton and Graham; Hannaford, Elkes, Batten, Seymour, and Williams. 

Toowoomba: E.Langton; E.Hillocks and C.Fox; M.McEwan, E.McNab, and J.W.Adams; W.Jenkins, D.Oliver, W.Kennedy, P.Martin, and J.Lynam. 

Referee, Mr. A.Styan. 

England won the toss, and played from the northern end. They were soon attacking strongly, but Langton, the Toowoomba goal keeper, cleared well. Jenkins was applauded for a good rush up field. England, however, 
carried the play back, when Oliver (Toowoomba) was conspicuous. The home forwards were again on the move, and Kennedy, who was playing well, rushed up the field, but his kick went behind. The visitors, however, 
were doing most of the attacking, and kicked several behinds in quick succession, one hitting the top of the crossbar. On one occasion Toowoomba carried play to their opponents' half, and Kennedy, with a fine kick, 
beat Hardy, but the ball narrowly missed the goal. After two free kicks against England the visitors started a series of attacks, and after 25 minutes' play Seymour kicked the first goal. 

Shortly afterwards another English visit to the Toowoomba end resulted in Batten passing to Seymour, who notched, the visitors' second goal. 

The third goal came a little later, Hannaford beating Langton with a long drive. 

Seymour received a hard fall, and was forced to retire for a brief period. Towards the close of the half Toowoomba made one strong attack, but Martin kicked too wildly, the leather going over the bar. 

At half-time the scores were :- England.. 3 Goals. Toowoomba.. Nil. 

On the resumption the first thrill came when Langton stopped a hard shot from Seymour. Hannaford then essayed for goal, the ball going behind. Oliver (Toowoomba) gained applause for good play down the field, 
when he transferred to Jenkins. Hardy cleared, however, and shortly afterwards Hannaford passed to Batten, who kicked a brilliant goal. 

The visitors were on the attack again, and Batten scored with a fine shot. 

The Englishmen were bombarding the Toowoomba goal for some time, but the direction was faulty, several going behind. There was one thrill for Toowoomba as they cleared down field, but, with a good chance, Martin 
made a feeble attempt at goal. Then on three occasions the home custodian cleverly saved hard shots. The monotony was broken when the home forwards rushed down the field. Oliver's kick, however, was feeble, 
being easily stopped by Hardy. England transferred the play to the other end, and a number of shots were rained at goal. Jenkins, by clever footwork, took the ball away, and passed to Oliver, who kicked for goal, but 
Hardy cleared. Toowoomba were driven back, and Batten skimmed the bar. The Toowoomba team livened up, Jenkins and Oliver being prominent in a rush down the field. Eventually Seymour received and passed to 
Graham, who in turn transferred to Elkes. The Hotspur man kicked another fine goal. 

From the kick-off Toowoomba attacked, but Lynam's kick was stopped by Hardy. 

Full time sounded with the scores :- England .. 6 Goals. Toowoomba.. Nil. 


1925.22 


Date & Time Venue Weather Temperature Attendance 
8th. July 1925, Newcastle Sports Ground, Newcastle, N.S.W. Good 2500 


Newcastle..0 v. England..3 


half time, Newcastle..0 v. England..1 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off No. Position Name (minute) 
START LIST 
Phil. Jordan GK Henry "Harry" Hardy 
Arch. Harris RB Charles W.Spencer 
Arthur Lambert LB Joe Hannah 
Lawson Baile RH William Sage x 


LB 
RH 

P| OR [HJohns 
CF 
IL 


Pt 
[TY 
a 
Alex "Sandy" Cameron IR Ernest Simms 
William "Bill" Craig CF Herbert G.Batten x 
— z 


Les Brown William Williams 
OL Allan Dunne OL Stanley Seymour x 


Team Coach John Lewis (England) 


eT 
Referee T.Crawford 

Linesman Harvey 

The Sydney Morning Herald, 9/7/1925, page 15 http://trove.nla.gov.au/ndp/del/article/16230517 

match report from The Newcastle Morning Herald, 9/7/1925, page 8 http://trove.nla.gov.au/ndp/del/article/137829081 

The English Association football team and a Newcastle team met at Newcastle Sports Ground yesterday. There were about 2500 present, the gate being £257 11s. The Newcastle team was as originally selected, but 
England had to omit Charlton. This left them without a recognised back and two half-backs (Hannah and Seymour) were put back. The game was strenuously contested, but England's combination was too good for 
the local men, who, though putting up a vigorous game, were beaten by superior tactics. 

The teams were:- 

England: Goal, H.Hardy; backs, S.Spencer and J.Hannah; half-backs, W.Sage, J.Hamilton and L.Graham; forwards, J.Walsh, E.Simms, H.Batten, W.Williams, and S.Seymour. 

Newcastle: Goal, P.Jordan; backs, A.Harris and A.Lambert; half-backs, L.Bailey, C.Coutts, and P.Doyle; forwards, H.Johns, A.Cameron, W.Craig, L.Brown, and A.Dunne. 

Referee: Mr. T.Crawford. Linesmen: Messrs. Harvey and Nix. 

Doyle beat Walsh in the toss, and Batten kicked off for England. England were the first to attack, Williams' pass going to Seymour, only for Bailey to secure and send to Dunne. The ball was centred, and Hannah 
securing put back to Hardy. Craig rushed in, but Hardy swerved to outside, and Craig fell outside the goal line. The keeper's kick went to half-way, and Hamilton sent to Simms, to Walsh, who crossed to Batten, but 
the ball was sent over the bar. England again attacked, and Simms shot over, while Harris headed clear from Sage. The game had opened very fast, but the visitors' attack was the more concerted, while Newcastle 
were weak near goal or in the centre. From a right wing attack the ball was centred, but Craig slipped and Hannah cleared. Newcastle returned, and Brown put plenty of power behind a drive which was blocked by 
Hamilton, and a free kick brought relief to the English defenders. Then the English goal had an escape. The ball was sent high across. Spencer headed back to Hardy, who caught the ball as Craig and Cameron 
rushed in, and Hardy was glad to get the ball away, out of the ground. Then Graham had to clear a pass from Doyle, meant for Johns. This he did by hooking the ball over his head with his heel, which brought forth 
loud applause. England got the first goal when Batten took a back pass from Simms, and with a strong shot hit the back of the net over Jordan's out-stretched hand. England 1, Newcastle 0. 

England were now having the best of the game, and the ball was kept in the air, which enabled them to get it more frequently than Newcastle did. Williams received from Graham, but his shot went high over the bar. 
Newcastle attacked on the left, Dunne's cross being missed by Craig, who lost a fine scoring chance. Then Dunne sent in a good shot, but Hardy cleared. Newcastle now played good Soccer, and put on every ounce 
of speed, and the English team were busy defending, with Hannah and Graham clearing. Then Cameron sent a high shot over the bar, while Spencer headed clear from Brown. The interval score was England 1, 
Newcastle 0. 

Early in the second half, Sage intercepted a pass, and sent to the right. Doyle and Walsh took a couple of sommersaults, and the crowd hooted the Englishman for his ankle rap. England hotly bombarded the 
Newcastle goal, and the efforts of the inside forwards were necessary to clear Newcastle's lines. After some midfield play Coutts sent Newcastle to the attack, and shots by Craig, Brown, Dunne, Craig, and Bailey 
were blocked, while the referee spoke to Hardy for some offence. England increased their lead when a sudden break away resulted in Batten beating the backs. When his legs were pulled from under him by Lambert, 
the Englishman claimed a penalty, but the ball went to Seymour, who netted. England 2, Newcastle 0. 

Soon after a further English attack resulted in Walsh centring. Harris cleared, Hamilton returned, then Lambert cleared, but Sage secured, and with a great shot scored England's third goal. 

The light was fading, and Newcastle appeared to be tiring, and the end of the game arrived with the score England 3, Newcastle 0. 


1925.23 


Date & Time Venue Weather Temperature 
15th. July 1925, 14.30 Cessnock Sports Club, Cessnock, N.S.W. [| «5500, 
South Maitland..1 v. England..4 
half time, South Maitland..0 v. England..0 
Goal Retired Substituted Goal Retired Substituted 
Position Name (minute) | Injured (minute) E Position Name (minute) | Injured | Sent Off | (minute) 
START LIST 
Robert Austin GK Henry "Harry" Hardy 
George Williams (c ) RB Stanley Charlton 
Jim Farre X(og LB Joe Hannah 


LH 

CF Jack "Crabbey" McCroarey CF Herbert G.Batten 

IL Jack Mannion IL William Williams 
IL 


Roy McNaughton OL _ |Stanley Seymour 
Team Coach Team Coach John Lewis (England) 
Team Manager Team Manager 


Referee F.Harvey 
Linesman H.Hinchs 
Linesman B.Evans 


Robert Austin was shown as R.Austen. 
J.Mannion is also shown as J.Manion, which is the spelling used by the Weston Football Club (http:/;www.westonfc.com.au/index.php/people/legends) 


Pt 

[TY 

ere 
Cecil Williams OR Charles Hannaford 
Perce A. Lennard x IR John Elkes 

tT 


The Sydney Morning Herald, 16/7/1925, page 14 http://trove.nla.gov.au/ndp/del/article/16218109 
The Cessnock Eagle, 17/7/1925, page 3 http://trove.nla.gov.au/ndp/del/article/99368165 


match report from the Newcastle Morning Herald, 16/7/1925, page 6 http://trove.nla.gov.au/ndp/del/article/137839981 

There was a crowd of 4500 at Cessnock Show Ground, yesterday, to see the English Soccer team opposed by the selected South Maitland eleven. The gate takings were £403 8s 6d, and this is a record mid-week 
(holiday excepted) gate for the present tour. England were as selected, but J.Beddow was unavailable, and his place in the Maitland team was taken by E.Hodge. The playing area was not in good condition. The 
grass was long, and in places the sandy surface proved troublesome, with a tendancy to make the game slow. The South Maitlanders played a good game, and in the first half prevented the Englishmen from scoring, 
the local men having, if anything, the best of the exchanges. In the second half England proved their superiority, and soon secured a lead of three goals. Lennard then netted for South Maitland, but Elkes again netted 
for England. The closing stages of the game were tame, the Englishmen not exerting themselves, while South Maitland (many of their players had been working in the pit to mid-day) were tired, and England won 
without finally exerting themselves. 

The teams lined up as follows:- 

England. - H.Hardy (goal); C.Spencer and J.Hannah (backs); W.Caesar, W.Sage (capt.), and W.Graham (half- backs); C.Hannaford, J.Elkes, W.Batten, W.Williams, and S.Seymour (forwards). 

South Maitland. - R.Austin (goal), J.Farrey and G.Williams, capt. (backs), J.Liddle, E.Hodge, and J.Avis (half-backs), C.Williams, P.Lennard, P.McCroary, J.Manion, and A.McNaughton (forwards). 

Referee, F.Harvey. 
Sage beat Williams in the toss, and, to a low murmur from an expectant crowd, J.McCroary set play in motion. England attacked on the left. Graham passing to Seymour. Liddle beat the English winger, and sent to 
Lennard, who crossed to the left. Spencer cleared, but Hodge beat Batten for the ball, and sent to Manion. Caesar knocked Manion off the ball and cleared. South Maitland were awarded a free kick, Avis' pass being 
cleared by Hannah. Sage then put England on the attack. He sent to Williams, who sent to Seymour, but Liddle beat him for the ball, and sent up to C.Williams. Graham returned to Batten, but G.Williams headed 
clear. South Maitland next attacked on the left, McNaughton crossing. McCroary was slow at moving, and the centre cleared. Then McNaughton sent across a hard centre. Defenders and attackers missed the ball, 
which went to Lennard, who had a good chance, but shot direct at the goalkeeper, who cleared. At this stage of the game the locals were playing well, and the spectators were urging them on. They, however, were 
well held by the English half-backs, while behind them Spencer and Hannah were always ready to punt down the field. The Englishmen's play of putting the ball back from half to full back nearly brought disaster. 
Caesar sent back to Spencer, but McCroary anticipated the move, and Spencer had only time to head the ball, when McCroary was on him, Sage completing the clearance. England then hotly attacked. Austin 
cleared from Batten, and had to dive across the goal to get Elke's return. Next Caesar secured, and sent in a great long shot, which was sailing in, when Austin jumped, and, amidst loud applause, cleared. South 
Maitland hotly attacked England's goal. Liddle sent to Hodge, to C.Williams, to Lennard. Hannah appeared to trip Lennard, who fell, and brought Hannah with him. A mix-up on the ground took place. Hardy running 
out of goal, and picked the ball up, then punted down the field. The ball was returned by Farrey, and Avis securing, put to McNaughton, who sent to the centre. McCroary secured, and ran to the right, but his final shot 
went behind the far post. Half-time arrived without any score. 
Soon after the resumption Elkes sent to Williams, whose left foot drive left Austin helpless, and gave England their first goal. 

South Maitland broke away, and a long pass by Hodge was chased by McCroary. Hardy came out of goal, but missed the ball, and McCroary shot. The ball went very close, and many thought the ball had crossed 
England's line before Hardy cleared, but the referee ruled no goal. England returned to the attack, and were proving their methods were the best. The ball was swung about more. Seymour sent into go, and Farrey 
deflected the ball through his own goal. England thus leading 2-0. 

At it again, and Batten sent in a long shot, which Austin brilliantly cleared. A further attack resulted in the ball being crossed from England's left, and Caesar, rushing up, drove it into the net. 
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England's lead was reduced when McNaughton sent across a high centre. Hardy ran out, but missed the ball, and Lennard shot into the net. South Maitland's goal was loudly applauded, and was scored as the player 
was falling. 

England made her score four when Seymour crossed to Elkes, who was unmarked. The tall inside man took his time, and then sent into the net. 

South Maitland made a strong incursion into England's territory, Avis sending to McCroary, to Manion, back to McCroary. The latter player collided with Hannah, and McCrory rose limping. The remainder of the play 
was tame, and the end of the game came suddenly, with Elkes walking off the field with the ball. The result being:- England 4, South Maitland 1. 

The early game was a schools' match, Reds winning 1-0. The younger element showed fine Soccer, and controlled the ball well. This was the first Soccer game played on the ground. 

A temporary wire rope fence had been erected to prevent encroachment, and the crowd kept outside, and gave an uninterrupted view to everyone. 


Date & Time Venue Weather Temperature Attendance 
21st. July 1925, Cumberland Oval, Parramatta, Sydney, N.S.W. 3000 


Granville District..1 v. England..6 
half time, Granville District..0 v. England..2 


Goal Retired Substituted Goal Retired Substituted 
START LIST 
GK Edward Atchison Henry "Harry" Hardy 
RB Edgar Rigby Joe Hannah 


LB William "Billy" Mace Stanley Charlton 


RH Norman Hill William Caesar 
CH Alf Edwards (c) 


James Hamilton 


Ernest Simms 
Herbert G.Batten 


IR Stan Bourke 
CF Jim Davis 
IL Edward "Jazzer" Waldon John Elkes 


OL William Williams (¢) 
Team Manager Team Manager 


The Sydney Morning Herald, 22/7/1925, page 14 http://trove.nla.gov.au/ndp/del/article/16220346 

match report from The Cumberland Argus, 24/7/1925, page 1 and 3 http://trove.nla.gov.au/ndp/del/article/103755875 

"Come on, Magpies! You've got 'em wet!" 

This cry was heard more than once during the first half of the match between the Englishmen and the Magpies at Cumberland Oval on Tuesday afternoon. 

Those who hadn't seen the Englishmen in action before were prolably disappointed by their display in the first forty-five minutes. Certainly, the visitors had established a lead of two to nil; but the Magpies had presented 
a stubborn resistance, and had frequently foiled their famous opponents. 
Apparently unable to conceive that the Englishmen were holding anything in reserve, some of the critics around the ground attributed the closeness of the game to the fact that the visitors were at last confronted by a 
team that had learned the art of combination. 
Even in the early stages of the second half, the Englishmen, though superior, did very little to enhance the reputation they had won since landing in Australia. 

But a change came over the scene when Winter opened the score for the Magpies. The Englishmen settled down to it, and gave a brilliant exhibition of scientific football. Incidentally, they added four more goals to 
their tally. Then they slackened up again. 
The Magpies were far better in defence than in attack. The forwards lacked cohesion, and frequently infringed the off-side law. Another mistake that militated against the local front division was tendency to rely on 
individual effort to beat an opposing defender. On more than one occasion, Bourke penalised his side by trying to beat Graham single-handed, instead of passing inside to Winter, or crossing to the centre. 
Edwards played a capital game in the centre of the intermediary line, and was supported better by Hele than by Hill, who was handicapped by an injury received early in the game. Mace and Rigby gave a good 
account of themselves, though their kicking was less accurate than that of Hannah and Charlton. Though beaten six times, Atchison effected some good saves, and maintained his reputation as a goalie. 

The Englishmen were the first to take the field. A deafening cheer from hundreds of juvenile throats greeted the Magpies. Williams led the visitors, the home team being captained by Edwards. 

England: J.Davison; J.Hannah, S.Charlton; W.Caesar, J.Hamilton, L.Graham; J.Walsh, E.Simms, H.G.Batten, J.Elkes. W.Williams. 

Magpies: E.Atchison, E.Rigby, W.Mace; N.Hill, A.Edwards, J.Hele; S.Bourke, H.Winter, J.Davis, E.Waldon, H.Flynn. 

Mr. C.R.Brown had charge of the game. 
England invaded Granville's territory from the kick-off, but Rigby got the ball away to midfield. A cheer went up as Flynn raced along the line, but his attempt at goal was very weak. After a spell of up and down play, 
the visitors threatened the goal, but Edwards relieved the pressure by cleverly intercepting a pass from Elkes to Batten. Sims got possession on the right wing, and sent in a beautiful shot; but Atchison had no difficulty 
in saving. Walsh got away on the wing, and crossed accurately, Mace conceding a corner. 

The Magpies were having their share of the attack, but were inclined to kick the ball too far ahead, giving the English backs a free kick. 

The local halves tackled well, and showed good judgment in anticipating some of the visitors' moves. 

Hele checked Walsh, and initiated an attack on the left wing. Flynn swung the leather across to Winter, who sent it on to Bourke. Racing past Charlton, Bourke tested Davison with a good shot. 


LH Jack Hele Leonard Graham 
OR Harold Winter x James Walsh 
Te 


inesman 
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Drawing the defence, Elkes transferred to Batten, and the English pivot looked like getting through, but was stopped by Rigby at the critical moment. 

Hamilton broke up another attack by Davis and Co., and sent Walsh off again. The winger transferred to Sims, whose first-time shot was deflected behind by Edwards. Clever play by Elkes and Williams took them to 
the danger zone, but Hele intercepted the cross from the winger. Walsh returned the sphere to the centre, and Elkes drove at the goal, Atchison effecting a good save at the expense of a corner. 

Twice within the next few minutes the Magpies lost good chances by getting off-side. When Hannah mis-kicked, and let the forwards through, a goal seemed likely, but Davison blocked Waldon's low drive. At the other 
end, Elkes missed an open goal, after Williams had tricked Hill, and crossed to the centre. Graham ran up and tried a shot, which went over the bar. 

lynn slipped past the burly Caesar, but again kicked too far ahead. 

A minute or so later, Batten snapped up a pass from Graham, ran through the defence, and opened the score for England. 

The Magpies responded, and bore down on the goal, but Waldon's shot failed to beat Davison. 

it was not long before England had the ball in the net again, Sims scoring from a perfect centre by Williams. 

Just before half-time, Waldon broke through, but failed to finalise. 
On resuming, Winter and Bourke launched an attack on the right wing, but Charlton frustrated the move. In a tussle with Waldon and Flynn on the other wing, Caesar showed remarkable headwork. Graham secured, 
and tested Atchison with a beautiful shot. Edwards made another opening for his forwards, but Bourke once again failed to get past. Graham. 

Then the Englishmen, combining nicely, swept down on the goal, but Rigby stepped in, and cleared at the critical moment. Waldon raced away on the left and crossed to Bourke, who sent in a stiff shot. Davison 
saved, but Winter secured and slammed the leather into the net. 
it was then that the Englishmen settled down to it. Within a couple of minutes they had increased their lead. Walsh tricked Hill, raced along the line, and swung the ball across to Willlams, who tried a long shot. 
Atchison punched the ball skywards. Sims, when it dropped, headed into the net. 

The Englishmen were playing now with splendid combination, and frequently their team work completely baffled the local defence. The visitors' fourth goal was the result of a free kick for an infringement by Edwards. 
Elkes took the kick, and again Sims headed in. No. 5 soon followed. Batten received the sphere in the centre, and ran in close before driving into the net. 

Magpies were now defending hard, but they could not check the brilliant movements of the English forwards and halves. The ball travelled from one to another with deadly precision. In the middle of a short-passing 
bout, Graham suddenly swung the leather right across to Walsh, who, for the moment, had been left unguarded. Elkes gave a dazzling exhibition of footwork when he waltzed round three opponents with the ball at his 
toe. The trio tackled him collectively, but failed to dispossess him. The tall inside left then tapped the ball back to Graham - and off they went again. Batten and Sims baffled the defence, and the centre-forward scored 
again. 

With six goals up, the visitors slackened the pace, but still continued to monopolise the play. Davis and Co. could make very little headway against Graham, Hamilton, and Caesar. 

Though outclassed, the locals battled away, and once or twice they went near to scoring. Davis spoiled one chance by handling at the critical moment. And the forwards were still displaying the offside tendency. 

Sims wound up another English attack by hitting the post with a stiff shot. The ball went back to Batten, who missed what seemed a certain goal. 

Toward the finish, Graham miskicked, and let Bourke through. But Hannah cleared from the centre. Edwards secured and tried a low drive, but Davison was equal to the occasion. The final whistle found the 
Englishmen still leading by six to one. 

Though beaten, the Magpies were by no means disgraced. 

It seems more than likely that the Englishmen will return with the record of having won every match of the tour. 
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Date & Time Venue Weather Temperature Attendance 
1st. August 1925, 15.45 Fremantle Oval, Fremantle, Western Australia 5000 


Western Australia..1 v. England..5 


half time, Western Australia..0 v. England..4 


Goal Retired Substituted Goal Retired Substituted 
No. Position Name (minute) | Injured | Sent Off No. Position Name (minute) 
START LIST 
A.Kirk GK Henry "Harry" Hardy 
Richard "Dick" Utting RB Joe Hannah 
Sydney Hinton LB Stanley Charlton 
Harold N.Boys R James Hamilton 


H 
Tom Finlayson CH Charles W.Spencer 
J 


LH___|Leonard Graham 
B.Chadwick OR James Walsh 


Ben Newell IL John Elkes (c ) 
Walter Gardner x OL William Williams 


Team Coach John Lewis (England) 


Oe eT 
Referee E.Tomkinson 

Linesman R.H.Macey 

an ao 
match report from the Sunday Times, 2/8/1925, page 1S http://trove.nla.gov.au/ndp/del/article/58223391 

A crowd of well over 5000 people, which included His Excellency the Governor, Sir William Campion, and suite, saw an excellent exposition of soccer at Fremantle Oval yesterday afternoon. England once again 

retired victorious, and their 5 to 1 margin brought their grand total of goals scored during the tour up to 134 for, whilst 21 only have been registered against them. 

Prior to the big game, two sides of schoolboys representative of Perth and Fremantle played a match, the Perth team winning very easily by 7 goals to nil, the scorers being Gotlieb (4), Oswald (2) and Same. 

W.A., headed by Warden, were the first to appear, to the accompaniment of cheering from the crowd, which was intensified greatly when Elkes led out the Englishmen. Elkes beat Warden with the coin, and elected 

to play with the sun at their backs. The teams lined up as follow:- 

England. - Hardy (goal), Hannah (right back), Charlton (left back), Hamilton (right half), Spencer (centre half), Grahamme (left half), Walsh (outside right), Simms (inside right), Batten (centre forward), Elkes (capt., 

inside left), Williams (outside left). 

West Australia.- Kirk (goal). Utting (right back), Hinton (left back), Boys (right half), Finlayson (centre half), Warden (capt., left half), Chad- wick (outside right), Gordon (inside right), Smart (centre forward), Newell 

(inside left), Gardner (outside left). 
Direct from the kick-off England attacked, Williams sprinted down the left, and his fine centre was fired over the bar by Simms. Keeping up the pressure England quickly took the lead, Batten beating Kirk all ends up 
from 20 yards range. 
On restarting W.A. took play to England's territory, where Gardner booted behind. Back came England and Hinton cleverly beat Simms when that player looked to be through. Following this W.A. brought Hardy into 
action and the visiting goalie indulged in some fancy work before clearing to Williams, who put in a good run, only to be stopped by Finlayson when he reached the danger zone. During the visitors' next attack Elkes 
tried a long shot which missed the target. Smart worked out a nice opening for Newall, but that player overstepped the ball and a good opportunity went begging. By pretty combined play the Englishmen took the 

game into the homesters' quarters, where Simms tested Kirk with a good shot. Elkes obtained possession of the goalie's clearance and forced a corner which Williams placed beautifully, for Simmons to head in 
without result. W.A. raised the siege but the movement was spoilt by Smart getting offside. England went further ahead, a lovely bit of combination ending in Simms netting after ten minutes' play. 

Resuming, Kirk was again called upon by Simms, who drove in a first-timer but the goalie was not to be caught napping. Gardner put in a fine effort and sent Newall through, but the W.A. man, failed to even test Hardy. 
Chadwick, was next prominent on the W.A. right, but his final effort went over the top. W.A. kept play in England's territory for some time without obtaining anything tangible. Gardner and Newall were playing splendidly 
on the home left and from one of their combined efforts Smart drove home a good one which Hardy fielded well. England returned to the attack and Elkes jazzed his way through a crowd of opponents. The movement 
was spoilt, however, by Williams getting offside. Finlayson cleverly stopped Simms and then Chadwick needlessly fouled Graham. Following the free kick Batten shot outside. Williams forced a corner off Finlayson, 
which proved abortive, then away to the other end went the locals, and Smart forced a corner off Hannah which Gardner dropped on top of the bar. England returned to the attack and Simms put Walsh through; from 
his splendid return Batten headed a third for his side. 

Restarting, W.A. put in some good work collectively and Charlton and Co. had to go all out to stop them. Back came England and Kirk brought off a good save from Walsh what time Batten measured his length in the 
net. Williams was pulled up for some reason not apparent after running clean through, and from England's next attack the same player, sent behind. Walsh did likewise soon after. Smart was working very hard at 
centre but Spencer did not give him much rope Andy Gordon appeared from nowhere and took the ball off Simms' toes when all seemed lost. Elkes ended the effort by firing, over the top. Walsh forced a cornet off 
Newall which he placed beautifully for Batten to nod through for England's fourth goal. 

Following good work by Newall, Smart shot over from a good position. Williams raced up the left at tremendous speed but his centre was a very poor one. Smart spoilt a W.A. attack by getting caught in England's 
offside trap. Chadwick was then put clean through by Smart but he hung on to the ball too long and Charlton, beat him for it and passed to Spencer, who tried to go through on his own, but was crowded out. Finlayson 
came to the rescue when Elkes looked all over a scorer. From his clearance W.A. got away on the right but Chadwick again failed to round Chariton. Fine defensive work was being served up by the sturdy Devonian. 
Gardner upset Spencer and that player both looked and spoke his indignation at not getting a free kick in consequence. During further English attacks Batten shot over twice in quick succession. Williams again put 

in a fast run up the left but Boyes robbed him before he became dangerous. Elkes next tried a long low shot, which only just missed. Nice play between Hamilton, Sims and Walsh resulted in Batten again testing Kirk 
with a lightning drive, which the goalie fielded splendidly. Half-time arrived with the score reading - England, 4 goals; W.A., nil. 


LB 
RH 
Pt 
[TY 
pT OR a 
CF Billy Smart CF Herbert G.Batten 
IL 
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Direct from the re-start England attacked, Finlayson robbed Batten and set his forwards in motion, Hannah nipped in and prevented Hardy being troubled, however. Offside against Newell spoilt the next W.A. attack. 
Then Elkes tried another step-dance, but Andy Gordon stopped him neatly. Smart just missed with a fine first-timer following good play by the Westerners. Williams forced a corner off Utting and placed it nicely. 
Simms, however, spoilt things by pushing Finlayson in the back. Pretty play by Warden initiated an attack by the locals, from which the home team almost scored. A.Gordon's final kick just missing the upright with 
Hardy beaten. Chadwick spoilt the next attack by offside. Charlton was working the one-back game very cleverly against the home forwards. Up to this time W.A. had had much the best of the exchanges, but still the 
long looked-for goal would not come. Walsh shot very weakly when well placed during England's next attack. Hinton brought off a good tackle against Batten and Gardner sprinted up the home left only to centre 
behind. Keeping up the pressure W.A. again almost scored, Chadwick shooting outside from close in. Then Andy Gordon gave Hardy a warm handful, which the goalie effectively dealt with. The local side were doing 
splendidly hereabouts; they showed good judgment by keeping the ball well in the air, with the result that their opponents were troubled by the sun. W.A. then obtained a brace of corners which proved abortive. Back 
came England, Finlayson and Hinton crowded Williams out when the ex-schoolboy international tried a solo effort. Back went W.A., and Hardy saved twice from Gordon, and neat shot from Newall in quick succession, 
following which Batten terminated an English attack by driving over the bar. A nice triangular movement between Elkes, Williams and Graham placed the home goal in danger, but Utting came to the rescue with a 
good clearance. W.A. forwards were falling far too often into Charlton's offside traps hereabouts. Simms was allowed to go ahead from an offside position, but Batten sent his centre over the top. Elkes step-danced 
around several defenders, but Walsh spoilt the move by getting offside. Chadwick, with plenty of time, might have run in instead of shooting ever from long range - he was having an off day. Simms dashed through the 
middle, but Kirk came out and took the ball off his toes. Good save that, Kirk. Finlayson came into collision with Elkes and had to retire for repairs. Boys then beat Williams nicely, and W.A. attacked. Gardner failed 
with only Hardy to beat. Smart next drove in a beauty, which only just missed. The same player headed a fine middle from Gardner outside immediately afterwards; Elkes barged his way through a crowd of defenders 
and gave Kirk no earthly with a peach of a drive. 

Direct from the restart W.A. after a pretty combined movement, gave the spectators something to roar about, Gardner completely beating Hardy with a slashing daisy-cutter. 

Following a brief English attack. Gardner again took play to the other end, but failed to get in a centre. From the next English attack Simms passed back to Batten, who netted, the referee quite rightly penalised 

Simms for pushing Hinton prior to Batten obtaining possession. Graham then tried a long shot, which Kirk caught and cleared. Simms made a miserable attempt from close in. W.A. again raised the siege and Smart 
drove over from long range. The end arrived soon afterwards with the scores - England, 5 goals; W.A., 1 goal. The gate was approximately £420. 
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Date & Time Venue Weather Temperature Attendance 
3rd. August 1925, Subiaco Oval, Perth, Western Australia 2000 


Western Australia..1 v. England..5 
half time, Western Australia..1 v. England..0 


Goal Retired Substituted Goal Retired Substituted 
Position (minute) | Injured | Sent Off | (minute) No. Position (minute) 
START LIST 
A.Kirk GK John E.Davison 
Ernie Nicholls RB Joe Hannah 
Sydney Hinton LB Stanley Charlton 


Harold N.Boys R James Hamilton 


Jack Warden (c ) C Charles W.Spencer 
L 


Eric Wilderspin {e) James Walsh x 


Andy Gordon x 


HH 
H 
R 

IR 


William Williams 


Billy Smart CF Herbert G.Batten (c ) 
Ben Newell IL John Elkes 


OL 
Team Coach John Lewis (England) 

Team Manager Team Manager 

Referee F.Firmiston 

Linesman 


match report from The West Australian, 4/8/1925, page 8 http://trove.nla.gov.au/ndp/del/article/31872423 

The Englishmen finished up their unbeaten tour yesterday afternoon by defeating Western Australia 5 - 1. The scores were the same as on Saturday; the game was entirely different. The local men played bright, keen 
football, the visitors were all out, and a fast exciting match resulted. At half-time Western Australia led 1-0. Then the Englishmen, who are in perfect training came with a wet sheet, and scored five goals in succession, 
the home side, who were tiring towards the finish, finding the pace a bit too hot. The game was remarkable for the amount of head work introduced, the Englishmen being amazingly clever in this respect, and of course, 
very deft with their feet. The crowd of 2,000 present on the Subiaco Oval were delighted with the home side's effort, local football appearing in a very favourable light. Each side introduced two fresh players, Davison 
keeping goal for England, and Seymour, the crack left wing, displacing a good man in Simms. E.Nicholls took the place of Utting, who hurt his hand on Saturday, and Wilderspin was outside right in place of Chadwick. 
Warden played centre half, and the local changes worked out very well. The gate was £153. 

The teams were:- 

England. - Goal, Davison; right back, Hannah; left back, Charlton; left half, Graham; centre half, Spencer; right half, Hamilton; outside right, Walsh; inside right, Williams; centre, Batten (captain); inside left, Elkes; 
outside left, Seymour. 

Western Australia.— Goal, Kirk; right back, E.Nicholls; left back, Hinton; right half, Boyes; centre half, Warden (captain); left half, Finlayson; outside right, Wilderspin; inside right, A.Gordon; centre, Smart; 

inside left, Newall; outside left, Gardner; 

referee, F.Firmiston. 

Batten won the toss from Warden, and kicked eastwards. The Englishmen quickly took up the attack, but though they buzzed round the home goal like hornets they could not penetrate the defence, backs, halves, 
and goalkeeper working desperately in repelling the attack. Occasionally the home forwards broke away, but it was not till late in the first half that the Western Australians swooped down the field in convincing style. 
Andy Gordon shot hard for goal. Davison with difficulty saved, and Gordon, catching the rebound, drove home a fine goal amidst wild cheering. 

The Englishmen tried hard to equalise before half-time, but the backs fought hard, Kirk made some fine saves, and the home forwards also had a look in at times. 

In the second half the Englishmen were fully on their mettle and quickly rushed down on the home goal, Seymour passing to Batten, who deftly scored, equalising. 

A little later Graham worked up a fast run on the left wing centre across the goal, and Walsh cleverly headed through with inches only to spare between his head and the post. 

The third goal came from the foot of that wonderfully clean goalkicker Batten, who has piled up a big record for the tour. 

Later Seymour, with a lightning shot which struck the bar, and as it came down Batten put it through. 

At times the Western Australian forwards attacked, and Davison had to clear. Kirk stopped a pearler from Batten, who, later, beat him with a beauty, the game ending:- England, 5 goals; Western Australia, 1 goal. 
Batten scored four goals and Walsh one for England, and Gordon got one for Western Australia. With hardly an exception the men in both teams played finely. Kirk was a good goalkeeper. 
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1927 


The 1927 AFK Bohemians were widely called the Czecho-Slovakian team by the media. 

The Bohemians' mascot is a kangaroo (the club nickname is Klokani - Kangaroos), the legacy of the 1927 tour of Australia. Following the tour, the club was awarded two live kangaroos, which they donated 
to the Prague Zoo. 

The spelling of the Bohemian team members is as supplied by Libor Koubek (sportovni sekretai of Bohemians 1905) 


Date & Time Venue Weather Temperature Attendance 
5th. May 1927, 16.00 Perth Oval, Perth, Western Australia 2000 


Western Australia..3 v. Bohemians (Czechoslovakia)..11 
half time, Western Australia..1 v. Bohemians..6 
Goal Retired Substituted Goal Substituted 
Position Name (minute) | Injured | Sent Off | (minute) i Position (minute) | Injured | Sent Off | (minute) 
START LIST 


A. Kirk Josef Sejbl 


GK i GK j 
RB Ernie Nicholls RB FrantiSek Krejéi 
SE oT DD 
[el (| | CY, 


| ——~«[_ ~~ RH___|[Andrew Gordon Frantisek Hoffmann 


CH Jock Warden (c ) x CH Vaclav Pinc (c) 
LH George MacKenzie LH Jaroslav PrusSek 
OR Harry Bubb OR Jan Wimmer 8, X, 
IR W.Dando IR Jan Knizek 52, X 
Ses eae ie a 
CF James Gordon CF Antonin Masat 32 
IL John Conduit IL Oldrich Havlin 48 
OL Ben Newell OL Frantisek Spic x 
Team Coach Team Coach 
Referee Kaye-Perrin 
Linesman M.Simon 
Linesman B.Hancock 


match report from The West Australian, 6/5/1927, page 15 http://trove.nla.gov.au/ndp/del/article/32027899 


The weather was unkind to soccer yesterday afternoon, when the first of the season's international matches was played at Perth Oval. Those who braved the conditions, however, were amply rewarded with as 
sparkling an exhibition of football as one could wish to see, even though the scintillation was somewhat one-sided. There was only a sparse attendance at the start of the match, but later it increased to about 2,000. 
Prior to the commencement of the game, Mr. Z.Prager, the manager of the Czechs, presented a beautiful pennant, in the national colours of the Republic, to J.\Warden, captain of Western Australia, who received it 
on behalf of the local association, to commemorate the opening match of the tour. 

Western Australia won the toss, and the teams lined up as follow:- 

Czecho-Slovakia. - Goal, Sejbl; backs, Krejci and Kaspar; halves; Hochmann, Pine and Prusek; forwards, Wimmer, Knizek, Masata, Havlin and Spic. 

Western Australia. - Goal, Kirk; backs, Nicholls and Eaton; halves, A.Gordon, Warden and McKenzie; forwards, Bubb, Dando, J.Gordon, Conduit and Newall. 

Referee, Mr. Kayi-Perrin; linesmen, Messrs. M.Simon and B.Hancock. 

The Czechs' war-cry rang out, and Masata kicked off. The initial movement was checked by Warden, who sent his forwards away. A real good movement was ended by J.Gordon heading behind. From the goal kick 
Wimmer obtained possession and raced away up the right to force a desultory corner. Warden again fed his forwards nicely, only to see Bubb shoot wide from a good position. Fine combination by the Czechs almost 
brought about the downfall of the W.A. goal, Andy Gordon dashing up in time to boot clear, with Kirk beaten. Back went the locals, only to see Newall this time shoot wide when well placed. Another object lesson in 
combination brought first blood to the Czechs after five minutes' play. Knizek gave Warden the slip, and sent out a perfect pass to Wimmer, who, picking the ball up in his stride, drew the local defence, and then 
transferred to Masata, who gave Kirk no chance with his shot. 

Returning to the attack direct from the kick-off, Havlin rattled the up-rights with a terrific drive, the rebound being tamely sent behind for a corner kick, which proved abortive. 

It was all the Czechs' hereabouts, and when play had been in progress exactly eight minutes, Wimmer obtained a second goal for them with a beautiful swerving shot, which beat Kirk all the way. 

The green and golds now put in a brisk attack, and Warden flashed a free kick from just outside the penalty area the wrong side of the upright - a good shot. Another display of delightful passing by the visitors again 
brought about the downfall of the locals, Wimmer again being the successful marksman, this time with a beautiful daisy-cutter. 

Bubb made a hash of a free to W.A., and then Wimmer spoilt a promising Czech movement by getting offside. Almost immediately the same player was whistled up wrongly for the same offence, when he looked to 
have the goal at his mercy. 
Jack Conduit raised the hopes of the local supporters when he broke through on his own. Sejbl advanced to meet him and was lucky to get his head in the way of the local lad's finishing effort. Back, went the Czechs, 
and Havlin drove in a beauty, which Kirk saved at the expense of a corner, which was cleared. W.A. forced a corner at the other end, which Bubb dropped under the cross-bar, only to see Sejbl fist it away. With six 
more minutes ticked off, the visitors went further ahead, and it was again their wonderful combination that got the local defence into a tangle. It was Masata who put the finishing touch to the movement. With the half 
just 30 minutes old, the same player was allowed to go on from an obvious offside position, to walk the ball into the net. 

Two minutes later he obtained another with a brilliant drive, and the Czechs now had a comfortable lead of six goals. 

Resuming, the local team put in a spell of attacking, and Sejbl had to be smart to save his charge on two occasions. He showed his quality soon after, when Jim Gordon gave him a pile-driver from close in to save. 
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Back at the other end Kirk did well to take the ball off Havlin's toes when all seemed lost. The locals broke through, and Pine handled about 25 yards out. Warden took the kick, and found the net with a splendid drive. 
The local team were having more of the play at this stage, and Newall raised the hopes of the spectators when he cleverly beat his man and ran on to send over a good centre, which Kaspar cleared with a hefty kick. 
Half-time arrived with the score reading, Czecho-Slovakia, 6 goals; W.A., 1. 

The visitors during this half had been far too clever and speedy for the State XI, whose attempts at passing were too slow and obvious altogether, while they did not finish with the same workmanlike manner as their 
opponents, who had scarcely wasted an opportunity near goal. The speed of tbe Czechs - they were yards faster than the local men - had nipped in the budd practically all the efforts of the Western Australians to 
indulge in combination. 

On resuming, the Czechs were soon in the locals' danger zone, and Knizek twice only just missed the target with lightning drives. They were rewarded after three minutes’ play by Havlin neatly placing the ball past 
Kirk for number seven. 

Direct from the re-start W.A. attacked, and J.Gordon rattled the cross-bar with a fine effort. Then the visiting goalie was penalised for carrying the ball, but nothing, came of the free-kick close in. Keeping up the 
pressure, a nice movement, in which all the forwards except Bubb took part, ended in J.Gordon scoring a second goal for the home team, inside five minutes' play. 

The Czechs went further ahead almost immediately, however. Wimmer made play on the right and Knizek fastened on to his centre and made no mistake. 

Following a free-kick at the other end, J.Gordon headed against the upright, with the goalie beaten. Nicholls dashed in and saved the situation twice in succession in the W.A. goal mouth. Then Wimmer, from away 
out on the right, tried a long shot, which got home. Kirk making his effort to save seconds too late. 

Then Newall had to retire to the touch-line for repairs, but he quickly resumed. 

Andy Gordon, who had been easily the best of the home halves, nipped in the bud a promising looking movement by the visitors. Havlin burst clean through the centre, and his express drive shook the upright. Then 
Dando came into the picture, and forced a corner, which Bubb placed badly. Down at the other end Kirk did well to save from Wimmer, but he was beaten soon after by Spic. 

Five minutes later the visitors went further ahead, Knizek walking the ball into the net, after making rings round the defence. 

Spic next fired over from close in, and repeated the shot almost immediately. W.A. got away again. Newall made play on the left, and sent to J.Gordon, whose return pass he fired wide. 

With five minutes only left for play a passing movement between Newall, J.Gordon and Conduit enabled the last-named to slam the ball past the visiting keeper - the best local move of the day. 

The end arrived soon after, with the Czechs still attacking, the final score being: - Czecho-Slovakia, 11 goals; Western Australia, 3. 

No further comment is necessary to emphasise the superiority of the visitors in every department of the game. Their clever team work was an education to all who witnessed the match. Several obvious changes are 
necessary in the local team for tomorow's game. Beyond a couple of bad mistakes, the referee did very well. 

The State selection committee has chosen the following to represent Western Australia in the match at Cottesloe Oval to-morrow: - Goal, A. Mann, Caledonians; backs. E.Nicholls, Claremont, and J.Mcintosh, 
Casuals; halves, A.Gordon, Casuals, H.Johnson, Caledonians, and G.McKenzie, Victoria Park; forwards, E.Wilderspin, Perth City, A.Gutherie, Caledonians, J.Gordon, Casuals, J.Conduit, Perth City, and B.Newall, 
Caledonians. Reserves: Gibson, Claremont, goal: Utting, Caledonians, back: Hayter, Perth City, half; Lamb, Guildford, and Daniels, North Perth, forwards. The Czech team has not yet been chosen, but several new 
men will play in this match. 
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Date & Time 


Venue Weather 


7th. May 1927, 15.30 


Go 


Position 


(minute) 


Cottesloe Oval, Cottesloe, Western Australia Wet 
Western Australia..4 v. Bohemians (Czechoslovakia)..6 
half time, Western Australia..2 v. Bohemians..3 
Substituted 
(minute) 


Retired 
Injured 


al 


Sent Off Position 


po GK A Marr 


Ernie Nicholls 


START LIST 


P| GK [Josef SejbI | 
RB FrantiSek Krejéi 


J.Mcintosh 


LB FrantiSek Kucera 


Andrew Gordon (c ) 


RH FrantiSek Hoffmann 


H.Johnson 


CH Jan Eisner 


RB 
LB 
RH 
CH 
LH 


George MacKenzie 


|| OR “Eric Wilderspin 


LH Jaroslav Prugek 


PT OR Jan Wimmer 
IR Jan Knizek 


CF Antonin MaSat 


IR A.Guthrie 
CF 
IL 


James Gordon 
[| _ ol __|Ben Newell 


John Conduit 
[Team Coach _—i| 


poem Geach —_| Manager 


CY et ee eee 
oa 
ee ee ee 
cor 


IL Vaclav Rubes 
| —s| = OLSs[FrantiSekSpic 


Referee 


Linesman 


Linesman 


The West Australian, 9/5/1927, page 11 

match report from the Sunday Times, 8/5/1927, page 4 
Once again the clerk o 
rain, a crowd of nearly 
The Czechs were the 


F.Major 


5000 was kept at a high pitch of excitement tl 
irs 


Team Manager Zdislav Prager 
R.S.Pepworth 
Kaye-Perrin 


http://trove.nla.gov.au/ndp/del/article/32028312 
http://trove.nla.qgov.au/ndp/del/article/58318607 


the weather was unkind to Soccer, a wet day being experienced yesterday. International matches between Czecho-Slovakia and Western Australia took place at Cottesloe Oval. In spite of the 


hroughout. 


to appear, and they were accorded a most enthusiastic welcome from the crowd as, carrying the flag of the Republic, they marched to the centre of the field, where they halted, and gave 


their, war cry. The Western Australian team appeared soon after. Led by Andy Gordon, who had been elected captain. The spectators gave the locals a rousing cheer of encouragement. Both teams and association 


officials lined up, and Mr. 
impatient at the delay, bu 
Czecho-Slovakia: Goal, S 


Prager, on behalf of the visitors, presented Mr. Bland, chairman of t 
were pacified when, eventually, the teams lined up as follows:- 
ejbl; backs, Krejci and Kucera; halves, Hochmann, Eisner, and Prusck; forwards, Wimmer, Knizek, Masata, Rubes, and Spic. 


he Soccer Council, with a most beautiful goblet made of the finest Bohemian cut glass. The crowd became somewhat 


Temperature Attendance 
5000 


Substituted 
(minute) 


W.A.: Goal, Marr; backs, Nicholls and McIntosh; halves, A.Gordon, Johnson, and McKenzie; 
Mr. R.S.Pepworth was referee, and the linesmen were Messrs. Kaye-Perrin and F.Major. 
Andy Gordon won the toss for W.A., and Mr. Prager kicked off. The local team were the first 


forwards, Wilderspin, Guthrie, J.Gordon, J.Conduit, and B. Newall. 


fo attack, but J.Gordon spoilt the movement by getting offside. Back went the Czechs, and Mcintosh cleared his lines well. 


Fine play by Johnson sen 


Wilderspin away on the right to force a corner, which was not impr 


oved upon. The W.A. men kept play for a while in the visitors' danger zone, without getting anything tangible. Then the 


Czechs took the lead after eight minutes’ play, Rubes beating Marr with a low drive, following 


McIntosh cleared the next raid by the visitors with a hefty kick, and 


a breakaway. 
he locals forced play to the other end where J.Conduit shot over. Some neat play by the home right wing again put the visitors' goal in danger. 


The movement ended with an unproductive corner. Away went the Czechs, and Knizek forced a corner off McIntosh, which was cleared with difficulty. Then the W.A. forwards got away in line, and the visitors were 


forced to concede another corner, which was placed behind. A nice 
Direct from the re-start the locals attacked and J.Conduit rattled the 
after Marr had cleared his lines. Then Newall broke away on the left 
they came again, and Marr did well to save a hefty drive from Knize! 
weak clearance by Kucera, and took a long shot at goal, which Sejb! 
This bit of luck acted like a tonic on the local lads, who swarmed to 


combined movement by the Czechs ended in Rubes again beating Marr from close in. 
crossbar with a peach of a drive, the rebound being cleared by Kuera. Down at the other end Mcintosh was forced to concede an abortive corner 


, but nothing came of it. The Czechs then treated the crowd to a nice combined movement, which Nicholls eventually put a stop to. Not to be denied, 


. A free kick to the Czechs looked dangerous, but McKenzie eventually cleared, and play was taken to the other end. Johnson fastened on to a 
completely misjudged, the ball coming to rest in the net. 
he attack, and Conduit obtained an equaliser from close in. 


Rain was now falling in torrents, but the pace still continued a corker. The Czechs soon regained the lead, Marr having no chance to save the final shot of Masata from a few yards out. 


Wilderspin raced up the right and centred nicely, but Krejci booted c' 
went begging. 
Both the W.A. backs were playing splendidly, time and again driving 
he did this time. Wimmer spoiled the next Czech attack by getting o' 
the other end went the Czechs, and Andy Gordon did good work for 
Czecho-Slovakia, 3 goals; W.A., 2 goals. 


lear. Keeping up the pressure, Jim Gordon beat his man and sent out to Newall. He failed to gather the return pass, however, and a good chance 


the visitors back. Krejci stopped the next move by W.A. by handling. Following the free Conduit gave the visiting goalie a long shot to clear, which 


ffside. Conduit and Gordon, between them, by neat football took play to the other end, where Gordon grazed the upright with a lovely shot. Back to 


the locals in defence. Just before half-time Spic got away on the left, but his shot (a good one) was a trifle wide. The scores at the interval were:- 


The Czechs increased their lead almost immediately on resuming. A bout of short-passing leaving Masata to beat Marr from six yards' range 


Then McKenzie cut out a nice opening for Conduit, whose final shot 


was off the target. Back went the visitors, and Eisner sent in a long shot. Marr caught the greasy ball, which slipped through his fingers into the net. 


He made amends soon after, however, with a brilliant save from Knizek. The home right wing took play to the other end, where Wilderspin lobbed over a perfect centre which Sejbl jumped out to and caught. He fell in 


doing so, and J.Gordon managed to hook the ball into the net out o 
From the re-start the Czechs set up a hot attack which Mcintosh ulti 


his hands. 
imately cleared. Then the Czechs tried several long range efforts, all of which were too high. Marr did will to clear the next attack, with Masata in 
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close attendance. He next came into prominence with a great save from Rubes. Good work by the home forwards took play to the other end, and Guthrie fired in a beautiful shot which Sejbl pushed round the post for 
an abortive corner. 

Down at the other end Marr tipped a beauty from Eisner over the bar for a corner - good work. Direct from clearing the flag kick. W.A. set up a persistent attack, during which the visiting goalie was fouled. Wimmer 
fastened on to the free-kick and transferred play to the other end. Masata sending his centre over the bar. The same player soon after took full advantage of his next chance with the local defence in a tangle. A nice 
bout of passing by the local forwards saw Newall rattle the side-net. Spic put in a great run down the left, and, veering in, gave Marr a lightning drive to hold, which the goalie did in great style. Another neat movement 
by the local forwards forced a corner, which Wilderspin placed splendidly for Newall to draw the defence and send in to J.Gordon, who again found the net. 

Play was quickly taken to the other end, and Marr again saved the situation with credit. Back went the locals, who were playing like trojans now, and the visitors were all out to save their lines. A nice bit of work 
between Gordon and Guthrie saw the latter fire a rasper over the top from a 20 yards' range. A bad miss by Kucera allowed Wilderspin to make ground on the right, but his centre was not improved upon. Kucera it 
was who recovered and booted clear. W.A. were having quite as much of the play now as their opponents, and the crowd roared their encouragement, but no further scoring took place, and the end arrived with the 
scores reading - Czecho-Slovakia - 6 goals. W.A.- 4. goals. 

The visitors do not seem to appreciate the heavy going, for they did not show the same cleverness as on Thursday. 


Date & Time Venue Weather Attendance 
11th. May 1927, 15.15 Jubilee Oval, Adelaide, South Australia ae ea eed 
South Australia..1 v. Bohemians (Czechoslovakia)..11 
half time, South Australia..1 v. Bohemians..3 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 


START LIST ‘other scorers not known, 


GK |C.Stratton GK ___|Josef Sejb/ 
RB A.Jamieson RB FrantiSek Krejéi 
LB W.Ramsay LB Antonin KaSpar 


RH D.Rennie RH FrantiSek Hoffmann 
CH James Gore (c 'H Vaclav Pinc (c 
R 


C 
LH C.Deacon L Jaroslav PrugSek 
OR W.Bell ie) Jan Wimmer 
IR P.Robertson Jan Knizek X, X, X 


H 

IR 

PT CFG Stirling, pT CF lAntoninMagat dT XK XT 
IL W. Taylor IL Vaclav Rubes Xx, 

a fexineman TO 
Team Trainer W.Smith Team Coach 
Tea Meg [rrr ra gar 
Flowers 


Linesman 
Linesman 


The Advertiser gives the South Australia scorer as J.Gore. 


The Advertiser, 12/5/1927, page 11 http://trove.nla.gov.au/ndp/del/article/7 3666671 

match report from The Register, 12/5/1927, page 10 http://trove.nla.gov.au/ndp/del/article/54270781 

The first international soccer match between the Czecho-Slovakian team and South Australia attracted a large and interested attendance at the Jubilee Oval on Wednesday afternoon. After a fairly even beginning the 
visitors proved superior, and ran out winners by 11 goals to 1. The teams were:- 

Czecho-Slovakia. - F.Segbl (goal); F.Krejci (right back), A.Kaspar, (left back), F.Hochmann (right half), W. Pinc (centre half), T.Prusch (left back), J.Winner (outside right), J.Kuizek (inside right), A.Mosata (centre 
forward), W.Rubes (inside left), J.Spic (outside left). 
South Australia.- C.Stratton (goal), A.Jamieson (right back), W.Ramsay (left back), D. Rennie (right half), J.Gore (centre half), C.Deacon (left half), W.Bell (outside right), P.Robertson (inside right), G.Stirling (centre 
forward), W.Taylor (inside left), G.Kinsman (outside left). 
South Australia won the toss, and Czecho kicked off. S.A. put in the first centre, and a pass from the right wing gave Stirling possession, and he shot just outside the posts. Czecho got through after the kick off, and 
it looked dangerous for S.A., when Gore relieved the pressure. The inside left for Czecho tried a shot, but the goalkeeper fisted it away. A pass through the left wing stopped in front of goal, and the centre forward 
(Masata) placed Czecho's first goal. 
A very good shot from S.A.'s outside right forced Czecho's goalkeeper to concede a corner. The ball was well placed, and headed away by their left back. Jamieson (right back) saved a dangerous position for S.A., 
and shortly afterwards Ramsay headed the ball from almost under the bar. Then the inside right (J.Kuizek) shot a goal. Hands against the inside right of Czecho' relieved what looked a likely goal for them. Accurate 
passing became a feature of the game at this stage. S.A.'s left wing (Kinsman) made a pass to the centre, but was beaten by Czechos' left back. Later Kinsman made a run, which brought out the goal-keeper, who 
cleared well. Robertson took a pass from his half-back, and had a magnificent shot which did not give the goal-keeper a chance, and registered South Australia's first goal. 


1927.4 


The local men played with great combination, and Bell, who was conspicuous, nearly succeeded with a clever wing shot. Then the ball was quickly transferred to the Czechos' end, and brilliant work by their forwards 
was frustrated in time by Stratton. Jamieson gave the first corner at that end, and a little later the inside left (Rubes) had a shot, which was mishandled by the goal-keeper and gave the visitors’ their third goal. 

Two wonderful saves by Segbl (goalkeeper) were witnessed after much up and down play, Kinsman bringing him out again. A fine shot by Robertson forced the goalkeeper to give a corner, by tipping it over the bar. 
The ball was nicely placed, and before any advantage had been won, the half-time whistle was blown. The scores were:- Czecho Slovakia, 3 goals. South Australia, 1, goal. 


The home forwards made a splendid effort upon the resumption of play, and Bell forced Segbl to fist out. This was repeated, but the goalkeeper, sent it out over the forwards’ heads and after a quick move the inside 
left (Rubes) kicked a brilliant goal. 


Shortly afterwards another fine run gave, the centre forward (Masala) an opportunity which he made the most of and scored Czechos' fifth goal. 

After a sustained attack by the visitors, a foul relieved the pressure, giving South Australia their first good chance since the interval. Kinsman took possession, but kicked past the post instead of towards the centre. 
Down at the Czecho end again, a shot from the inside right was well directed, and made contact with one of the defenders but got straight through. The local backs were battling extremely hard, but the forwards were 
unable to push home an advantage, owing to the superiority of the visiting backs. Following up a determined forward push, the inside left (Taylor) headed just past the front of the goal. The ball was quickly transferred 
to the other end, and the inside right (Knizek) took a pass from the left wing and goaled. 

Robertson put in a fine shot, which the goalkeeper tipped over the bar for a corner. A penalty, which was evidently for hands, gave Gore a chance, but Segbl was too good and saved. A free to South Australia went 
outside, and some back and forward play followed. Hands against Bell spoilt a fine chance of a wing run. At the other end Stratton stopped a hot shot from the centre forward at the expense of a corner. Bell took a 
good pass but finished with a weak shot. A quick move by the Czechos was stopped by Jamieson, but the centre forward rushed in and snapped a fine goal. 


The visitors had the game well in hand, and gave the defence most of the work. Smart passing and combination resulted in Czecho taking three more goals before time. 
Final scores:- Czecho Slovakia .. .... 11 goals. South Australia.. .... 1 goal. 


The referee was Mr. Flowers. 
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The names of the Chinese squad for the tour of Australia have several variations. The Chinese characters have been romanized with the Cantonese version generally used. 
Translation was carried out by Neil Morrison (Neil hails from Scotland and contributes to rsssf) 


Players 
Cantonese Wade-Giles Pinyin other newspaper variations 
Chou Hsien-Yen* Chou Hsien-Yen hou Hain-Hain, Chou Hsin-Hsin 


Lai Yuk-Tai 
Po 


Leung Yuk-Tong Liang Yu-Tang 
Wong Shui-Wah Huang Jui-Hua i Wong Sui-Wa 
* indicates the Wade-Giles transliteration for Pang Wah-Hing Peng Hua-Hsing 
Eastern Chinese Kwok Po-Kan Kuo Pao-Ken 
Chan Chen-Wo Chen Chen-Huo Chen Zhenhe Chen Chan-Wo 
[Mak Kwok-Tung [MaiKuo-Tung  [MaiGuodong | 
Chen Kuang-Yao Chan Kwong-Lu 
Lau Kau Liu Chiu Liu Jiu 
Fung King-Cheung [Feng Ching-Hsiang Feng Jingxiang PT 
Tai Lin-Ching* Tai Lin-Ching Dai Linjing Tai Lin-King 
Lee Wai-Tong Li Hui-Tang 
Managers 


Prof.Kwong Kwang- {Kuang Kuang-Lin Kuang Guanglin 
Woo Cheong-Yuen — |Hu Chang-Yuan Hu Changyuan 


Leslie Kwong Ping- _ |Kuang Ping-Chia Kuang Bingjia 


The Chinese touring team were frequently referred to in the newspapers as a Chinese Universities team as the team was principally drawn from students of the Hong Kong University. 
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Date & Time Venue Weather Temperature Attendance 
14th. May 1927, 15.15 Royal Agricultural Ground, Moore Park, Sydney 12000 


New South Wales..6 v. Chinese XI..3 
half time, New South Wales..3 v. Chinese XI..2 
Goal Retired Substituted Goal Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) | Injured | Sent Off | (minute) 
START LIST 


| | GK [Edward Atchison Chou Hsien-Yen ee ee ee 
RB 


RB Eddie Hodge Lee Tin-Sang 

LB Perce Moore LB Lai Yuk-Tat 

RH Frank Coolahan RH Leung Yuk-Tong 

CH Gilbert Storey CH Wong Shui-Wah 

LH Harry Spurway LH Chan Chen-Wo x 


P| OR Jos. Hain | | OR ‘| Ts0 Kwai-Shing ee ee ee 


IR Alex "Sandy" Cameron IR Fung King-Cheung 
CF James "Judy" Masters (c ) “ X, X, CF Tai Lin-Ching x 
IL Arthur "Bulgy" Veigel x IL Lee Wai-Tong (c ) X, X(pk) 


W. "Bill" Kerr OL Chan Kwong-Yiu 
SUBSTITUTES 


Po Tak Kwok-Tung a 


Team Coach Team Coach 
Team Manager Team Manager Prof. Kwong Kwang-Lim 


Referee A.W.Bates Assistant Manager |Woo Cheong-Yuen 
Linesman 
Linesman 


match report from The Sydney Morning Herald, 16/5/1927, page 12 http://trove.nla.gov.au/ndp/del/article/16366322 

Asked to name the national sport of China, the average man would probably reply that it was mah-jongg, fan tan, cock-fighting, civil war, or something of the sort; or he might say, and doubtless with greater truth, that 
China has no national sport in the real sense. But if any game is entitled to be so described, it is football - Soccer. 

Its votaries are becoming more and more numerous, and none could be more enthusiastic. Introduced and made popular by British sailors and soldiers, the game has spread astonishingly, and the spirit in which it is 
regarded has improved with its growth. This much has made abundantly clear on Saturday, when at the Agricultural Ground the Chinese Soccer team played the first match of their tour. 

No team could have played in more chivalrous spirit than did the Chinese. It was a most striking feature of a very fine game From the kick-off to the final whistle their play was conspicuously clean. 

The Chinese were beaten by New South Wales in a high-scoring game by six goals to three. It might be said with all justice that these three goals represented the difference which lack of preparation and training 
made to the visitors. A bare 24 hours between landing from a long sea voyage and engaging in an important match against a representative team proved too high a test of stamina. The visitors stuck to a hard task 
pluckily, and determinedly, but could not overcome the handicap of lack of condition. 

It is too early yet to draw any sound or or adequate comparison between the present team and that of 1923, but on Saturday's play it would seem that while they may lack something of their predecessors’ cleverness 
and finish, the visitors are much more robust and aggressive, and, in the view of many keen students of the game, they will prove a superior combination. 

Because they have not yet had time to acquire real coherence, the Chinese team at the moment gives one the impression of being largely a side of individualists. A number of them are outstanding, notably their 
captain and inside left. Li Wai Tong. In physique, he realises the highest tradition in athletics, and his grasp of the game makes him invaluable to the side. He has not abnormal pace, but physical and moral 
momentum are with him a good equivalent, and he is an opportunist of genius. The team is well served in the matter of its outside men - Chan Kwong lu and K.S.Tso - both nuggety men, whose short square bodies 
seem charged with electricity. They did not have many opportunities to shine on Saturday because the team worked the centre rather than the wings, but enough was seen of them to make it clear that they will be 
thorns in the side of the teams which have to oppose them in the future. The side has also some sound, reliable backs. C W.Chen, the left half, worked tremendously hard, so hard, in fact, that he ran himself literally 
to a standstill, and in the second half was forced to retire on the verge of collapse. 

No one man can win such a game, but at least it can be said that Masters, the home team's captain, did more than any other man to make victory for New South Wales possible. He was the best player on the field. 
The element of novelty in the visit of Chinese footballers is no longer present. Practically the whole of the crowd of 12,000 who witnessed the match were, therefore, regular Soccer patrons, reinforced by the Chinese 
colonly in Sydney, which attended in full force. They were rewarded with the spectacle of an excellent game. 

Excellent conditions prevailed but the playing field was soft in patches, a condition which, however, did not materially affect either team's play. Mr A.W. Bates handled the game efficiently, though many thought he 
erred in not awarding the visitors penalty shots on two occasions. 
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The Teams:- 

China (White).- H.H. Chou, A.S. Lee, Y.T. Lai, Y.T. Leung, S.W. Wong, C.W. Chen (replaced by K.T. Mak), K.S. Tso, K.C. Fung, L.Y. Tai, W.T. Li, K.1. Chan. 
New South Wales (Blue) - E.Atchison, E.Hodge, P.Moore, F.Coolahan, G.Storey, H.Spurway, J.Hain, A.;Cameron, J.Masters, A.Veigel, W.Kerr. 

Referee, A.W.Bates. 
Tai kicked off and New South Wales, well served by Cameron, Masters, and Hain were soon troubling the visiting defence, where Lee timely saved from Veigel, and Chen got Tai away to test Atchison. New South 
Wales returned, and a great burst was checked by Lee, but Masters came again, and shot hard at Chou, who cleared, Leung saving Hain's drive from the rebound. Fung and Tso raced away, but Spurway stemmed 
the attack, and then Leung, Tai, Li, and Chan produced a beautiful movement, which the home defence nullified. Fine play by each team was evident, and the home halves - Storey prominent - were equally as 
successful in protecting, their last lines as the Chinese defence, in which Lee was prominent. Masters and Cameron valorously tried for goals, to find Lee, Chen, Wong, and Leung sterling defenders. Their forwards 
were fast and nippy, and a great effort from Tai and Li resulted in the last-named netting with a beautiful long shot, which beat Atchison. 

New South Wales attacked doggedly, and elicited appreciation, but the leaders' defence held, and New South Wales was again in danger, when off-side intervened. Spurway received and sent infield, where Veigel 
secured from Hains, and made the scores level. 
The game rose to great heights, and clever work had China on the offensive, but Atchison cleared in fine style from Tai, and Spurway sent on to Veigel, who drew Lee, and Masters had New South Wales ahead. 
China set out to reduce the leeway, and Chen drove to Li, but Moore's tackle upset the move and he was again effective when Chen's pace threatened danger. New South Wales came down-field after Fung had 
conceded a goal kick, and Hain's corner kick was splendidly returned to him by Storey, and a brilliant cross-shot made New South Wales three. 

Sparkling play followed, and each end was fruitlessly visited. Then Tso astounded the crowd by a brilliant burst, and in the act of shooting was brought down severely by Hodge, and China's second goal was secured 
by Li from the resultant penalty kick. 

After China had conceded and cleared successive corner kicks, Wong missed a great chance. China was very aggressive, and a heavy charge brought unheeded clamouring for a penalty; but New South Wales were 
ahead at the interval. 
The concluding term had not been long in progress before Chen, who had been injured in the first half, collapsed and had to retire, Mak fielding as substitute. New South Wales obtained possession from the 
resumption, and Storey neatly sent to Masters, and a fine ground shot put the home side further ahead. Hain and Veigel kept China's backs moving, but a great centre from Chen gave Tai a shot, which Atchison 
saved in masterly fashion. The Chinese were tiring, but hung on grimly, evidently expecting the pace of Chen and Tso to bear fruit. They did not attack to the extent indulged in during the first half, and, consequently, 
the home halves were enabled to ply their vanguard, and, after a great burst, Masters gained possession and registered his third goal. 

With commendable pluck the visitors battled on, and were eventually rewarded, as Leung passed to Li, who out-manoeuvred Coolahan and sent to Tai, whose goal was the result of a sterling shot. 

Tso then shone out, and harried Moore; but only a free kick resulted, which Storey sent up-field but Lee returned. A great tussle took place in China's twenty-five, and Cameron's shot just missed. A corner was gained, 
but Veigel missed, and the ball went to Spurway, to Lai, who cleared. Then Kerr gave Masters an opening, and the home captain did not give Chou a chance. 

Lack of field practice obviously told against the Chinese. New South Wales's strength was in the half line, and the forwards, relieved of the necessity for assisting in defence, were always on the qui vive for goals. All 
round, possibly, the Chinese are speedier, and allied to pace is splendid skill, blended with little subtleties. Some of their team exploited the "side kick," which can very easily be a disadvantage, and all drove with 
apparently full leg force. Chou did well, but on Saturday's play, is not equal to Lau, the former goalkeeper. Most of his clearing was clever, although on occasion he lacked anticipation. Atcheson did his part cleverly, 
and had no chance of saving China's goals. Lee and Lai collectively were a better pair than Hodge and Moore. Lee has all the wisdom and ability of a first-class back, and some clever methods of evasion in addition. 
There was intent in practically every clearance of that part for the major portion of the game. Hodge and Moore were more or less patchy, and their clearances lacked judgment and intention. In the final half-hour they 
showed their best form. The home halves were excellent. Coolahan was thoroughly tested by Chan and Li, and added to his reputation. Storey excelled at centre-half, used fine judgment, and tackled splendidly. 
Spurway gave of his best, and like Storey, was not averse to testing Chou. Chen was brilliant till his retirement, Leung most effective throughout, each a sterling all-rounded. Master's success detracts somewhat from 
Wong's performance, nevertheless, he served his team ably. Tso, Hain, Chen, and Kerr were effective wingers, with the Chinese the speedier pair. All centred to perfection, Tso and Hain being great shots. Masters 
proved a genius at centre, and led his side with rare skill. His vis-a-vis, Tai, was not so fortunate with his halves, but goalkeepers will know his worth before the tour concludes. Veigel's debut was a distinct success, 
an a further honours should come his way. Sturdy, speedy, a splendid shot, he did all that was required of him. Li apparently is greater, if that is possible, than he was four years ago. Very wily, skilful, and resourseful, 
his prowess will long be remembered. China's first goal was a master shot. Fung and Cameron, in the inside right positions, proved dependable links. The appearance of Mak as a substitute in the second-half is due 
to an agreement made which permits substitutes in matches, tests excepted, with China and Czecho-Slovakia. 
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Date & Time Venue Weather Temperature Attendance 
18th. May 1927, 15.00 Melbourne Cricket Ground, Melbourne, Victoria 


Victoria..0 v. Bohemians (Czechoslovakia)..1 
half time, Victoria..0 v. Bohemians..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position i j (minute) 


START LIST 
| | GK [Harry Bingham (Prahan ix Wes ae = 4 Josef Sejbl [| 


Jan Wimmer 
Jan Knizek 


Schaufelberger (St.Kilda) 
a Thompson (Preston) 
CF George Semple (Preston) CF Jaroslav Hybs 
————————— 
Ogilvy (Prahan) FrantiSek Spic 
=e Coach Team Coach 
Referee Fraser 
Linesman Ritchie 


Schaufelberger is also shown as Scheufelberger and Schenfelberger. 


[ 
Beats (Box Hill) RB FrantiSek Krejéi 
is "Jim" Willis (Box Hill) LB Antonin KaSpar 
Charlie O'Connor (Prahan) RH FrantiSek Hoffmann 
John Calderwood (Footscray) CH Vaclav Pinc (c ) 
ut Tom Bristow (South Melbourne) LH Jaroslav PrusSek 
OR 
IR 


The Argus, 19/5/1927, page 16 http://trove.nla.gov.au/ndp/del/article/3855425 

match report from The Age, 19/5/1927, page 7 http://trove.nla.gov.au/ndp/del/article/205797568 

For the first international game between teams representing Victoria and Czecho-Slovakia the following players, with J.Fraser as referee, took the field:- 

Victoria: Bingham, Beats, Willis, O'Connor, J.Calderwood, T.Bristowe, Schaufelberger, Thomson, Semple, Clark, Ogilvy. 

Czecho-Slovakia: Segba, Kregci, Kaspar, Hochmann, Pinc, Prusek, Wimmer, Knizek, Hybs, Rubes, Spic. 

Victoria won the toss, and the Czechs kicked off. They at once went through a splendid centre from Wimmer being well fielded by Bingham. A free kick for hands against Hochmann helped Victoria, but Kaspar 
cleared well; then Willis stopped Wimmer, and a shot from Knizek sailed over the bar. From the goal kick Victoria got away, a nice centre from Schaufelberger going to Thomson, who shot past the post. The Czechs 
got well down, and Willis had to concede a corner when hard pressed by Rubes. Schaufelberger was again the instigator of a Victorian attack, but the ball went to Ogilvy, who failed to get his centre in when 
awkwardly placed, The Czechs forced another corner, which Spic placed well, and Bingham had to punch out a beautiful header from Pinc. After a brief attack by the Victorians the visitors went clean through the 
centre by good combination, and Hybs looked to have the ball at his mercy when Willis conceded another barren corner. Semple was laid out for a few minutes when he and Kregci collided, the ball going for another 
corner, which was not improved upon. Bristowe, with a clever tackle, made an opening for Ogilvy, who put in a perfect centre which Thomson headed wide; then in the next few minutes the Czechs were hard pressed, 
Ogilvy being prominent with good centres, which were only cleared with difficulty. The Czechs at last got away, and Bingham saved well when Knizek put in a shot from short range, but a cross from Spic went to 
Wimmer who unmarked, and he opened the score with a shot which was well out of the reach of Bingham. From the restart the Czechs got down, and forced a corner, which Spic placed behind, and in another attack 
Bingham saved two short range shots in quick succession. O'Connor opened up a Victorian attack when he passed out to Schaufelberger, and a model centre from the latter was headed into Segba's hands by Clark. 
During a sharp attack by the Czechs Bingham saved a hot drive from Hybs which was just under the bar. The Victorians pressed again, and Segba had an anxious time, and had to be cautioned for being too vigorous 
in stopping Thomson. Bingham stopped a couple of pile drivers, and the interval came with the Czechs holding a lucky lead of one goal to nil, as the brilliant work of Schaufelberger and Ogilvy had been wasted by the 
inside men. 
The second half opened with an attack by Victoria. Prusek tripped Thomson, and from the free kick Segba smothered the ball and managed to get it away when troubled by Semple and Clark. The Czechs went 
through, and Bingham saved a short range shot from Hybs. Hochmann then had a chance, but he shot high over the bar. Calderwood was playing a great game at centre-half, and was proving a great stumbling block 
to the Czechs inside men. Wimmer beat Bristowe, but Willis covered him; then Spic forced a corner off Beats, which he placed badly, and Bingham was not troubled. Schaufelberger took a good pass from Thomson, 
and forced a corner of Kaspar. From the place kick Pinc pushed Thomson in the back in the penalty area. Bristowe took the sot kick, and Segba saved a hot drive. Bristowe followed up, and his second shot hit Segba 
and bounced over the bar for another fruitless corner. Victoria came again, and Schaufelberger narrowly missed from a pass by Ogilvy; then Ogilvy centred again, and Thomson hit the post with a lightning drive. The 
visitors were being well held, and were penalised for intentional handling when beaten for the ball, these tactics spoiling their display. Rubes had a chance of increasing the visitors' lead, but his shot was well off the 
target. Then Calderwood put through to Semple, who headed over to Thomson, and Kasper just managed to intercept the latter's pass to Schaufelberger. For the next few minutes the Czechs had all of the game, 
Bingham saving shots from all angles, until at last Victoria broke away. Schaufelberger got a couple of centres in, and Segba was lucky to get the ball away as Thomson rushed in, and a long shot from Calderwood 
went high over the bar. The Czechs came again, and Bingham made a brilliant save when he dived full length and stopped a stiff grounder from Rubes. Strong pressure by the Czechs found Bingham in his best form, 
and he made some wonderful saves. Victoria lost the services of O'Connor, who had to be carried off the field. Victoria got away from the free kick, and a particularly bad foul by Pinc on Thomson brought another 
free kick, from which the visitors' goal had a narrow escape, and the final whistle came with the visitors victorious by a bare goal. 
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Date & Time Venue Weather Temperature Attendance 
18th. May 1927, 15.00 Royal Agricultural Ground, Moore Park, Sydney 8000 


Sydney Metropolis..2 v. Chinese XI..0 
half time, Sydney Metropolis..0 v. Chinese XI..0 
Goal Retired Substituted i Substituted 
(minute) | Injured | Sent Off | (minute) . Position (minute) 
START LIST 


Harry McKissock 
(Gladesville-Ryde) GK Chou Hsien-Yen 
S.Montgomery 
(Gladesville-Ryde) RB Lee Tin-Sang 
W.Brown (Canterbury) LB Lai Yuk-Tat 
Edward "Ted" Jarrett (Woonona) RH Leung Yuk-Tong 
LH 
OR 


Wong Shui-Wah 
Chan Chen-Wo 
Tso Kwai-Shing 


E."Teddy" Gowans (Thirroul, 
William Byers (Balmain) 
Tommy Green (Balgownie) 


Charlie Hayes (St.George) Fung King-Cheung 


IR 
Harold McCaw (St.George) CF Tai Lin-Ching 
Bob Kyle (Gladesville-Ryde) Lee Wai-Tong (c) 
om "Titchie jompson 
OL (Annandale-Leichhardt) Chan Kwong-Yiu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee T.Leighton Assistant Manager _|Woo Cheong-Yuen 
i YT 


match report from The Sydney Morning Herald, 19/5/1927, page 15 http://trove.nla.gov.au/ndp/del/article/16369387 

In a hard and interesting match played at the Agricultural Ground yesterday, the Chinese team showed splendid football and finished with rare dash. Though defeated, they gave a sterling display. Tai failed at a critical 
‘age of the game. Credit must be given to McKissock for his keeping, which kept China out in the breezy final quarter of an hour. The Metropolis team won by two goals to nil. The first score was registered 65 minutes 
fter play started. The teams were:- 

Metropolis (black and white). - McKissock, Montgomery, Brown, Jarrett, Gowans, Byers, Green, Hayes, McCaw, Kyle, Thompson 

China (white). - Chou, Lee, Lai, Leung, Wong, Chen, Tso, Fung, Tai, Li, Chan. 

From the kick-off China advanced but were turned, and Kyle, with McCaw went forward till Wong checked allowing Li and Tai to make ground, which McKissock regained. Leung and Lai showed spirited defence and, 
after Li had set Chan moving a corner kick was secured, which Gowans drove to midfield. Then Li brought McKissock out, and, McCaw made a poor attempt at goal for Metropolis. Tai and Li forced Montgomery to 
kick to touch, but play remained in midfield where Kyle secured, and tried a long shot. Good play by the home team, however, helped to keep the Chinese defence busy. Lee was brilliant and from a free Chen sent to 
Mckissock, who cleared. Gowans showed fine anticipation, checking Li, then Lee, and Montgomery staved off attacks. After successive throws to China, Chen opened play which was transferred to midfield, where 
Lee checked Thompson, but Metropolis came again and Chou artistically foiled a long shot. Li gained approval for clever play, but Thompson was almost in for the home side. Brown and Lai exchanged kicks, and bad 
passing by Metropolis helped China. Chou was loudly applauded for a fine save practically on his goal line. China could not surmount the barrier set up by the home defence. McKissock was responsible for good 
clearing, particularly when Tso drove across to Li. The remainder of the half favoured Metropolis, but great opportunities were wasted by indifferent shooting. 

At the interval no score had been registered. 
Metropolitan's forwards resumed aggressively, but Leung transferred play, and Chan and Li fruitlessly tested McKissock. Kyle transferred to Thompson, and a passage between that player and Lee permitted China to 
progress till Brown dispossessed Tso. Wong used his forwards excellently, and forced Brown to give ground, allowing Li to have a shot at McKissock. Hayes almost got past for Metropolis, and China was in difficulty, 

till off-side relieved them. Wong again became prominent, and gave Tso a chance, which was skied. The visiting team were now showing top form, and roused the 8000 spectators to enthusiasm. Kyle kept Thompson 
well supplied, and Chen kicked to safety, but shortly afterwards Hayes secured, and scored the first goal. 

The reverse stimulated the Chinese, who attacked splendidly, but with negligible result. Hayes and Kyle combined to advantage, but Chou foiled the attempt at goal. Then McCaw headed over, and, after a spell of even 
play, Jarrett sent to McCaw, who made Metropolis's figures two. 

China battled on strenuously, contesting every inch of territory, and sorely besetting the local backs, mainly through Wong, Leung, Tai, Chan, and Li, but an easy chance was badly missed by Tai. Hayes received 

from Gavans, and Chen had to concede a corner. China showed to advantage in the concluding stages, but failed to reduce the leader's total. 

Features of the game were the speed of Chan and Tso, the clever, effective work of each half line; the splendid play of Lee and Lai; the elusiveness and guile of Li and Kyle, and the goalkeeping of Chou and MckKissock. 
Mr. T.Leighton was referee. 

Each of the preliminary high schools' competitions' matches was drawn. 

Grade 1: Central Technical, 2 (Chubb and Fraser), v Technical, 2 (McKenzie and Warner). Grade 2: Technical, 1 (Heness), v Central Technical, 1 (Ford). 

This morning the Chinese leave for Newcastle, and will play Northern District at Hobart Park on Saturday. 

The local selection is :-Jordan (New Lambton), Harris (Adamstown), Moore (Wallsend), Coolahan and Coutts (West Wallsend), Bush (Adamstown), James (West Wallsend), Cameron and Russell (Adamstown), 

O'Brien (Wallsend), Spruce (New Lambton). Lambert (Adamstown) and Coates (Holmesville), reserves. 

Newcastle won the 1923 fixture by 7 goals to 1. 


on 
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Date & Time Venue Weather Temperature Attendance 
21st. May 1927, 15.00 Hobart Park, New Lambton, Newcastle, N.S.W. 


Northern Districts..7 v. Chinese XI..2 
half time, Northern Districts..4 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| | GK Phil. Jordan 


[ 
RB Arch. Harris Lee Tin-Sang 
LB Perce Moore Lau Kau 
RH Frank Coolahan Leung Yuk-Tong 
CH Clarrie "Rocka" Coutts (c ) Wong Shui-Wah 
LH Jack Bush Chan Chen-Wo 
[| 
YT 


START LIST 


| ——«{[ OR ___|Charles "Wagga" James 


IR Alex "Sandy" Cameron 

CF Gavin "Massa" Russell CF 

IL Jack "Dingy" O'Brien IL Lee Wai-Tong (c) 
OL 


|__| ol ___|Edward Spruce 2 a | ok | chan Kwong- Yiu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee V.Lane Assistant Manager _|Woo Cheong-Yuen 
Linesman C.Nix 

[Linesman ____|F Harvey a 4 


match report from The Newcastle Morning Herald, 23/5/1927, page 7 http://trove.nla.gov.au/ndp/del/article/135597049 

The visit of the Chinese British Association football team drew a big crowd to Hobart Park, New Lambton, on Saturday, but the attendance was not as great as when the previous Chinese team played on the 
Broadmeadow Show Ground; nevertheless the ground presented a fine sight. The crowd was allowed inside the playing area fence. They kept well back off the line, and no encroachments were reported until near the 
end of the game when Referee Lane made an unfortunate time mistake. He blew full time and the crowd cut across the field. A number of the players were off the playing area, when the spectators in the grandstand 
started to call out about the time. The referee then discovered his mistake, and he called the players back. Before the game could be resumed it was necessary to clear the spectators off the field. This was done by 
sending them on to the touch lines, and the game finished in a fading light, and with the crowd close up to the lines. The mistake was unfortunate and marred the finish. 

The Chinese gave a splendid first half exhibition. The game was featured by brilliant bouts of passing, and the Chinese were, in the finer points, superior to the local men. In the second half the Chinese fell away, and 
made it apparent that their training had been neglected, The end of the game arrived with the visitors tired, but plodding away against a superior team of conditioned players. 

Newcastle took the field first. The reception given them was mild compared to that given to the Chinese. The visitors responded with their war cry, and then proceeded to win the toss. They decided to kick towards the 
Waratah goal. The teams were:- 

Chinese: Chou Hsin Hsin (goal); Lee Li Sang and Kwong Lau (backs); Leung Tuk Yon, Wong Sui Wa, and Chen Chau Wo (half-backs); Kwai Shing Tso, Fung King Chung, Tai King Ling, Lee Wai Tong (captain), and 
Kwong Lee Chan (forwards). 

Newcastle: P.Jordan (goal); A. Harris and P.Moore (backs); F.Coolahan, C.Coutts (captain), and J.Bush (half-backs); C.James, A.Cameron, G. Russell, D.O'Brien, and E.Spruce (forwards). 

Referee: V.Lane. Linesmen: Nix and Harvey. 

The opening goal was soon scored. Chen's pass was intercepted by J.Bush, and Newcastle sent to the attack. O'Brien shot. The ball hit the cross-bar, fell down, and Lau kicked it out. Cameron secured and shot, 

the ball landing mid-way in the net, and Newcastle led 1-0. 

The Chinese were not discouraged. They started to attack. Wong headed to Li, who headed further up to Tai. The centre swung the ball out to Tso, who proved to be very fast. He outpaced Harris, and sent in a low 
grounder, Jordan making two attempts to clear. For quite a time the ball hung about Newcastle's goal, the visitors' passing being excellent. They, however, failed to drive their attacks home, and appeared to be just 
lacking in that last stride which meant getting to the ball in time to shoot. They sent in a number of shots, but most of them flew over the bar. Newcastle went away with a solid attack, and when the ball went out to 
Tso the winger raced away, then centred, Chung following in. He was tackled by Harris, who fell, and brought Chung down with him. Tai rushed up, and he too, fell on one knee. He, however, succeeded in getting his 
toe to the ball, and sent in a hard shot, which beat Jordan, and equalised the scores. 
The goal was loudly cheered, and thoroughly deserved. Soon after the Chinese came near to getting the lead. Wong - who at centre half was outstanding - sent Chan away. Every forward took part in the attack, and 
finally Chan sent high across the goal. The bounce of the ball beat Fung and Tso before it passed behind. O'Brien gave Newcastle the lead. He secured and took aim from a long way out. The ball landed in the net 
before Chau moved, the goalkeeper gesticulating as if appealing for some infringement. 
Cameron added Newcastle's third goal, and Russell scored the fourth. 

The Chinese came with a rush, and Li forced Jordan to the ground with a low drive. Then Moore had to clear from Fung, half-time arriving with China attacking, and the score Newcastle 4, Chinese 1. 

Resuming play, the visitors had to defend their goal. James' shot went close, while a drive from Coolahan was blocked by Lau. A strong clearance by Lee sent the Chinese forwards to the attack. Tso raced Moore, 
and sent across a high dropping centre. Coutts misjudged the ball, but Bush had fallen back, and he cleared. Then Chan centred, but Harris' head got the ball before Tai, and Coutts completed the clearance. 

For some time even play took place. Then Newcastle attacked, Chou bringing off two splendid saves, and rushing out to kick clear from D.O'Brien, Leung and Chen were cheered for two smart bits of headwork. Both 
cleared when their goal was threatened. Newcastle increased their lead when Russell goaled. 


The visitors retaliated, when Li fired in a hard shot, which went between the posts, shook the net, and came out as the referee blew, and pointed to the centre. The score now stood - Newcastle 5, Chinese 2. 
Russell added Newcastle's sixth. 


Then came the referee's time error. Cameron added the seventh and last goal. 
Chou, the Chinese goalkeeper, brought off two excellent last-minute saves, while China were on three occasions very dangerous, the game ending with the score - Newcastle 7, China 2. 


Tso Kwai-Shing 
IR Fung King-Cheung 


Tai Lin-Ching 
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Date & Time Venue Weather Temperature Attendance 
25th. May 1927, 15.15 Cricket Ground, Wagga Wagga, N.S.W. 


Wagga Wagga..0 v. Bohemians (Czechoslovakia)..9 
half time, Wagga Wagga..0 v. Bohemians..2 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) Position (minute) | Injured | Sent Off | (minute) 
al Pe CORI 7; ag a UPS 


START LIST 
GK A.MacDonald (Ladysmith) Josef Sejb/ 
RB F.Wake (Caledonians) FrantiSek Krejéi 
LB Ayling (Newtown) FrantiSek Kuéera 
RH J.Ogilvie (Ladysmith) Antonin KaSpar 
CH Prior (c) (Newtown) Jan Eisner x 


OR Jessop (Newtown) Jan Wimmer 89 

CF Eric Dyer (Ladysmith) Jaroslav Hybs 

IL Nolan (Newtown) Oldrich Havlin 3, 7 
ee SS 
=a SUBSTITUTES 
[i —*d Terry (Caledoniansy——_—d a aa SD (a EE 
[Team Coach | 


Referee T.W.Beri 
Linesman Turner 
Linesman Leith 


| | LH [Monro (Wagga) ee 


The Sydney Morning Herald, 26/5/1927, page 12 http://trove.nla.gov.au/ndp/del/article/16373710 
match report from The Daily Advertiser, 26/5/1927, page 3 http://trove.nla.gov.au/ndp/del/article/143868772 


The Czecho-Slovakians, who visited Wagga yesterday, play the Soccer code of football not only skilfully, but also with tact. They demonstrated their superiority over Wagga by nine goals to nil, and left an impression 
that they could have done better had they liked. At no period of the match were they extended. For the first hour the play was interesting and fairly even; now and again the visitors scored a goal. Wagga seemed to be 
nearly as good as their opponents, except for scoring. Both sides were giving the spectators something for their money without going to the extent of killing the goose. In the last quarter of an hour the visitors just 

"let go" and added goal after goal. Considering the weather the attendance was good, the gate takings being approximately £46. 

The Czecho-Slovakians were escorted in the morning from their hotel to the Town Hall to attend the civic reception accorded them by the Deputy Mayor, Alderman W.F.Day. Before entering the hall, however, they 
performed a little ceremony indicating national brotherhood which the few citizens who saw it and those who will read about it, will most keenly appreciate. Crossing to the war memorial, Mr. Z.D.Prager, manager, on 
behalf of the team placed a beautiful wreath on the monument to dead soldiers. The visitors then stood with hats doffed, while their manager gave a brief address. 

Mr. Prager said that he and his fellow Czecho-Slovakians regarded it as an obligation to pay their respects to Wagga's war heroes by the placing of a wreath at the foot of the memorial, simultaneously remembering 
that their own countrymen had suffered and died in the same great war. He hoped that the common ordeal which had been met by both countries would bring them a new and better life. It was a beautiful memorial 
that Wagga had erected to its brave sons who had gone to fight for their country, for the old home land, and for the freedom of humanity. His own nation had also lost hundreds of thousands of her best sons who, by 
the sacrifice of their lives had purchased their country's freedom. As guests of so beautiful a town they appreciated the privilege of doing honor to brave brothers. 

Alderman Day briefly expressed Wagga's appreciation of the visitors' thoughtful act, and Mr. Prager's beautiful reference to the heroes of both countries. 

The civic reception then followed, the Council Chamber being filled. 
It was a pity that the weather in the morning was so bad as many people no doubt stayed away who would have been present had the day been fine. Considering the conditions, however, the attendance was fair. 
The sun was shining when play started, but a strong wind blowing from the west right across the ground which was likely to militate against good play. 

The teams were:- 
Czecho-Slovakia: Sejbl; Krejci and Kucera; Kaspar, Eisner and Prusek; Wimmer, Knizek, Hybs, Havlin and Rubes. 

Wagga: Macdonald; Wake and Ayling; Ogilvie, Prior and Monro; Jessop, Alcock, Dyer, Nolan, and Fromholtz. 

Referee, Mr. T. W. Berry; linesmen, Messrs. Turner and Leith, timekeeper, Mr. T.Brown. 

Wagga were first to cross the half-way line from the kick off and then the Czechs attacked and Macdonald made a good clearance. Jessop and Alcock took the ball up but the Czechs quickly returned and good play 
on the right wing ended in Havlin putting the ball in the net three minutes from the start. 

Wagga livenend up and Prior and Monro were conspicuous for good work, the latter, in particular with his head. Macdonald saved from Hybs, and Jessop got the ball away for a spell. The ball came right across and 
Fromholtz centred nicely; but no one was up to take advantage of the pass. Ayling cleared with some hefty kicking at the other end. Krejci and Kucera were keeping the Wagga players away from the goal, though a 
nice bit of triangle play between Fromholtz, Dyer and Monro spelt danger for a time. Alcock sent in a long shot, and Sejbl handled for the first time. Wagga were doing better and Jessop caused Sejbl to handle again. 
The Czechs attacked again and Wimmer hit the side of the net. Two corners yielded nothing but a long shot from Eisner went dangerously close. At the other end the ball was sent out after a nice passing movement 
between Dyer, Jessop and Fromholtz. Ogilvie nipped in the bud an advance by the Czechs and for a time play was midfield. 

Fromholtz was doing some splendid work on the wing and twice, Jessop and Dyer in turn, goals were narrowly missed. A free kick was Wagga 's downfall. The ball was nicely placed and Rubes headed in with 
Macdonald out of position after half an hour's play. 

Macdonald made a good save a few minutes later. 
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Fromholtz was responsible for some smart dashes on the left; but Wagga could not get near enough to score. Rubes and Havlin attacked strongly on the left and a corner was forced but Wake cleared. He was 
putting up an excellent defensive game. The Czechs were attacking when the interval came. Scores: Czecho-Slovakia, 2. Wagga, 0. 
Wagga were again the first to attack from the kick off but the Czechs soon reversed the play and Knizek skimmed a post, on the wrong side. Fromholtz and Dyer took the ball along on the left, but lost it to Krejci. 
The visitors pressed dangerously and a good opportunity was spoilt by off side. Ayling was making some good clearances and Wake was doing well. The constant pressure, however, had its effect and at last Havlin 
put on the third goal after 55 minutes play. 
Rubes made a good run and tricked Wake, but Macdonald cleared his shot. Ogilvie saved and the ball went to Fromholtz, who sent well forward and Sejbl ran out and punched the ball half the length of the field. 
Wagga came again, however, only to see a good chance spoiled by the forwards being out of position. Prior put out to Jessop and his centre was kicked out by Krejci. Wagga were doing well about now and deserved 
to score. 
The Czechs broke away and with only the goalkeeper to beat from close in Havlin hit the post with a hard shot and from the rebound Knizek hit the bar and the ball then went out of play. Macdonald made a splendid 
clearance from Hybs and then Wagga got going again on the left wing, Krejci, however, kicking clear. 
Quickly went the ball to the other end where Rubes sent nicely across and Knizek, meeting it, just touched the ball nicely in. It was the Czechs' fourth. 

A smart run by Wagga was stopped by the visiting halves and then Rubes took a flying shot which scored. Macdonald, in attempting to punch out, caught the post and injured his wrist. A flying shot by Eisner from 
long range scored the sixth goal. 

Macdonald was helpless with his injured wrist and the visitors very sportingly allowed Terry to replace him in goal. After this Wagga pressed but dilly-dallied too much in front of goal to do much good. Hybs was pulled 
up for off side, and Wake put the Wagga forwards on the attack, Eisner clearing. Again Wagga came but Kaspar stopped them. The movements of the Czechs were splendid to watch and Wagga were really doing 
admirably to hold the visitors so well. Their play was certainly educational to the lookers on. Eight minutes from the close Knizek beat Terry with a "daisy cutter." 

The Czechs were playing with their characteristic last minute dash and Hybs put another through. 

Prior caught a hard shot in the face and Terry cleared another. The visitors were strongly attacking, with beautiful passing movements. Terry saved again and in the last minute Wimmer beat him with a shot in the top 
corner. Final: Czecho-Slavakians, 9; Wagga , 0. 
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Date & Time Venue Weather Temperature Attendance 
25th. May 1927, 15.00 Melbourne Cricket Ground, Melbourne, Victoria 


Victoria..3 v. Chinese XI..4 
half time, Victoria..0 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| ——«|~—Ss GK ___|Harry Bingham (Prahan 


RB Stan Hubbard (Preston) Lee Tin-Sang 
LB "Jim" Willis (Box Hill) Lai Yuk-Tat 

RH Thompson (Preston) Leung Yuk-Tong 
CH John Calderwood (Footscray) Wong Shui-Wah 
LH George Semple (Footscray) Chan Chen-Wo 


P| OR [Joe Grieves (Prahan) |X 

IR Schaufelberger (St.Kilda) IR Fung King-Cheung 

CF Tom Lawrence (Collingwood) Tai Lin-Ching 

IL John Orr (Footscray) Lee Wai-Tong (c) 
|__| Ol _|Tom Hodgkinson (StKilda)___|_X Chan Kwong-Yiu 
Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee J.Scott Assistant Manager _|Woo Cheong-Yuen 
Linesman 
ary 
The Argus, 26/5/1927, page 18 http://trove.nla.gov.au/ndp/del/page/454259 
match report from The Age, 26/5/1927, page 5 http://news.google.com/newspapers?nid=MDQ-90e3GGUC&dat=19270526&printsec=frontpage&hl=en 


The Chinese soccer team played a team representing Victoria on the M.C.C.ground yesterday. 

The teams were:- 

China: Chou, T.S.Lee, Lai, Leong, Wong, Chen, Tso, Tai, Fung, W.T.Lee, Chan. 

Victoria: Bingham, Hubbard, Willis, Thomson, Calderwood, Semple, Grieves, Schenfelberger, Lawrence, Orr, Hodgkinson. 

Referee, J.B.Scott. 

Victoria, kicking off, at once got down and forced two corners, Chou saving both in good style. Lee then opened up an advance by China till Willis intercepted a pass to Tai. Lee was the instigator of another Chinese 
attack; he easily beat Hubbard and crossed to Tso, who shot well in, and Hubbard gave a corner, which was not improved upon. Another corner to China failed to bring a score, but neat combination by the visitors saw 
Lee put in a hard drive, which was only just outside the post. 
China, who were showing speed and clever ball control, were having the best of the game, and Bingham did well to save a stiff drive from Fung. The Victorians made a brief attack which was turned by Lai, a centre 
from Grieves then going over the bar. China rushed to the attack, and Bingham saved the downfall of Victoria by making two brilliant saves at the expense of Tso and Chan. Wong then missed an open goal. From the 
goal kick Victoria got through, and Lawrence made a bad mess of an opening made by Orr. China's efforts were at last rewarded, as a clever combination gave Tso a chance, and he opened the score with a cross 
shot, which Bingham got to, but could not hold. 
From the centre Victoria attacked, but were soon sent back. Fung and W.T.Lee went clean through the defence, and the latter put in a hard drive, which Bingham saved in great style. At the interval China was holding 
a well-deserved lead of one goal to nil. 
The second half opened with a Victorian attack, from which Orr narrowly missed. Then Fung should have increased China's lead when he accepted a centre from Tso, but he shot over the bar at short range. The goal 
kick sent Victoria away, and a good cross shot from Hodgkinson completely beat Chou, and Victoria equalised the scores. 
A bad mistake by Hubbard, when Tso centred, left Tai with an open goal, and he easily scored. 

Straight from the centre China went through, and a neat bout of passing got the Victorian defence in a tangle. W.T.Lee accepted a pass from Fung, and scored well out of Bingham's reach. 

Victoria attacked from the restart, and Lawrence should have done better than boot the ball high over the bar, and another attack fizzled out when T.S.Lee forced Orr to run the ball over the line. A breakaway by 
Victoria brought a penalty, from which Calderwood struck the upright, and then missed from the rebound. The goal kick saw Victoria again placed on the defensive. Bingham kept out shot after shot, but he had to 
surrender to a long grounder from Leong, which went right into the corner of the net. 

Within two minutes Hodgkinson retaliated with a perfect shot from the touch line. (this sentence added from The Argus as it was omitted from The Age report). 

Grieves put on the third goal for Victoria, and later was robbed as he was about to shoot. 

In the closing stages China were weakened by losing the services of Fung, who got badly shaken up. Victoria pressed hard, but failed to score again, and China won a hard earned victory by 4 goals to 3. 
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Date & Time 


Venue 


Weather 


28th. May 1927, 


Position 


Royal Agricultural Ground, Moore Park, Sydney 


Temperature Attendance 
20000 


New South Wales..5 v. Bohemians (Czechoslovakia)..4 
half time, New South Wales..3 v. Bohemians..2 


Goal 
(minute) 


Retired 
Injured 


Substituted 


Sent Off | (minute) Position 


Substituted 


(minute) | Injured | Sent Off | (minute) 


| ——Ss|~—Ss GK ___|Edward Atchison 
RB 


Arch.Harris 


GK 


(Antonin Kulda a ee ee 


Jim Crum 


Frank Coolahan 


Gilbert Storey (Balmain) 


Vaclav Pinc (c) 


LB 
RH 
CH 
LH 


Harry Spurway 
Stan Bourke 


Alex "Sandy" Cameron 


x 
IR 


FrantiSek Krejéi 
x 
X, X(pk) 


Antonin KaSpar 
ee ee ee 


Jaroslav Prugek 


Jan Wimmer 


Jan Knizek 


James "Judy" Masters (c ) 


Antonin MaSat 


Arthur “Bulgy" Veigel 
Roy McNaughton 


FrantiSek Hoffmann 
| 
x 
x 


Oldrich Havlin 
Frantisek Spic 


SUBSTITUTES 
FrantiSek Kucera 


a 
re) 


Team Manager 
Referee 
Linesman 


W.A.Wright 


a ee a ee ee ee ee 
| __ Yosef Sejbi ee a a ae ee 
Zdislav Prager 
Td 
match report from The Sydney Morning Herald, 30/5/1927, page 15 http://trove.nla.gov.au/ndp/del/article/16388012 


Team Manager 
The succession of Soccer victories recorded by the Czecho-Slovakians stimulated interest in their match against New South Wales, and the 20,000 poople who witnessed their initial defeat at the Royal Agricultural 
Society's Showground on Saturday were treated to an exceptional match. New South Wales won by five goals to four, in a game which teemed with thrilling incidents and clever play. 
The winners produced form which promised well for Australia in the test matches. Much was expected from the Czecho-Slovakians, and, they amply justified the reputation they had established. In team-work they 
excelled, and individual cleverness was evident throughout. Wonderful ball control was displayed, short-passing, and complete understanding being features. Defects were the comparative weakness of the full-backs, 
and, a disposition to dally near the goalmouth. They have the marksmen, but, unlike New South Wales, are not always "first-time" shots. 
New South Wales never played better, and much credit for the victory is due to Bourke and McNaughton, whom the opposing halves failed to check. The artistry of their opponents was not evidence, not enough use 
being made of ground passing; but, their forceful, open play found the weak spots in the visiting defence, and prevailed. On the whole, the match was played with fine spirit, and Mr. Wright promptly and effectively 
imposed the penalties for infringements of the laws of the game. 
The Czecho-Slovakians were deprived of Kulda's goalkeeping after New South Wales had taken the lead, but this was amply compensated for by the substitution of Sebjl. The forced retirement of Kaspar certainly 
weakened their defence, as Kucera found the Australians too solid for him. The home team was deprived of Cameron's services for a portion of the second term. 
Three goal-keepers fielded and all displayed excellent form. Atchison added to his reputation, and the deflection of a fast shot from Wimmer over the bar showed possession of foresight and initiative. Kulda, till injured 
was very sound, and his substitute, the Herculean Sebjl - was frequently applauded for fearless, clever defence. Harris can do better, and though Kucera and Krejci were invaluable constituents of a splendid football 
machine, their physique was not equal to withstanding the burly home vanguard. Pinc was easily the best half. He produced a game of rare skill, excelled in attack and defence, and also rendered Masters innocuous. 
Hochmann's first goal stamped him a genius. The visitors' short-passing did not give the State halves much respite, but they acquitted themselves well with spoiling tactics Coolahan being the outstanding member of 
the trio. Both sets of forward were splendid, the New South Welshmen the better five before goal. Wimmer, Bourke, McNaughton, and Spic proved excellent wingers. Knizek and Cameron provided sparkling, effective 
play, as did Veigel and Havlin. Cameron improved wonderfully on his game against the Chinese, and should be certain for the test team, he scored on three occasions. Masata starred at centre-forward, and scored 
a glorious goal. Masters, who also scored, was too well watched to reproduce his last international game. 
The Czechs were first out, and received an ovation, which they acknowledged with a war-cry. They looked extremely neat and fit. When Masters led his team on they received an equally gratifying reception. Pinc won 
the toss, and elected to kick with the wind. 
The teams were:- 
Czecho-Slovakia (dark green). - A. Kulda replaced by F.Sebjl, F.Krejci, A./Kaspar replaced by F.Kucera, F.Hochmann, W.Pinc (captain), J.Prusek, J.Wimmer, J.Knizek, A.Masata, O.Havlin, and J.Spic. 
New South Wales (light blue) .- E.Atchison, A.Harris, J.Crum, F.Coolahan, G.Storey, H.Spurway, S.Bourke, A.Cameron, J.Masters (captain), A.Veigel, and R.McNaughton. 
Referee, W.A.Wright. 
From the kick-off Bourke received, and sent to Kulda, who punted to midfield, but New South Wales returned with great dash to have Cameron force at corner from Kaspar, which Bourke spendidly placed for Veigel 
to head past Kulda after two minutes' play. 
From the restart the Czechs treated the crowd to some superb play, and gained considerable ground by short-passing, Pinc setting Wimmer off. Coolahan missed his centre, but Havlin was not sufficiently alert, and 
Atchison cleared in fine style. Kulda's backs failed to check the home vanguard, but his clearances were effective, despite Bourke's accuracy. Then Havlin caused cheers. Atchison and Crum opportunely foiled Knizek. 
Veigel and Masters then bore down on Kulda, who turned play, and Spic evaded Coolahan, but was well stopped by Harris. The Slovakians returned to the attack, and Wimmer's pace enabled Masata to secure, and 
equalise scores. 
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The Czechs gained a corner, but were repulsed, and in a rally before their goal Kaspar was injured, and retired, Kucera filling the vacancy. Fast, interesting play followed, then Hochmann secured, and with a splendid 


long shot put Czecho-Slovakia ahead. 

The visitors' eagerness cost them free kicks, and Bourke, with McNaughton, continually harassed their last line. Bourke sent in a stinging shot, which referee Wright ruled crossed the goal line, and the teams were 
again level. 

Almost immediately New South Wales was ahead, as McNaughton centred perfectly to Masters, who gave Kulda, previously incapacitated, no chance. 

Sebjl took Kulda's place, and gained applause for splendid saves from Cameron and Masters. To half-time the Czechs shared attack with their opponents, but failed to finish on level terms. 

After resuming Cameron shot too wide, and the Czechs retaliated with a wonderful burst, nullified when Crum executed a fine save in stopping Masata. The Czechs kept up the pressure, and Prusek lofted the ball to 
Havlin, who gave Atchison no chance, and scores read 3 all. 

The irrepressible home wingers placed their team to advantage, and when Cameron received, after close play before Sejbl, New South Wales led 4-3. 

Spurway passed to McNaughton, and Cameron had no difficulty in registering the "hat trick." 

With 10 minutes to go, the Czechs set out to overtake the leeway, and exciting play was witnessed. From a penalty Hochmann netted their fourth, but, despite recurrent attacks, the home defence held, and no more 


goals were registered. 
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Date & Time Venue Weather Temperature Attendance 
28th. May 1927, Jubilee Oval, Adelaide, South Australia 


South Australia..2 v. Chinese XI..4 
half time, South Australia..1 v. Chinese XI..3 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position i j (minute) 


a 


Jack Mitchell Lee Tin-Sang 
is E i Lai Yuk-Tat 
2 i: Leung Yuk-Tong 
X(pk) Wong Shui-Wah 


START LIST 


= ——— Chan Chen-Wo 


J.Robertson Tso Kwai-Shing 
P.Robertson a Lee Wai-Tong (c) 
CF Tom Willoughby CF Tai Lin-Ching 
- R. Roach IL Fung King-Cheung 
Team Coach Team Coach 
Referee J.Holford Assistant Manager _|Woo Cheong-Yuen 
Linesman Bircham 
match report from The Register, 30/5/1927, page 5 http://trove.nla.gov.au/ndp/del/article/54262616 
Although not as brilliant as the Czecho-Slovakian soccer team, which was recently seen in Adelaide, the Chinese University players beat South Australia by 4 goals to 2 in an interesting match on the Jubilee Oval on 
Saturday afternoon. 
South Australia had a strong team out, and the ground was in excellent condition. The home defence was stronger than the attack, but a good clean exhibittion of soccer football was witnessed, in which there was 
not much to choose between the teams. There was a good attendance. The teams were:- 
China - H.H.Chou (goal), T.S.Lee (right back), Y.T.Lai (left back). Y.T.Leung (right half), S.W.Wong (centre half), C.W.Chen (left half), K.S.Tso (outside right), W.T.Lee (inside right), L.K.Tai (centre forward), K.C.Fung 
(inside left), K.|.Chan (outside left). 
South Australia - R.Barons (goal), J.Mitchell (right back), D.David (left back), C.Harrison (right half), T.Draper (centre half), F.Oppenshaw (left half), J.Robertson (outside right), P.Robertson (inside right), T.Willoughby 
(centre forward), R.Roach (inside left), G.Kinsman (outside left). 
Mr. J.Holford was referee. 
On entering the field the Chinese were cheered by the spectators, and gave their warcry. Tbe visitors began a movement down the left wing which was successfully checked by the local backs. The inside left (Roach) 
tried the first shot for goal from a pass by Kinsman, but he kicked behind. Field play and clever passing ruled for some time, the local men making the best showing. It took the visitors some time to find their feet and 
show any combination. A fine pass was made by Willoughby back to Oppenshaw, who shot strongly for goal and compelled the Chinese goalkeeper to concede a corner. It was well placed, but the goalkeeper handled 
and cleared. Mitchell relieved a situation which looked extremely dangerous for South Australia. The visitors made a quick visit to the home goal but David cleared and saved his goalkeeper further trouble. China's left 
back saved two shots in quick succession from Robertson and Draper. The second corner of the match was forced by the Chinese. Barons was compelled to concede another corner. Fine passing between Roach 
and Kinsman compelled China to give a corner, and a series of corners to S.A. followed. 
A penalty kick against China's left back for pulling Willoughby resulted in Draper scoring South Australia's first goal. 
Up-and-down play followed, China having the best of the centre movements, while South Australia held the balance of power. China was then given a penalty kick for hands against Mitchell, and the captain (Lee) made 
no mistake. 
With the scores equal on a goal each from penalty kicks, China took up the attack at the restart. China's centre forward shot close in and brought Barons to his knees. China forced a corner on the left wing. Hands 
against Mitchell diverted what seemed a certain goal. From the penalty kick, the centre forward secured China's second goal. Shortly afterwards the inside left (Fung) tricked his way past Mitchell, and placing the ball 
out of Barons's reach, scored China's third goal. 
South Australia made a forward movement, and Wilson shot for goal, which the keeper saved. Scores when the half-time whistle went, were:- China .. 3 goals. South Australia .. 1 goal. 
Shortly after the interval a very clever shot by Kinsman beat the goalkeeper and South Australia's second goal was registered. 
A pass from inside left to centre forward, who just missed the post with a low shot, was awarded. At the other end a try by Kinsman just sailed over the bar. A very speedy right-wing run and a fast ground shot brought 
Barons to his knees, and he cleared well. A left-wing shot went straight to Barons, from whom, in perfect clearance, provided the opportunity for the inside right to shoot home China's fourth goal. 
Many interesting patches of fast play were witnessed. P.Robertson tried a smart turn shot, which just passed outside the post. A rally in front of goal in which Robertson and Willoughby were conspicuous, and the 
Chinese right back headed and warded off a miraculous save. Another opportunity was frustrated by clever work by the Chinese backs. Roach was again prominent in front of goal, and the forwards made a game effort. 


South Australia forced a number of corners and did everything except score. After several exciting moments the ball was transferred to the other end and Barons made his first save for nearly 20 minutes. A corner 
followed. The home left wing were again prominent, and Kinsman tried unsuccessfully just before time. Final scores:- China .. 4 goals. South Australia .. 2 goals. 
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Date & Time Venue Weather Temperature Attendance 
1st. June 1927, Woonona, Wollongong, NSW 4000 


I Illawarra District..1 v. Bohemians (Czechoslovakia)..2 
half time, Illawarra District..1 v. Bohemians..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position i j (minute) 
START LIST 


W.Richardson (Woonona) GK Josef Sejbl 

W.Casley (Woonona) RB FrantiSek Kuéera 

R.Critcher (Corrimal) LB FrantiSek Krejéi 

Edward "Ted" Jarrett (Woonona) RH Frantisek Hoffmann 

Dave Ward (Balgownie) CH Vaclav Pine (c) 
OR 


N.Cheney (Corrimal) lJanEisner | 


ca 
cf George Murphy (Corrimal) Jan Wimmer 


Joe Suddick (Balgownie) Jan Knizek 
George Smith (Corrimal) CF Antonin MaSat 


James “Judy” Masters (c ) 


(Balgownie) ms Oldfich Havlin 
Arthur "Bulgy" Veigel (Woonona) allen | Frantisek Spic 


[Team Coach __| 


Team cam Coach —__] Team Manager Zdislav Prager 


The Illawarra Mercury has the team name as South Coast. 


The Sydney Morning Herald, 2/6/1927, page 12 http://trove.nla.gov.au/ndp/del/article/16389511 
The Illawarra Mercury, 3/6/1927, page 3 http://trove.nla.gov.au/ndp/del/article/16389512 
Referee, 8/6/1927, page 16 http://trove.nla.gov.au/ndp/del/article/16389513 
match report from the South Coast Times and Wollongong Argus, 3/6/1927, page 17 http://trove.nla.gov.au/ndp/del/article/142851534 


At Woonona ground on Wednesday afternoon there was a crowd of over 4,000 to witness. Illawarra try conclusions against the visiting Czecho-Slovak combination. 

It was a great exhibition, there being plenty of exciting passages, but Illawarra should have at least equalised, for the reason that a series of splendid opportunities were missed through sheer hard luck. 
The teams were:- 
Czecho-Slovakian:- Sebjl; Kucera, Krejci; Hochmann, Pinc (captain), Eisner; Wimmer, Knizek, Masata, Havlin, Spic. 

lllawarra:- Richardson; Casley, Critcher; Jarrett, Ward, Cheney; Murphy, Suddick, Smith, Masters (captain), Veigel. 

At half-time the teams were equal - one goal each. During the second session the visitors scored their second goal cleverly. Incidentally, there was a deal of rough work in the latter stages. 

Prior to the commencement, the teams assembled on midfield, when Mr. Z.Prager, manager of the Czecho team, briefly addressed the home after which the visitors gave their war cry. 

The visitors figured in a fine forward movement from the kick-off, but the good work of Critcher, Cheney and Veigel saved dangerous situations. Richardson's work in goal was also good to look at Masata, who played 
a splendid game throughout, struck the cross-bar with a particularly hard drive. Hockmann waited for the rebound and his kick grazed over the bar. In the next minute Richardson saved a hot one from Knizek. Judy 
Masters got his forwards moving in fine style. Suddick secured and sent in a drive which Sebjl just managed to save. The Illawarra team were playing excellent football. Cheney was always on the ball; Casley, Hunter 
and Critcher were doing their bit, while Viegel, Suddick and Murphy were putting in capital work. Masters was on deck throughout, but the visitors watched him closely. G.Smith did not get many opportunities, but he 
played a hard game. Once when Veigel sent over a beautiful cross the forwards had an open goal, but unluckily they were too far down the field. Murphy opened the score for the home team. He received an accurate 
pass from Veigel and made no mistake. 
Ward had a shot for a free awarded Illawarra, but there was no score. The visitors were playing at their top, their short passing bouts being the best seen on the ground for many a day. Wimmer sent in a shot which 
was cleverly saved by Richardson. Shortly after Knizek made the scores equal after a tricky bit of work in front of the home goal. 

In the second session, Illawarra continued to hold their own, and they proved themselves equal to many onslaughts engineered by the Czechos. Ward missed a score by inches. The second goal for winners came 
from Havlin, who headed ball in from a perfect centre by Spic. The home team were fully extended in an endeavour to make up the leeway. Veigel got what looked like a goal from the side, but referee disallowed 

it, while J. Masters, usually a certainty when an opportunity presents itself, missed a goal owing to misdirection. It was a ding-dong battle till the final whistle blew, and although the home team were defeated by one 
point, they gave an excellent account of themselves, and made very few mistakes. 
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Date & Time Venue Weather Temperature Attendance 
4th. June 1927, Hobart Park, New Lambton, Newcastle, Australia Rain 5000 


Northern Districts..3 v. Bohemians (Czechoslovakia)..4 
half time, Northern Districts..0 v. Bohemians..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


START LIST 
P| GK Phil. Jordan(NewLambton) | TT 
RB Arch.Harris (Adamstown) RB 
LB Jim Beddow (Kurri Kurri) 
RH Frank Coolahan (West Wallsend) 
CH Jack Taylor (c ) (Cessnock) 


FrantiSek Kucera 
| | LH [Lawson Bailey (Adamstown, ian eee ee 


LB Frantisek Krejéi 
RH Frantisek Hoffmann 
Vaclav Pinc (c) 


Jaroslav Prugek 


TY 
— CH 
[| 
Charles "Wagga" James (West 
OR Wallsend) OR 
Alex "Sandy" Cameron 
IR (Adamstown) IR 
Gavin "Massa" Russell 
CF (Adamstown) x CF 

IL Jack Mannion (Weston) IL 
er 
Team Coach Team Coach 


Fred Harve: if 

Linesman V.Lane 

Linesman Charles Nix 

Newcastle Morning Herald, 6/6/1927, page 2 http://trove.nla.gov.au/ndp/del/article/135599994 
match report from the Referee, 8/6/1927, page 16 http://trove.nla.gov.au/ndp/del/article/127905500 


The team journeyed to Newcastle on Friday to meet the Northern District team on Saturday. They were met at the station by Mr. J.Bloomfield (president) and Mr. P.Sheppard (secretary), and several members of the 
Northern District Council. A quiet, free night enabled the Czechs to enjoy a well-earned rest. On Saturday morning, cars took the party for a run to the different places of interest. This was greatly enjoyed, especially 
by Mr. Praegar, with his "Kodak," which has been working overtime on Mr. Praegar's behalf. 

Rain fell at midday, and this undoubtedly affected the attendance, which was about 6000. The Hobart Park Ground, headquarters of the Northern District Association, was in splendid condition. Great credit is due to 
the Association for its work, and wonderful enterprise. Over £9000 has been spent on the ground, which is the property of the Association, and is a wonderful asset. 

The first sensation was provided when the hot-pie cart, owned by Mr. Williams, caught fire. It was quickly extinguished by volunteers, but considerable damage was done. If this event was staged for the benefit of the 
Czechs, it failed, for the show was over before the visitors arrived at the ground. 

The early match was a Richardson Cup tie, between the youngsters of Adamstown and Wallsend. The game was good and stubbornly contested. Wallsend first scored, Adamstown equalling before half-time. In the 
second half, Adamstown scored again, and won an interesting game by 2 goals to 1. 

The Czechs, on arriving at the ground at 3 o'clock, got a tremendous reception. There were a few formalities, Mr. Praegar presenting a pennant to the Northern District Association. 

CZECHO-SLOVAKIA.— Goal, F.Sejbl; backs, J.Kucera, F.Krejci; halves, F.Hockmann, W.Pinc (captain), J. Prusek; forwards, J.Wimmer, J.Knizek, A.Masata, O.Halvin, Rubes. 

NORTHERN DISTRICTS.— Goal, P. Jordan; backs, A.Harris, A.Beddowe; halves, F.Coolahan, J.Taylor (captain), L.Bailey; forwards, C.James, A.Cameron, G.Russell, J.Mannion, A.McNaughton. 

Taylor won the toss, and the game went on with spirit. Krejci was slightly injured, but was able to continue after attention from ambulance. The referee was kept busy, penalising Havlin for jumping, and later Russell 
for tripping. 

A concerted attack by the Czechs was diverted by Bailey dispossessing Wimmer of the ball, making a fine individual run, passing to McNaughton, who scored, but the whistle had previously blown, apparently for 
off-side. 

Northern District were having the better of the exchanges, with the pace terrific and the crowd wildly excited. When James made a fine individual run, beating the opposition, and working into a good position, the 
excitement was terrific, but he kicked over the bar. 

Bailey tripped Wimmer just outside the penalty area, and from the kick Masata put in a terrific shot, which was saved in splendid style by Jordan. The visitors now had the Newcastle defence guessing. From a corner 
accurately placed by Wimmer, Rubes shot over the bar, when a goal seemed certain. 

When the whole defence seemed to have been beaten. James thrilled the crowd with a great run and a brilliant shot, which was saved in fine style by Sejbl. 

Play was carried to the local goal, the ball being passed from Czech to Czech in bewildering style. Knizek passed to Havlin, who opened the scores after 43 minutes’ play. Half-time. Czecho-Slovak 1 goal to nil. 

The second half commenced by the Czechs being penalised on several occasions for off-side play. Pinc set his forwards moving, but Knizek shot wide when well placed. The visitors were penalised for charging from 
behind, and from the free kick Taylor shot outside. Harris conceded a corner, which was well placed by Wimmer. but Northern District relieved, and James, profiting by Krejci misjudging, snapped up the ball and 
scored a great goal for Newcastle after the second half had been in progress ten minutes. One all. 

Northern District were now having the best of matters, with Sejbl getting a torrid time, but defending well. Coolahan, receiving the ball 30yds out, tried a speculator, which Sejbl misjudged, giving the locals the lead 
after 15 minutes of the second 45. 
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Northern District again were in the attack. McNaughton sent in a terrific shot, which struck the upright, and, rebounding, was received by Russell, who scored No. 3 for the home team. Northern District 3-1. 

With only 15 minutes to go, and two goals down, defeat seemed certain for the Czechs. But they still had an effort left. Returning to the attack in surprising style, they left the home team standing. Havlin, receiving a 
splendid pass from Wimmer, decreased the lead 3 to 2. 

With only ten minutes to go, the Czechs seemed inspired. Rubes, making a brilliant run along the left wing, centred finely, for Knizek to equalise the scores. Three all. With full time drawing close, the Czechs 
attacking, the game was full of excitement. Havlin thrilled by receiving 40yds out, unwound the best, effort of the game, by beating first Bailey, then Harris, and, shooting from 20yds range, scored with a brilliant shot 
which gave Jordan no chance of saving. The Czechs won a memorable game by 4 goals to 3. 

The Northern District was undoubtedly a fine team, equal, probably, to New South Wales of the previous Saturday. Jordan gave a great exhibition. The backs were the weak spot. Coolahan was the best half, and the 
best player on the side. Bailey played a good game, but Taylor, did not come up to expectations. The whole of the home forwards played well. McNaughton and Cameron may have been reserving themselves for their 
effort in the Test match on Monday. James gave an excellent exhibition, and seems a most promising winger. 

Sebjl did many good things in goal, but the wet ball seemed to trouble him, Jordan giving a much better display. Krejci seems to lack confidence without his usual partner (Kaspar), and was the weak spot in the 

Czech defence. Kucera played well. Pinc gave a masterly display, and was ably assited by Hochmann and Prusek. Wimmer was well watched by Bailey, yet got in some effective work. Havlin and Knizek were the 
pick of the forwards. Masata was not quite up to his usual form. Rubes, who displaced Spic at the last moment, gave an excellent display on the left wing. 

The Northern District crowd will long remember this game as one of the most sensational ever witnessed in Newcastle. There is no doubt that the Czechs are masters of the code. They seem to know exactly when 

to make an effort and how to make it, and their tactics seem to be always successful. Their shooting is not quite up to the standard of the English team, but the passing, ball control, and position play compare 
favorably with that of any previous team that has visited Australia. 

The Czechs left yesterday for Cessnock. They play the South Maitland Association to-day. The local team is : Austin, Bedlowe, Hodge, Kidd, Taylor, Harden, C.Williams, McKay, Mannion, McNaughton, Drinkwater. 
The Czechs will meet the mail train for Brisbane after the match. 


Date & Time Venue Weather Temperature Attendance 
4th. June 1927, 15.30 Fremantle Oval, Fremantle, Western Australia 4000 


Western Australia..1 v. Chinese XI..4 
half time, Western Australia..0 v. Chinese XI..2 


Goal Retired Substituted Goal Retired Substituted 
START LIST 
Alexander "Sandy" Marr GK Chou Hsien-Yen 
Ernie Nicholls RB Lee Tin-Sang 


| LB .Mcintosh Lai Yuk-Tat ey ey) ey | 


RH Andy Gordon (c ) Leung Yuk-Tong 
CH G.McKenzie Wong Shui-Wah 


P| CF James "Jim"Gordon | 57 pT CF TaiLin-Ching CT 0,25 TT 
IL Ben Newell Lee Wai-Tong (c) 75 

Team Coach Team Coach 

Oc 

S.Major Woo Cheong-Yuen 


[Linesman Wallace eee] 
[Linesman [Rickards _—— 


—- —— — 
CH 
LH L.G.Harden LH Chan Chen-Wo 
Tr Jolin "Jack" Co Fang King-Che =———— 
IR John "Jack" Conduit IR Fung King-Cheung 78 
CF 
IL 


match report from Sunday Times, 5/6/1927, page 4 http://trove.nla.gov.au/ndp/del/article/58320759 

The first of the three international soccer matches was decided yesterday afternoon at the Fremantle Oval before about 4000 people. 

The teams lined up as follow:- 

China.- Goal, H.A.Chou; backs, T.S.Li and Y.T.Lai; halves, Y.T.Leung, S.W.Wong, and C.W.Chen; forwards, K.S.Tso, K.C.Fung, L.K.Tai, W.T.Lee (captain), and K.I.Chan. 

West Australia. - Goal, A.Marr (Caledonians); backs, E.Nicholls (Claremont) and J.Mcintosh (Casuals); halves, A.Gordon (captain, Casuals), G.McKenzie (Victoria Park), and L.Harden (Armadale); forwards, 

E. Wilderspin (Perth City), J. Conduit (Perth City), J. Gordon (Casuals), B.Newall (Caledonians), and J. Daniels (North Perth). 

Referee, Mr. S. Major; linesmen, Messrs. Wallace and Rickards. 

West Australia won the toss, and elected to take advantage of a stiff breeze from the hospital end. Both teams were given a great reception by the crowd. Mr. Kid Lewis kicked off punctually to time, and China at 
once attacked. Lee shot from short range, and Marr pushed his effort to the feet of Nicholls, who was forced to concede a corner, which proved abortive. Keeping up the pressure, the Chinese kept the play in the W.A. 
territory for several minutes without getting anything that counted. Then McKenzie set his forwards going in fine style. Jim Gordon's final pass to Newall being too far forward for that player to pick up before the ball 
went outside, and a good chance was wasted. Again, by good combination, W.A. attacked, but J.Gordon's final effort was off the target. Still keeping up the attack, by neat interpassing, Daniels spoilt things for W.A. 
through firing over from short range. Then Andy Gordon tried a long-range effort, but his elevation, too, was faulty, and the ball sailed harmlessly over the bar. 

A dash through the middle by the visitors looked dangerous until Nicholls brought off a great tackle and clearance. Not to be denied, the Chinese came again, and good positional play by Lee sent Chan away up the 
left at tremendous speed. The attentions of Harden and then Mcintosh forced him to place behind, and a nasty looking position for the locals was terminated. Good play by Conduit gave Wilderspin a chance, but that 
player ran the ball out. 
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Then Daniels got away nicely, but could only manage a corner off Li at the business end of his run. Keeping in the visitors’ territory, Wilderspin tested Chou with a neat effort, following nice play by Conduit, but the 
goalie made no mistake. Leung fastened on to his clearance and sent Chan away on one of his speedy runs. which culminated in a glorious centre which Tai, from a twenty yards' range, fired at great pace past Marr 
after ten minutes' play. 
This reverse was as unexpected as it was sudden, for, except for the opening minutes, W.A. had had most of the game without getting anything that counted. The Chinese attacked again on resuming, and Marr was 
twice called upon to defend his lines from long range efforts. Then Harden got back and kicked clear when all seemed lost. A spell of mid-field exchanges and then McKenzie cut out a nice opening for Wilderspin, who 
made a few yards of ground and then middled the ball instead of going on to the corner flag. A splendid bout of passing between Conduit, J.Gordon and Newall raised the crowd to enthusiasm. The latter's final shot, 
however, found a resting place in Chou's arms. 

Back went China, and Fung from a good position failed to test Marr - his effort being very wide. At the other end another sparkling bit of play by the local inside men saw Conduit miss what appeared to be a gilt-edged 
opportunity to score from close in. Once again the locals’ inside men, by clever footwork, carried play into the Chinese danger zone, and only a first-class save by Chou from the foot of Jim Gordon saved the situation. 
Another of those fast thrusts up the centre of the field and the Chinese became two up after 25 minutes. Tai it was who again found the net, Marr having no chance to save, although he made a great effort to reach the 
ball. 


W.A. were very unlucky to be two down at this stage. It was not by any means a fair representation of the play. Only the superior finish of the Chinese, together with a wonderful display of goal-keeping by the 
diminutive Chou was responsible for it. 

Resuming, W.A. again attacked, but Lai brought off a great recovery when things looked promising for the locals. Another splendid combined run and centre, this time from Tso, who gave Harden the slip, saw Lee fire 
a red-hot shot only just wide. It was very hard lines this, for the movement deserved a goal. Back went W.A., but once again little Chou bobbed up and prevented a score at the critical moment at the expense of a 
corner which was very badly placed. So was another almost immediately afterwards. W.A. so far had been very weak in this respect. Keeping up the pressure, the crowd roared its appreciation of another delightful 
triangular movement between the home insides, which was finalised by Chou making a most spectacular save from J.Gordon at the expense of another corner which was also placed behind. Again W.A. attacked, 
and this time Daniels looked certain to score, but Chou again brought off a marvellous save in the angle of the crossbar and upright. 

Away went China, and a splendid bout of head work was ended by Nicholls booting clear. Wilderspin took play to the other end, and this time Chou brought off a great save from Newall. The little Chinese goalie had 
the agility of a cat, and he alone stood between the locals and goals on innumerable occasions. Again and again W.A.'s men tried to beat him, but he proved equal to everything that came his way. One save in 
particular from Jim Gordon was extra special. W.A. at this stage could do almost anything but score. Then the visitors cleverly transferred play to the other end, and Marr did well to clear a most difficult dropping shot 
under his bar from Wong, with the lengthy Lee in close attendance. Half-time arrived with the scores - China, 2; W.A., nil. 

The visitors were exceedingly lucky to be leading at half-time, due mainly to their goalie. 
After the spell the Chinese attacked for a while. Then Daniels got away on the left and collided with Li, who had to receive attention, but resumed play soon after. Another corner to W.A. was again wasted. Then a 

nice movement by the home right wing saw Wilderspin shoot wide from a good position. Harden next came into the picture with a great tackle, when Lee looked to have the goal at his mercy. The Chinese came again, 
however, and after Marr had saved from Tai, Chan sent over the top at express speed. Then Daniels was sent away nicely by J.Gordon, but he dallied with the ball and eventually lost possession when a quick transfer 
might have meant a goal to the locals - the visiting defence being in a tangle. At the other end Marr had to fist away from Le ung, who tried another snap shot from long range. At the other end Jim Gordon cleverly sent 
Wilderspin through. That player went on to send in a beauty which Chou tipped over the bar in spectacular fashion, for yet another and fruitless corner. 

Then came the best movement of the day from the locals and it deservedly produced a goal. Newell started the movement by retrieving the ball from his own territory, beat three men and passed to Conduit, who in turn 
drew the defence and then transferred to Wilderspin, who ran on to send over a peach of a centre which Jim Gordon crashed into the net with a first-time effort. Chou this time had no possible chance to save. 

The half was now 10 minutes old and in response to the encouragement of the crowd W.A. returned to the attack but Chou and his backs proved equal to all that came their way. Then Leung initiated an attack on the 
W.A. goal which was eventually cleared by A.Gordon. At the other end brother Jim had a glorious shot prevented from entering the net by another marvellous save by Chou. Then the Chinese set up a pretty movement 
which ended in Lee firing into Marr's arms. Keeping up the pressure, Tso forced a corner off Mcintosh but placed it behind. An unsuccessful raid by W.A., and then Marr dived at the feet of Fung and took the ball off 
his toes when he had the goal at his mercy. At the other end Chou pushed an effort from Daniels around the post for yet another abortive corner. At the other end Fung was only inches wide with an express drive at 
the conclusion of a neat combined movement. Jim Gordon then forced his way through the centre and lobbed the ball across to Wilderspin, who grazed the upright with a good header, being hurt in collision with Lai 

in doing so. 

A brilliant bout of passing by the Chinese saw Chan fire in an express drive which Marr failed to hold, the ball going to the foot of Lee, who slammed the leather home after 30 minutes' play. 

The visitors went further ahead three minutes later. Marr punched out a shot from Lee which Fung collected and drove into the net. 

Direct from the restart W.A. attacked and good work by Conduit put J. Gordon through, that player's final shot being safely fielded by Chou. Marr was in action again at the other end the next minute and he did well 

to save the situation. Then Andy Gordon came through, but his final effort lacked direction. Daniels had another try following good play by Newall but again Chou caught and cleared at the expense of a corner which 
Wilderspin placed splendidly for Jim Gordon to graze the bar with a good effort. The end arrived soon afterwards with the final score reading: China, 4 goals; W.A., 1 goal. 

The following have been chosen to represent W.A. tomorrow. (Monday) against the Chinese at Cottesloe Oval, play to commence at 3.30 p.m. - Goal: A. Marr (Caledonians). Backs: E.Nicholls (Claremont) and V.Hall 
(Perth City). Halves: A.Gordon, captain (Casuals), G.McKenzie (Victoria Park), and H.Boys (Claremont). Forwards; J.Speedie (Caledonians), J.Conduit (Perth City), J.Gordon (Casuals). E.Newall (Caledonians), and 
T.Jones (Caledonians). Reserves to attend with kit: S.Hinton (Victoria Park), H Johnson (Caledonians), and A.Guthrie (Caledonians). Mr. G.Brown, will be the referee and the linesmen will be Messrs. Craigie and May. 
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Date & Time Venue Weather Temperature Attendance 
6th. June 1927, 15.30 Cottesloe Oval, Cottesloe, Western Australia 5000 


Western Australia..1 v. Chinese XI..2 
half time, Western Australia..1 v. Chinese XI..2 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


P| GK [Alexander Marr 


RB Ernie Nicholls Lee Tin-Sang 
LB V.Hall Lai Yuk-Tat 

RH Andy C.Gordon (c ) Leung Yuk-Tong 
CH George M.McKenzie Wong Shui-Wah 
LH Harold N.Boys Chan Chen-Wo 


| | OR [USpeedie Tso Kwai-Shing 


IR John Conduit IR Fung King-Cheung 

CF James C.Gordon CF Tai Lin-Ching 

IL Ben Newell IL Lee Wai-Tong (c) 
OL 


[| ol _E..*Ted"Jones - | ok [chan Kwong- Yiu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee G.Brown Assistant Manager _|Woo Cheong-Yuen 
Linesman Craigie 

[Linesman ______|May a 


match report from The West Australian, 7/6/1927, page 9 http://trove.nla.gov.au/ndp/del/article/32032231 

The second match between China and Western Australia was played before a crowd of approximately 5,000 on the Cottesloe Oval yesterday afternoon. The visitors fielded the same team as on Saturday while four 
changes were made in the local team. The Western Australian side made a particularly good showing, and the visitors were somewhat lucky to win by an odd goal. 

The teams lined up promptly to time as follows: — 

China.- Goal, H.H.Chou; backs, T.S.Li and Y.T.Lei; halves, Y.T.Leung, S.W.Wong and C.W.Chen; forwards, K.S.Tso, K.C.Fung, Tai L.C., W.T.Lee (capt.), and K.I.Chan. 

Western Australia.- Goal, A.Marr (Caledonians); backs, E.Nicholls (Claremont) and V.Hall (Perth City); halves, A.Gordon (capt.) (Casuals); G.McKenzie (Victoria Park) and H.Boyes (Claremont); forwards, J.Speedie 
(Caledonians), J.Conduit (Perth City), J.Gordon (Casuals), B.Newall (Caledonians) and T.Jones (Caledonians). 

Referee, Mr.G. Brown; linesmen, Messrs.Craigie and May. 

Andy Gordon again won the toss, and, of course, took advantage of the breeze. Boys put a stop to the opening movement by the visitors, and sent Conduit through but that player's transfer to Speedie went astray. 

A fine Chinese attack - initiated by Wong, and carried on by Lei and Chan - was foiled by Andy Gordon at the expense of a corner which Chan placed behind. Western Australia transferred play to the other end where 
Newall spoilt matters by handling the ball when things looked good for his side. At the other end Marr rushed out and booted clear from an overpitched forward pass. Speedie collected his clearance and went on to 
force a corner off Lai (after a short bout of interpassing with Conduit) which he placed badly. A quick transfer was made to Chan who speeded up the wing to be finally stopped by Nicholls. He came again, however, 
only to shoot wide when well placed. Fine play by Newall sent Jones away. The ball then passed to J.Gordon, who just missed the target with a good shot. Gordon again shot wide a few minutes later, following 
another combined attack. Nicholls collided with Tso and hurt his knee, but resumed after receiving attention. Conduit had a try at the other end and grazed the upright with a fine shot. 
Keeping up the pressure Jim Gordon forced Chou to save at the expense of a corner which Speedie placed splendidly for Conduit to head in for goal. 
Aroused by this reverse the Chinamen set up a strong attack on the home goals and only fine defensive work by the local halves and backs saved the situation. A free kick close in looked dangerous for the Western 
Australians but Wong sent a fast daisy-cutter wide of the upright. Off-side against Fung spoilt the next Chinese attacks. Then Newall, Gordon and Conduit broke through nicely, and Newall's first timer went a few 
inches on the wrong side of the upright. Little Chan and Lee between them took the play to the other end where Chou drove in a beautiful shot. Andy Gordon got his head to the ball when Marr was at the other side of 
the goal - a fine save. Then Lee shot hard - into Marr's arms, and later the goalie did well to save his charge at the expense of a corner. He again came into prominence a few minutes later when he took the ball off 
Tai's toes at a critical juncture. 
A neat combined move by the home forwards resulted in Jones shooting behind. Then Newall forced an abortive corner off Li. Keeping up their attack Andy Gordon tested Chou with a long shot, but the goalie made no 
mistake. Newall drove yards over following an individual effort. Back went the Chinese and Hall did well to stop Fung when all seemed lost. Andy Gordon broke an attack from the left. Fung made a miserable attempt 
from 20 yards range, but the shot was well off the target. Tso gave Marr a hot shot and Nicholls completed the clearance. Keeping up the pressure Lee failed to test Marr from a good position following a well conceived 
attack. His partner, Chan, made the same error a few minutes later. Andy Gordon nipped in the bud an effort at combination between the visitors' inside men. Boyes saved a serious situation and sent Jones away, 

who transferred to Newall. The last-named fired over the top after cleverly beating two of his opponents. Conduit put in some fine work, but all he could manage was a corner off Li which Jones again placed badly. 

A neat triangular movement between Boyes, Newall and Jones saw the latter fire inside from a good position. Nicholls miskicked badly at the other end, but Marr came out and effected a good save. Nicholls dashed 

in and spoilt the next Chinese attack and thereby made amends. At this stage Hall made a spectacular tackle and cleared when Wong seemed certain to score. Fine combination between the Western Australian 
forward line saw J.Gordon shoot into the net from an offside position - a matter of inches only. 

The visitors were responsible for a beautiful piece of work, which deservedly ended in goal, Lee finding the net from close in. 

This movement was the best of the game up to this stage. The speed with which it was executed was remarkable. On resuming Western Australia attacked. Good work by Conduit, Boyes and Gordon forced Lai to 
concede a corner which was again wasted. An electric dash up the centre by the Chinese inside forwards tested Marr, who saved a brilliant drive from Lee. First Jones and then Newall sent wildly over the bar - the 
conclusion of two neat local attacks. At the other end Lee shot just outside. 

The visiting captain placed his side in the lead after 40 minutes play with a beautiful daisy cutter. He appeared to handle the ball prior to his shot, and the crowd was of this opinion. 

This had the effect of spurring on the Western Australians. Young Conduit grazed the post with a glorious shot, just before the interval, when the scores were:- China, 2 goals, Western Australia, 1 goal. 

It had been a sparkling half. The Chinese were lucky to be leading - a fact that was due to the wretched kicking of the home forwards. 
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The green and golds were the 


made a good recovery and kicked clear. Conduit had a try on hi 


sent a fine pass to Jones who 
tested Chou with a low shot wi 


irst to attack on re-starting and the diminutive Chou did well to save with a brace of opponents harassing him. Back at the other end Tso spoilt things for his side by getting off-side. Hall 
is own, but Chou caught and cleared his final effort. Hall beat Chan in a sprint along the touch-line and transferred play 
‘orwarded to Newall who shot hard for goal. His attempt, however, was deflected by the body of an opponent. Boyes next made an opening for Jones w 
hout result. At this stage Tso was wrongly ruled offside when he was well placed. From the free-kick Newall put in a fast run beating three opponents and giving Jones possession. This 


‘o the other end. J.Gordon then 
ho sent on to Newall. The latter 


player shook the side net with a hard drive. At the other end Marr fielded a lofty drive from Fung in good style. Then Tso shot wildly from close in, and Fung was as erratic a minute later. Good play by Conduit sent 


Speedie away to the corner play. A glorious centre resulted bu 


Marr into action with a dangero 


no forwards were able to take advantage of the offer. Back to the other end went the visitors, and Lee again shot hard 
us shot, knee-high. Keeping up the pressure the Chinese inside-right - Fung - failed to trouble Marr from a good position. Then Boyes earned applause by clearing in clever fashion. At 


rom 20 yards range. Chan brought 


the moment the Chinamen were monopolising the play, and the local defenders had to work hard in order to save the situation. Marr brought off a great save at the foot of the post from Lee. Then Newall retaliated with 


a solo effort, but he was crowd 


led out at the business end. Following smart work by Andy Gordon, Speedie sent over a fine centre which Jim Gordon first-timed goalwards only to see t 


he ball turned for a corner by Lai. 


Marr did well to save his charge when Fung turned a somersault into the net. At the other end Boyes with plenty of time failed to test Chou. The little goalie cleared a twisting shot from Jim Gordon, following a run by 


Conduit. Andy Gordon, after an exciting duel, finally got the be’ 


The Chinese packed their goal 


close in. In response to the cheering of the crowd Western Australia made strenuous efforts to save the game. The left wing again got going and this time Jones was well on the targe’ 


caught and cleared. 
The bell sounded soon afterwa 


rds, the final scores being: China, 2 goals; Western Australia, 1 goal. 


As Professor Kwong remarked 


at the conclusion of the game, a draw would have been a more satisfactory result. 
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tter of the speedy Chan, and another combined movement by the home attackers produced a corner which Jones placed finely, but nothing resulted. 
very cleverly. The visitors got away in line, the movement being spoilt by Lee who shot yards across the bar. Then the local side almost equalised. Conduit missed an easy chance from 


with a pile-driver which Chou 


Date & Time Venue Weather Temperature Attendance 
8th. June 1927, Pit Paddock Ground, Cessnock, N.S.W. 5000 


South Maitland..3 v. Bohemians (Czechoslovakia)..1 
half time, South Maitland..1 v. Bohemians..0 
Goal Retired Substituted Goal i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) | Injured | Sent Off | (minute) 


START LIST 
| ss] =~ GK__[Robert Austin (Cessnock Josef Sejbl en ee ee 


| | OR [Jack Drinkwater (Aberdare a as P| OR [JanWimmer TT 


IR Roy McNaughton (Cessnock) Jan Knizek 

CF Cecil Williams (Cessnock) x Jaroslav HybS x 
IL J."Jock" McKay (Kurri Kurri) Oldrich Havlin 

OL 50 


Ernest "Puss" Williams (Weston) OL Vaclav Rubes 
SUBSTITUTES 


eo 


Team Coach Team Coach 
Team Manager Team Manager Zdislav Prager 


Referee N.Shaw 
Linesman 
Linesman 


"Sept" Kidd is also shown as "Sep" Kidd. 


[ 
RB Eddie Hodge (Cessnock) RB FrantiSek Kuéera 
LB Jim Beddow (Kurri Kurri) LB FrantiSek Krejéi 
RH James Harden (Cessnock) RH FrantiSek Hoffmann 
CH Jack Taylor (Cessnock) CH Vaclav Pinc (c) 
LH S."Sept" Kidd (Kurri Kurri) LH Jaroslav PrusSek 

[| 

—}—-# 


The Sydney Morning Herald, 9/6/1927, page 15 http://trove.nla.gov.au/ndp/del/article/16382318 
The Maitland Daily Mercury, 9/6/1927, page 7 http://trove.nla.gov.au/ndp/del/article/124704713 
match report from The Cessnock Eagle & South Maitland Recorder, 10/6/1927, page 9 http://trove.nla.gov.au/ndp/del/article/99384831 


Intense interest was centred in the visit of the Czecho-Slovakian footballers to Cessnock, whence they came, fresh from their triumph over Australia in the first test match to try conclusions with a combination 
representing South Maitland. 

The visitors arrived here by the 8.20 train on Tuesday night, and were met upon arrival by Messrs. S.Field and D.Hutton, on behalf of the South Maitland Association. 

The team was accorded a civic welcome at the United Service Hotel on Wednesday morning. 

The Mayor (Ald. Brown), who presided, said it gave him very great pleasure to welcome the visitors to Cessnock. He had read with very great interest the particulars of the various games the Czecho-Slovakians had 
taken part in since coming to Australia. He also noticed that, with the exception of one game, they had been victorious. No later than Monday last they had defeated the pick of Australia in the test game in Sydney. 
While he fully realised the skill of the visitors, he could assure them that in meeting the pick of the South Maitland coalfields they were up against a pretty strong combination and he believed the local team would give 
the visitors one of the hardest games of their tour in Australia. However, he knew they were a good lot of sportsmen, and were prepared to play the game in a true sporting spirit. He felt sure that the public would 
witness a good, clean game, and hoped the best team would win. 

Mr. Praeger, manager of the team, in responding, returned thanks for the cordial welcome extended them. He paid a tribute to the hospitality of the Australian people, who had everywhere received them with 
manifestations of friendship. He and his countrymen appreciated and reciprocated these manifestations of goodwill. Thus far they had seen but little of Australia, but they had seen enough to make them realise that it 
was a beautiful country and one of wonderful possibilities. "Your people are good sportsmen and gentlemen", he said in conclusion. 

The Mayor then proposed the toast of the "South Maitland British Football Association", coupled with the names of Messrs. B.Evans (president) and Mr. G.Perris (secretary). 

Mr. Evans responded, and in doing so took the opportunity of extending a hearty welcome to the visitors on behalf of the association. He sincerely hoped that the game played that afternoon would prove an education 
to followers of the Soccer code on this field. He was going to be optimistic and say South Maitland would come out victorious. At the same time he hoped the best team would win. 

Those present at the reception included Mr. S.A.Storey, secretary of the N.S.W. Association), and Mr. P.Sheppard (secretary of the Northern District). 

As anticipated, the match, which was played on the Extended ground on Wednesday afternoon, attracted a large attendance. 

The teams were:- 
Czecho-Slovakia : Goal, Sejbl; full backs, Kucera, Krejci; half-backs, Hochman, Pinc, Prusek; forwards, Wimmer, Knizek, Hybs, Havlin, Ruses. 

South Maitland : Goal, Austin (Cessnock); full-backs, Hodge (Cessnock), Beddow (Kurri); half-backs, Harden (Cessnock), Taylor (Cessnock), Kidd (Kurri); forwards, J.Drinkwater (Aberdare), R. McNaughton 
(Cessnock), C.Williams (Cessnock), McKay (Kurri), E. Williams (Cessnock). 

Referee, N. Shaw. 

The Czecho-Slovakians won the toss, and South Maitland kicked off against a North-West breeze. 

The Czechs pressed, and Austin was called upon to save. The visitors came again and the ball went behind. 

South Maitland worked the ball along to the visitors' territory. Taylor put up to C.Williams, and the latter, who secured possession close to the goal mouth, threatened danger, but the Czech goalie cleared splendidly. 
Beddow gained ground for South Maitland with a beautiful long drive, and McNaughton put over the bar. 

The Czechs assumed the offensive, and Ruses took a shot from a long way, but went wide. With another great rush, the visitors swooped down on the South Maitland goal. Hodge came to the rescue with a fine kick 
that carried play back to mid-field. 
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South Maitland invaded the opposition territory, where the locals were awarded a penalty, E.Williams having been illegally tackled by a Czech player. Austin's kick at goal was fielded by Sejbl, but in trying to clear he 
fumbled, and Austin, following on quickly, slammed the ball into the net. South Maitland 1. 

Maitland again attacked, and for a time play raged around the Czecho-Slovakian goal. From one rush McNaughton, following on fast, looked a likely scorer, but the Czech goalie saved the situation. 

Wimmer figured prominently in a Czech movement which took play dangerously close to the South Maitland goal. A resolute defence by the locals, however, drove them back. 

South Maitland forced a corner, and when the ball came across to the centre, Taylor had a shot, but put over the bar. 

Attacking with great dash, South Maitland kept the Czechs penned up in their own goal area for some time. 

The visitors livened up, and Ruses, after making a fine run along the wing, centred to Hybs, who tried to head in, but sent over the bar. 
South Maitland let loose a series of attacks, and first McKay and then E.Williams had unsuccessful shots at goal. 

The Czechs charged down on the South Maitland citadel, and looked certain to equalise. At the critical moment, however, Austin flashed out from the goal, and beating the opposition to the ball, made a magnificent 
save. 
Half-time arrived with the scores: South Maitland 1, Czecho-Slovakia nil. 
The second half opened with the South Maitland team on the attack, E.Williams causing the Czech goalie to save. The locals, with a brilliant movement, again invaded their opponents' territory, and a roar went up as 
C.Williams dashed through the opposing backs with the ball at toe. Williams shot with plenty of power behind the ball. However, the opposing goalie dived on the leather, and made an exceptionally brilliant save. 

The Czechs pressed, and the speedy Ruses, from some considerable distance out, sent in a beautiful hard and low shot that beat Austin all the way. Scores: 1 all. 

This success made the Czechs play with renewed vigour, and the locals had a busy time defending their stronghold. 

After holding the Czechs' at bay, South Maitland took play into the opposing territory. Taylor started a movement which sent the ball to Drinkwater. The latter, after advancing the movement, kicked over to the centre. 
C.Williams dashed up, and amidst great excitement, sent the ball into the net. South Maitland 2, Czecho-Slovakia 1. 

Shortly after, South Maitland went, within an ace of scoring again, McKay having the bad luck to hit the bar. 

In play again, Taylor kicked down field to Drinkwater, who trapped the ball in the corner, and sent over a beautiful high centre. From a melee in front of the goal, Taylor shot, and the ball deflected off Sejbl into the net. 
South Maitland 3, Czecho-Slovakia nil. 

These were the final scores. 

It was a grand game; fast as greased lightning throughout, and the result speaks volumes for the standard of Soccer played on the coal-fields. South Maitland had triumphed where Australia had failed. 

The locals played well to a man. McKay played a particularly clever game, and the same must also be said of Taylor. C.Williams proved himself a great opportunist, and Austin, in goal, was magnificent. 

The visitors are very fast, and are pastmasters in the art of ball control. Pinc is as cool as an ice-berg, and as heady a player as one could expect to find. Sejbl, a man of particularly fine physique, is a wonderful 
defender, and Ruses, their outside left, who is as fast as a greyhound, was always in the picture. 
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Date & Time 


11th. June 1927, 15.15 Exh 


Goal 
Position (minute) 


Venue Weather Temperature Attendance 
ibition Ground, Brisbane, Queensland 14000 


Queensland..3 v. Bohemians (Czechoslovakia)..2 
half time, Queensland..3 v. Bohemians..1 
Retired Substituted i Substituted 
Injured | Sent Off | (minute) . Position (minute) 


| | GK Les. Halls 


GK __|Josef Sejbl 
FrantiSek Krejéi 


FrantiSek Kucera 


Frantisek Hoffmann 


Vaclav Pinc (c ) 


RB Len Viertel 

LB Tom Traynor (c ) 

RH Albert E."Bert" Murray 
CH Angus Marshall 

LH Andy Park 


| dT OR sO. E."Toddy” Edwards 


Jaroslav Prugek 


IR Jan Knizek 


Antonin MaSat 


IR Cecil Nunn 
CF Les Clark 
IL Johnny Steel 


Oldrich Havlin 


[|__| Charlie Cattermole [ol __|aclav Rubes 


Team Manager Team Manager Zdislav Prager 
Referee W.E.Donnellan 
Linesman A. Clark 


P.Spence 


match report from The Brisbane Courier, 13/6/1927, page 7 http://trove.nla.gov.au/ndp/del/article/21842855 


The great development of the Soccer code of football was amply demons! 
and vigour of tho maroons overshadowed the scientific strategy and skilfu 


rated at the Exhibition Grounds on Saturday, when Queensland triumphed over Czechoslovakia after a memorable display, in which the speed 
| ball manipulation of the visitors. The game was productive of all that tends to make Soccer fascinating, and the result was in doubt to the last 


second of the match, which was won by Queensland by the odd goal in five. The visitors combined with the harmony of a well-oiled machine, and at times bewildered their opponents with the electrical manner in which 


they swung into concerted movoments, the ball traversing the whole field, 
themselves, and their play was a revelation, indicating that the lessons im 


but it was failure to cap these actions with goals that brought about the downfall of the visitors. The Queensland representatives surpassed 
parted by the Englishmen two years ago had been well learned. The match was attended by about 14,000 spectators. 


The setting for the match left nothing to be desired. A warm sun, tempered by a nippy breeze, made the conditions ideal for football. The "Checks" trooped on to the field at 3.10 p.m., to the accompaniment of a 
continuous ovation, which also greeted the arrival of the Queensland team, who looked a smaller body of men in comparison with their rivals. From the outset, it was clearly manifest that the visitors were gifted in the 


science and strategy which combined to give the game its great internatio 
swung from wing to wing, and the manner in which the defence co-ordina 
improvement in the standard of football in Queensland, and the effects of 


inal support. Although they could not be classed with the English side that visited these shores two years ago, the way in which the ball was 
ed with the front row, provided lessons which may be profitably incalcated. The visit of the English team marked the commencement of 
that tour were noticeable during the thrilling encounter. Queensland has always had a weakness in the front rank, but on Saturday opportunities 


which presented themselves were quickly availed of, and were put to such good use that the maroons had established a lead in the first half which the visitors, despite the fact that in the closing stages they dominated 
the play, were unable to wipe out. The progress of the code in this State is further pronounced by the fact that the team which Queensland defeated, accounted for Australia in the first test match in Sydney on the 


previous Saturday by 6 goals to 4. Of 13 matches played to date by the vi 
against 27. 


sitors they have won 10 and lost three - the defeats being by New South Wales, Maitland, and Queensland. They have scored 62 goals 


Although defeated, the Czechoslovakians gave an exposition which predicted a wonderful struggle in the second test next Saturday. At all times they showed clever mastery and control over the ball, their footwork 
easily surpassing that of the home team, but the speed and vigour with which the Queenslanders carried on the game for practically three-quarters of the time that they were on the field beat the visitors. Pinc, the 
captain of the Bohemians, is the brains of the combination, and his work as pivot was outstanding. He cleverly manoeuvred his men into position time after time, and the inside forwards showed wonderful anticipation. 


Wimmer, the right winger, of small stature, was a source of worry to Park, 


conspicuous. Instead of quickly making for the goal, they indulged in short passing bouts until the rival backs had an opportunity to place the home team out of danger. Spic, on the opposite wing, has a fine turn o 


and the manner in which he despatched the ball to the centre often caught the defence napping, but here the weakness of the visitors was 


speed, and he used it to good purpose on many occasions. Indeed, it was mainly from his fine run and judgment that the first goal was scored for the "Checks." He was ever alert for transfers, but often the inside men 


failed to send him the ball when in a good scoring position. Masata, the visiting centre, and his inside colleagues, Knizek and Havlin, are pastmasters in the art of short passing, their trickiness and clever anticipation 


being a delight to watch. Krejci and Kucera, the backs, were very shaky in 


The goal-keeper is not in the same class as Halls, but he gave a good exhibition, having little chance of stopping the shots which went into the net. 
The bustling tactics of the Queensland team told its tale in the second half, when the "Checks" on numerous occasions went close to equalising the score, and during the last 15 minutes they were given full sway for 


pretty concerted movements, which traversed both wings. It was during thi 


claims to selection to represent Australia next Saturday. At all times he was cool and collective, especially under a hot barrage, and the fact that the Bohemians did not equalise is due in a great measure to the skill 


the early stages, but, as the game progressed, they settled down to sure kicking, and their interceptions were executed with ease and grace. 


is period of uncertainty that Halls proved himself to be one of the best custodians who has ever represented this State, and put forward strong 


of the Blackstone goalkeeper. Although at times his clearances were inclined to be weak, yet he overcame this deficiency by the capable manner in which he stopped shots from all angles. Traynor proved himself the 


right man in the right place as skipper and back, and he was well partnere: 
advantage to their side. Probably the pick of the Queensland side was Mai 


d by Viertel. These two were a tower of strength to the team, and time after time robbed the inside attackers, cleverly despatching the ball to 
rshall, who showed uncanny judgment. He intercepted the short passing bouts of the visitors, and his spoiling efforts were a great thorn in the 


side of the Czecho-slovakians. This young centre-half was never found wanting, either in attack or defence. He was the originator of several smart moves. It was his splendid manipulation of the ball past Pinc, and the 
despatching of it to the wing, which brought about the sensational first goal of the match. Murray worked like a trojan in the right half position, but he felt at sea at times in his new position, giving the wing man too 


much scope. However, he made amends by his ceaseless toil, and was a 


great factor in his side's victory. 
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The Queensland forward line was all that could be desired, with Nunn, perhaps, the weakest of the bunch. Clark previously had failed in big matches, and it was thought that he had not the temperament for high grade 
football, but this season he has proved himself beyond all expectations. He is a wonderful opportunist, and is always on the spot ready for the ball. Possessing a strong kick with either foot, he is an asset as pivot. 

He it was who scored two of the goals for Queensland, the first with a drive and the second by clever use of his head, an art at which he excels. Cattermole and Edwards were "flyers" at times, and their centres were 
perfect, especially Edwards in the first half. The Ipswich winger's speed completely left the European defence at a standstill on occasions. Steel supplied many neat touches, and he undoubtedly used his head to 
good effect. He worked his centre and wing man on all occasions, and although the smallest man in the field he was not the least. His trickiness is always annoying to opponents, and it was no exception on Saturday. 
Mr. Donnellan handled the game very capably, and his was a task not to be relished. At times the visitors questioned decisions, and it was humorous from a spectator's point of view to watch the attempts of the 
officiating man to explain his meaning. On three occasions the visitors grabbed the arm of Mr. Donnellan, and then there was a sea of hands as the foreigners wildly gesticulated. On occasions the play became rough, 
but the referee kept a firm hold on the game. 

QUEENSLAND. 

Goal. - Halls; Backs. - Viertel and Traynor (captain); Half backs. - Murray, Marshall, and Park; Forwards. - Edwards, Nunn, Clark, Steel, Cattermole. 

CZECHOSLAVAKIA. 
Goal. - Sebji; Backs - Krejci and Kucera; Half backs. - Prusek, Pinc (captain), and Hochmann; Forwards. - Rubes, Havlin, Masata, Knizek and Wimmer. 

Referee. - Mr. W.E.Donnellan. Linesmen. - Messrs. A.Clark and P.Spence. 

The visitors won the toss, calling "Kings," meaning heads, which the captain is unable to pronounce, and Pinc elected to defend the city end. The Minister for Works (Mr. M.J.Kirwan) kicked off, and fast, tricky 

passing by Havlin, Masata, and Knizek enabled the visitors to test the home defence, a fruitless corner resulting. Marshall then intercepted a short pass, and placed the home team in an attacking position. Edwards 
secured, and he was the first to try out the visiting goalkeeper, with an oblique shot. Sebji, however, nicely cleared it. Edwards, Clark, and Nunn, then combined, and the custodian was given a hot drive from Clarke's 
right boot, and it brought the goalkeeper to the ground. Halls showed his worth by two brilliant saves, Hochmann, and then Masata shooting from a close range. The first goal of the match caused a sensation, coming 
unexpectedly after 10 minutes play. Marshall transferred to Edwards, after a comer kick had been taken at the Queensland end, and the Ipswich winger sent in a beautiful centre, which Sebji saved. Cattermole, on the 
other wing had anticipated the movement, and, rushing to the inside berth, made no mistake in driving for the top left hand corner of the net. 

The equaliser came from the kick off. The "Checks" immediately initiated a combined movement, and the ball was sent to the left wing, where Pinc hopelessly beat Halls with a fast shot from about 30 yards out. 
Queensland, 1 goal; Czechoslovakia, 1 goal. 
An exhilarating display of football was being given by both sides, and the spectators were keyed to a high pitch of enthusiasm. Halls again was called upon to save the situation, and the scene was shifted to the 
opposite end, where Marshall sent in for Sebji to clear. Long passing by the Bohemians broke through the home defence, and the visitors went perilously close to assuming the lead. Although the visiting backs were 
shaky at the outset, they were now settling down. After play in midfield, in which the Czechoslovakia had the better of the exchanges, Marshall put the ball up to Nunn. The latter transferred to Edwards, who cleverly 
slipped past Prusek and Krejci, and despatched the ball to Clark. With a first-time shot Clark brought Sebji to the ground, and, going ahead, the Queensland pivot took the ball into the net with him. 

Queensland, 2 goals; Czechoslovakia, 1 goal. 

This fresh success spurred Queensland on to greater efforts, and the visitors had a trying period, Steel, Clark, and Cattermole making efforts to penetrate the defence. At the other end Murray showed judgment in 
defeating Havlin, and sent the ball to Edwards. The Maroons' forwards sped to the new grand stand end, and Sebji miskicked a perfect centre by Edwards. The situation was only saved by Krejci wilding the ball over 
the bar of his own goal, a fruitless corner resulting. In a rally in the middle of the pitch. Pinc was injured, and received medical attention. Keenness was exhibited by both sides, and the hot pace was maintained. 

The Czechs were combining beautifully, but lacked finish. Traynor and Viertel were playing safely, and the ball was sent to the forward line, where Cattermole again broke away. He manoeuvred past the back, and his 
centre was a gem. Clark anticipated the shot, and deflected the ball into the net to give Queensland a good lead at half-time. 

Queensland, 3 goals; Czechoslovakia, 1 goal. 

The forwards of both sides were responsible for good movements on the resumption, but the defences were impregnable. Edwards again beat Prusek with his speed. The pace of the game had the "Checks" 
nonplussed, but they were gradually wearing the Queensland players down. Pinc, at this stage, made what appeared to be a wild swing at Marshall with his fist, but missed, and the referee stopped the play. It was 
several minutes before the foreigners were able to understand the position. However, from the restart the Czechs attacked strongly, and a corner was conceded. The resultant kick was a splendid effort, Wimmer 
sending in a shot which curled underneath the bar to reduce the home lead. 

Queensland, 3 goals; Czechoslovakia, 2 goals. 
The visitors were now gaining the upper hand, the halves and forwards working in unison, but they failed to score from their movements. Hockmann was outstanding. He defeated the attacks, and transferred to 
Wimmer, the outside right testing Halls with a hard shot. A free kick just outside the Czech penalty area saw Traynor just miss the post by inches. At the opposite end a mistake by the Queensland captain nearly 
proved expensive. He dallied with the ball, and Wimmer beat him for possession. It was quickly centred to Knizek, who narrowly missed. Hall then was called upon to save successive shots from Havlin and Prusek. 
The play was still fast, but was becoming rough, and the referee gave several fouls. Park and his opposing wing men appeared to be at grievance, and a few free kicks were awarded against the Queenslander. At 
times the spectators showed resentment of the methods of the visitors, but towards the end a better feeling prevailed, and better football was produced. 

The visitors had the command of the game, and several onslaughts were made on the Queensland goal, but the custodian was always alert, and he received the plaudits of the crowd for his clever saves. Cattermole 
was given the ball by Marshall, and the former Pineapple Rover winger quickly dished down the line. The ball was centred and Sebji made a splendid clearance from Clark and Steel, but fell to the ground. The goal 
was unguarded for several moments, and Nunn made a shot which just skimmed the bar. The Czechs again attacked, and in a melee Halls was injured. While he was on the ground Spic had a shot for goal, but 
missed. The last few minutes were packed with thrills, Halls time and again saving shots, and thus secured the position and the game for Queensland. 

Full time came with the scores: - Queensland, 3 goals; Czechoslovakia, 2 goals. 
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Date & Time Venue Weather Temperature Attendance 
11th. June 1927, 15.30 Cottesloe Oval, Cottesloe, Western Australia 1500 


Western Australia..4 v. Chinese XI..0 
half time, Western Australia..0 v. Chinese XI..0 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


P| GK [Alexander Marr 


RB Ernie Nicholls Lee Tin-Sang 
LB Sydney Hinton Lai Yuk-Tat 

RH Andy C.Gordon (c ) Leung Yuk-Tong 
CH George M.McKenzie Wong Shui-Wah 
LH Harold N.Boys Chan Chen-Wo 


| ——s«[~— OR ___|[Eric S.Wilderspin Tso Kwai-Shing 


IR A."Tom" Guthrie IR Fung King-Cheung 

CF James C.Gordon CF Tai Lin-Ching 

IL Ben Newell IL Lee Wai-Tong (c) 
OL 


[| ol _E..*Ted"Jones [| ol | chan Kwong- Yiu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee R.S.Pepworth Assistant Manager _|Woo Cheong-Yuen 
Linesman L.K.Perrin 

_———— 


match report from the Sunday Times, 12/6/1927, page 4 http://trove.nla.gov.au/ndp/del/article/58321393 

About 1500 people braved the elements yesterday afternoon to witness the final match between China and Western Australia at Cottesloe Oval. Owing to injury both Hall and Conduit of W.A, had to decline their 
places, and the teams lined up as follow:- 

China.- Goal: H.H.Chou. Backs: T.S.Li and Y.T.Lai. Halves: Y.T.Leung, S.W.Wong, and C.W.Chen. Forwards: K.S.Tso, K.C.Fung, L.K.Tai, W.T.Lee (captain), and K.J.Chan. 

W.A.- Goal: A.Marr (Caledonians). Backs: E.Nicholls (Claremont) and S.Hinton (Thistle). Halves: A.Gordon {captain), (Casuals), G.McKenzie (Victoria Park), and H.Boyes (Claremont). Forwards: E.Wilderspin 

(Perth City), A.Guthrie (Caledonians), J.Gordon (Casuals), B.Newall (Caledonians), and E. Jones (Victoria Park). 

Referee: Mr. R.S.Pepworth. Linesmen: Messrs. L.K.Perrin and W.Auld. 

China, winning the toss, took advantage of the wind. Professor Kwong kicked off prompt to time, and W.A. at once attacked, but eventually cleared. Chan took the play to the other end, where Nicholls dashed in and 
effected a good clearance. Then Tso sent over a fine centre, which Tai fired wide. At the other end McKenzie was off the target with a long shot. Keeping up the pressure, Jim Gordon grazed the upright from close in. 
Then, when things looked bad for W.A., McKenzie was prominent with some clever tackling. Marr had to save a good shot from Lee during the next attack. Li put paid to a nice combined effort by the home insides. 
Hinton did likewise at the other end. 
Keeping up the pressure, Fung forced McKenzie to concede a corner, which Boyes cleared finely. Then Newall beat Leung and sent Jones away, but Lai booted clear from under the bar. Nice play by Guthrie sent 
Wilderspin away, but Li got his head to the centre and cleared. Chou next cleared a shot from Newall, and play was quickly taken to the other end, where Hinton came to the rescue with a timely clearance. At the 
other end Jones danced around with the ball (following good play by J.Jordan) until he lost possession and at the other end Tso shot weakly past after clever work by Lee. Guthrie sent Wilderspin away, and his fine 
centre was cleared with difficulty. Then Chou brought off a great save from Newall at the expense of a corner, tipping his splendid shot, over the bar. Next Guthrie put J.Gordon through, but that player shot the wrong 
side of the upright from close in. 
Nicholls cleared a breakaway by the Chinese, and back went W.A. to the attack to force an abortive corner. A nice movement by the Chinese left ended by Chan shooting very wide from a good position. At the other 
end Lai fouled Gordon just outside the penalty area, but nothing came of the kick. Chan transferred and Tso again spoiled the movement by bad shooting. Guthrie, Wilderspin, and Gordon between them took the play 
into the Chinese danger zone, where Chou caught and cleared the latter's final shot. The same players came again, but once more the Chinese defence triumphed. 
A combined Chinese attack was stopped by Andy Gordon in the nick of time. Boys cut out a nice opening for J.Gordon, who went on to send Wilderspin through, and that player grazed the cross-bar with a beauty. 
Clever play by the Chinese insides took play into W.A.'s danger zone, where Hinton beat three opponents and cleared splendidly. Then Nicholls effected a most spectacular clearance when all seemed lost. Keeping 
up the attack Marr did well to save his goal with three men on top ot him. At the other end Newall tried a solo effort which Chou pushed out to Wilderspin, whose return from close in rattled the upright. Nice play by 

Lee and Tai took play to the other end, where Marr brought off a great save from the foot of the latter. Then Chen tried his luck with a long shot, but was off the target. Hesitation by Jones again spoilt a nice movement 
by W.A. At the other end Nicholls had to concede a corner to Chan who came through at great pace. From the corner kick, McKenzie set his forwards going nicely, and J.Gordon rattled the cross-bar with a beauty. 
Then Chou pushed a wicked shot from Guthrie behind for a corner, which Jones placed beautifully for Wilderspin to fire over at great pace. 
Keeping going, Wilderspin forced a corner off Lai, which Guthrie placed splendidly for Newall to crash against the upright with a first-time effort. Guthrie tried a solo effort, but was off the target. Then the visitors got 
away and a very fine bit of play ended when Chan sent a glorious centre over to Fung, who missed a sitter from close in. Back again went the locals and J.Gordon sent Guthrie through, but Chou caught and cleared 
his effort. A quick dash up the centre by Lee and Tai saw Tso get clean through, but he only rattled the side net. Newall put out to Jones, but the latter again tried to do too much when he should have centred and a 
good chance went begging. Twice in succession the home right wing took play into the opposing danger zone without anything that counted resulting. A fine triangular move between Tai, Fung and Tso saw Marr bring 
off a great save under the bar from the foot of the latter. Half-time arrived with the score sheet blank. On the play W.A. should have been leading by at least a couple of goals. 

The resumption was somewhat sensational. First Hinton badly miskicked and Marr had to save from three, opponents who endeavored to bundle him through. He did so at the expense of a corner, which Boys headed 


clear and W.A. attacked. Jim Gordon spoiled things by getting off-side. Continuing the attack, Boys forced a corner, which Jones placed finely. Newall flicked it on to Guthrie and that player headed a fine goal after 
three minutes. 
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On the restart Andy Gordon tried a long shot but missed the target. Brother Jim had a clever hook shot well saved by Chou, whilst at the other end Marr punched out a hard drive from Lee to Fung, who drove wildly 
over. Back went W.A. and a nice run and centre by Newall saw Jim Gordon head into Chou's arms. Then Boys sent in a fine long shot which landed on top of the bar. At the other end Fung got offside through being 
too eager. Nicholls saved the next attack in the nick of time. Then Boys cleverly sent Jones away but his return went behind. At the other end Nicholls again nipped in the bud a promising move by the Chinese. 
Then the W.A. forwards got away in line, Wilderspin lobbed over a beautiful centre which Gordon allowed to go on to Newall, who gave Chou no earthly chance with his shot and W.A. led 2-0 deservedly. 
The locals came again, but Gordon spoiled things by getting offside. Then both Newall and Boys had a brace or lightning drives smothered. Back at the other end Marr ran out and only partially cleared to Tso, who 
failed to score with no one to beat. Another nice movement between Guthrie, Gordon and Wilderspin saw Chou save well from the latter. Then the little custodian pushed a good shot from J.Gordon behind for a corner. 
Boys sent Jones away by clever play but Newall miskicked his return pass. Offside against Tso spoilt the next Chinese attack. Then Chou saved from Newall from twenty yards' range. Then the Chinese set up a 
sustained attack, first Hinton dashed in and cleared and then Marr had to rush out and boot clear with the defence in a tangle; he did very well to take the ball off Fung's toes a minute later when that player looked 
certain to score. Keeping up the pressure a great daisy-cutter from Lee sent Marr diving across goal, but he was inches wide. In response to the crowd W.A. again attacked, good play by the home right wing saw 


J.Gordon try an overhead effort which only just missed. Then W.A. went further ahead. Jones sprinted down the left and sent in to Newall, who beat his man and transferred to Guthrie, who drove into the net at great 
pace. 


On resuming the Chinese again attacked and Marr had to be smart to clear a great effort by Tai. He did likewise a minute later when Lee tried to barge his way through. Nice play by the home left wing s 
a good shot from Guthrie. 
Next Hinton cleared splendidly; Nicholls doing likewise immediately afterwards. Some more good work by the home right wing saw Chou bring off a great save from Guthrie, who drove in a first-timer well on the target. 
Then Andy Gordon shot very wide when well placed. Jones forced a corner off Li and placed it nicely to Gordon who sent on to Wilderspin, who shot on the run Chou beating his effort out brilliantly from the angle of the 
upright and cross-bar. Chan got away on the left, but Nicholls booted his centre clear. Then Marr had to save a fast grounder from Tai, and a minute later fell to and saved a fine shot from Lee at the expense of a 
corner which was well cleared by Boys. The visitors were trying all they knew to save the game but the W.A. defence was in great form. Tai drove at express speed inches past. Then W.A. obtained a fourth goal and 

a fine bit of work it was too. Boys started the movement when he beat Leung for possession and fed Jones nicely. That player made a lot of ground and then transferred to Gordon who in turn, drew the defence and 
sent on to Guthrie. The latter ran on to centre to Newall, who placed into the net well out of Chou's reach. 
With only eight minutes left for play W.A. looked certain to win but the Chinese did not give up hopes. Lee and Tai tried to rush through the centre, but Hinton stopped them. Then Marr did well to keep a good one 
from Tso out. The visitors came again and Nicholls this time filled the breach. The home right wing took play to the other end without result, and the end arrived with the scores reaching W.A. 4 goals, China nil. 
After the match Captain Robinson-Cooke presented Professor Kwong with the W.A. pennant on behalf of his team. In accepting the latter congratulated the State team on their splendid victory, which they fully 
deserved and hoped that they would do the same to the Czechs on their return. The Chinese team took their departure last night for Adelaide. 


aw Chou save 
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Date & Time Venue Weather Temperature Attendance 
15th. June 1927, 15.30 North Ipswich Recreation Reserve, Ipswich, 


Ipswich & West Moreton..3 v. Bohemians (Czechoslovakia)..5 
half time, Ipswich & West Moreton..1 v. Bohemians..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position i j (minute) 


| | GK __ [Les Halls 


RB W.Oliver RB FrantiSek Kucera 
LB Roy Woolley LB Antonin KaSpar 

RH Jack Williams (c ) RH FrantiSek Hoffmann 
CH Len Warrell CH Vaclav Pinc (c) 
LH Joe Kitching LH Jaroslav Prusek 


START LIST 


P| OR E."Toddy"Edwards | 64, X P| OR Jan Wimmer 
IR Cecil Nunn IR Jan Knizek 
CF J.Kenny CF Jan Eisner 
IL C.Evans IL Vaclav Rubes 
|_| ol __|utHenderson______| | |__| |__| OL Jaroslav Hybs_———S—S—S 
|Team Coach ___| 
eam Geach —__| Manager Team Manager Zdislav Prager 
Referee A.E.Hudson 
Linesman 
The Brisbane Courier, 16/6/1927, page 5 http://trove.nla.gov.au/ndp/del/article/21843858 
match report from the Queensland Times, 16/6/1927, page 9 http://trove.nla.qgov.au/ndp/del/article/117007570 


The unmethodical kick and rush tactics, which for so long have served the West Moreton with varying results, completely failed against the simple yet superb team work and brilliant footwork of the Czecho-Slovakians, 
at the North Ipswich reserve yesterday, and they were deservedly beaten to the tune of five goals to three. A large crowd was present. Ipswich was hopelessly outclassed. Indeed, in the second half, they were rarely 
in it. Czecho-Slovakia rose to heights which even eclipsed its aristocratic display against the Queenslanders. Their understanding was good, and their short passing and ball manipulation brilliant. They were masters 

in every art but heading. Pinc and the other halves, and all the forwards, outwitted West Moreton time after time by their simple, accurate, close passing methods. It was spectacular football, but a section of the crowd 
was not disposed to appreciate it. Not since the visit of the Englishmen has Ipswich been less inspiring. Their chief weaknesses lay in the forwards and halves, though Oliver and Woolley often found themselves at a 
loss effectively to combat the visitors’ skill. Halls was the strongest man on the side. Though overworked and often in a crowded goal, he came through with honours. He stopped shots from all angles and all degrees 
of force and height, and only let by those which it was utterly impossible for him to get to. In front of him, Oliver and Woolley maintained a determined front, and were the least dismayed of the remainder. Their kicking 
was as accurate as it could be under the tremendous pressure applied by the Slovakians, and the weakness of the halves made their task all the harder. 
The forward line was poor, and at no period rose to any heights of concerted cleverness. Evans was the pick. His work was characterised by the sincerity and wholeheartedness and tirelessness which has come to 
mark his style, but, with the exception of Henderson, he lacked the support he needed. Henderson was obviously a victim to "nerves," but brought off isolated pieces of trickery in his best manner. Kenny was 
innocuous and so was Nunn. Edwards was to impetuous in his kicking. 
No weaknesses were to be found in the whole of the Slovakian team. It was the remarkable oneness and understanding of the forwards which appealed most; and also the cleverness of the halves. The complete 
eleven was up to standard, and if they can reproduce something of the same form on Saturday, may win the second test. 
Pinc won the toss for the Slovakians, and took advantage of the sun. From the kick off, Ipswich burst clean through the Slovakian defence. Evans secured and cut speedily for goal, beating the opposition, but his shot 
was deflected for a corner. This was cleared, and the Slovakians attacked. They gave a superb exhibition of close passing, and got within striking distance, but failed to shoot. Another break away by Ipswich brought 
a further thrill. The ball was placed forward for Kenny, but the centre was robbed. Sebji came out of goal and gathered the leather from Evans' toe, and a free kick relieved pressure. Halls brilliantly saved from Hybs. 
Clever play by Evans and Henderson on the Ipswich left was nullified by the backs, and then Halls had to save from Wimmer. 
The contrast in the styles of the teams was great. Ipswich had not yet shaken off the feeling of "nerves" and were very ragged and uncertain. The Slovakians were models of preciseness and method, and played 
confidently, as men with understanding and ability. 
Henderson retrieved the uncertainties of a shaky start by cleverly outwitting two defenders, and testing Sebji with a shot which had judgment and force. Then Nunn drove from fully 25 yards, the goalkeeper neatly 
tipping the ball over. Kitching was finding Wimmer more than a match for him, and the winger was always dangerous. Once he put over a ball which beat the defence, but Williams, standing in the untenanted goal, 
effected a timely clearance. 
Evans and Henderson were proving |pswich's most dangerous wing. Henderson centred sweetly on one occasion, 25 minutes after the start. The backs and Kenny missed it, but Sebji gathered. Edwards immediately 
tackled the goalie and netted, but the point was disallowed for "hands." 
The crowd about this time became annoyed with the Slovakians' habit of handling the ball when it would have beaten them. Edwards dropped in a ball which bounced over Sebji's head, but Hochmann, standing on the 
goal-line, cleared. The Slovakians accepted their cue and Wimmer drove smartly. Halls stopped the shot, but Rubes came up and netted with a drive which rebounded off the post into the net. 

Following aggressive work by the Slovakians, Ipswich gained a corner, which Henderson took. Warrell gave the ball back to Henderson, who centred finely, and the ball went in off Kaspar for a goal. 

Clever play by Wimmer and a superb shot by Eisner, which Halls got down to well, preceded a break away by Ipswich. Wimmer again got away and squared for Knizek to test Halls. After Knizek had grazed the bar 
with a fine effort, Edwards shot hard into Sebji's arms and the interval arrived with the scores: Ipswich, 1; Czecho-Slovakia, 1. 
The superb footwork of the Slovakians, which is their most attractive attribute, was in evidence all the time, but never so effectively as in the opening phases of the second half. Feinting, touching the ball one to the 
other in perfect rhythm, precise, quick, and with evident purpose, they made Ipswich look very scrappy in comparison. Halls twice saved smartly from Knizek and Wimmer, and later stopped another drive from the 
inside right. lpswich could do nothing with them. It was beautiful football and thrilled the crowd immensely. 
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Ipswich broke away, but Kenny turned the ball wide when they had the goal at their mercy. A minute later, or 19 minutes after the resumption, Edwards put Ipswich ahead with a hard drive from a free kick within the 
goal area. 


Halls conceded a corner in saving a hot one from Wimmer. A second corner on the opposite wing followed, end then Knizek powerfully drove over the bar. Another fine save by Halls from Wimmer, a brilliant drive by 
Hybs which skimmed the bar, and Wimmer put the Slovakians on terms with a deserving effort. 

On the resumption Slovakia was awarded a penalty for a foul by Williams on Rubes, from which Hochmann scored. 

The Slovakians were overwhelming West Moreton. From a corner conceded by Halls in saving from Wimmer, on the resumption, Hybs obtained the fourth goal. 

Nunn nicely opened the way for Edwards. He crossed as Sebji ran to meet him. The goal was untenanted and Kenny had only to tap the ball into the net, but he hit the upright. Kenny again received but Kucera, 
standing out of the goal was able to stop the return. Seven minutes from time Eisner scored the Slovakians' fifth goal with a clever drive. 

Twice on the resumption Hybs tested Halls. lpswich was a well beaten side. When Edwards did get away and centre. Kenny was robbed before he could shoot. Evans cleverly evaded several players to shoot. 

The ball cannoned off a defender, and Edwards had no difficulty in netting. 

In the last minute, Halls again saved brilliantly and the game ended in a win for the Slovakians by five goals to three. 

The teams were.- 
Ipswich: Halls; Oliver, and Woolley; Williams (Captain), L.Warrel, and Kitching; Edwards, C.Nunn, Kenny, Evans, and Henderson. 
Czecho-Slovakia: Sebji; Kucera and Kaspar; Hochmann, Pinc (Captain), and Prusek; Wimmer, Knizek, Eisner, Rubes, and Hybs. 
Referee. Mr. A.E.Hudson. 
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Date & Time 


Venue 


Weather 


16th. June 1927, 15.00 


Jubilee Oval, Adelaide, South Australia 


Goal 
(minute) 


Retired 
Injured 


Sent Off 


South Australia.. 


1 v. Chinese XI..7 


half time, South Australia..0 v. Chinese XI..5 


Substituted 
(minute) 


Position 


Substituted 
(minute) 


Jack Mitchell 


START LIST 


Lai Yuk-Tat 


William "Bill" Faulkener (c ) 


Lee Tin-Sang 


C.Harrison 


Mak Kwok-Tung 


T.Oppenshaw 


Wong Shui-Wah 


C.Deacon Leung Yuk-Tong 


LH 
|| OR [Tso Kwai-Shing 


R.Cameron IR 
T.Sweeny CF 
R.Roach IL 
J.McCulloch 


Fung King-Cheung 
Tai Lin-Ching 

Lee Wai-Tong (c) 
Chan Kwong-Yiu 


[KwokPo-Kan CT CX TX 
unknown —— 
a 

Team Coach 
William Ashworth Assistant Manager Woo Cheong-Yuen 


Team Coach 

Team Manager 
Referee 

Linesman 

The Advertiser, 17/6/1927, page 21 http://trove.nla.gov.au/ndp/del/article/43584639 

match report from The Register, 17/6/1927, page 7 http://trove.nla.gov.au/ndp/del/article/54266714 

On Thursday afternoon, the Chinese soccer team defeated South Australia at the Jubilee Oval. Mr. William Ashworth umpired a fast, open game in which the Chinese excelled in quick passing and combined play. 
The teams were:- 

China. - W.T.Lee (captain). P.W.Chan, L.K.Tai, K.C.Fung, K.S.Tso, Y.T.Leung, S.W.Wong, K.T.Mak, T.S.Lie, Y.T.Lai, and H.H.Chou. 

South Australia.- W.Faulkner (captain), E.Noden, J.Mitchell, C.Harrison, T.Oppenshaw, C.Deacon, W.Bell, R.Cameron, T.Sweeney, R.Roach, and J.McCullock. 

The Chinese used three reserves in the second half of the game in place of others. 

South Australia won the toss and at once attacked. The internationals, however, soon pressed forward and Chan found the net. 

South Australia tried again, but the ball was quickly returned. Tso raced along the right wing, but Noden saved the situation. The ball was cleared, but Lee, following up, smartly put it into the net. 

The local goal-keeper, Noden, was being outwitted, but he found the sun directly in his eyes at the southern net, which proved disconcerting. 

The home team again attacked. Several times they went within an ace of scoring, McCulloch being especially brilliant. The Chinese worked the ball down the left wing, and Leung put it across to Tso, who forwarded a 
high dropping shot, which got past Noden and went into the net. 

A clever series of passes by the visitors was spoiled through a miskick by Tso, and further attempts to score were frustrated by the home defenders. South Australia made a sustained attack, but the ball rebounded 
off Lie for a corner. Bell placed the kick well, but Roach headed it over the bar. A wonderful kick by Wong, the centre-half, gave Tso a fine chance to score, but he missed the opportunity. Bell unconsciously assisted 
the internationals by stopping the ball with one hand to save it from going out of bounds. 

Bell caused excitement by shooting at the northern net from close range. The goalkeeper cleared, but the Chinese were soon attacking again. Wong put the ball forward to Tso, who centred to Tai, who in turn headed 
it through. 
China snapped the fifth goal through the agency of Fung, who was most prominent at this stage of the game. 

Sweeney narrowly missed the net with a hurried shot. High head and foot passes were bright features of an interesting game. Lee put in a shot which narrowly missed the bar, the ball being in the middle, and Noden 
then made a clever save by tipping the ball over the bar. When the half-time whistle sounded, the scores were:- China, 5 goals; South Australia, nil. 

The second half began with a determined sortie by the home team. Cameron and Bell were prominent in attack. A corner was conceded as the outcome of a shot by Roach. Play was then transferred to the eastern 
wing. South Australia had a corner, and McCullock headed over. After an exciting tussle at the northern goal, Lai hit the crossbar with a hard drive. Chan was playing with great dash, and he combined well. Bell as a 
result of clever play by South Australia, was provided with an opportunity to score, but again the Chinese goal- keeper frustrated the attempt. A foul throw by Leung gave Mitchell a free kick from the boundary. 
Oppenshaw kicked over the bar, and a free to Mitchell placed the ball in the Chinese territory. A corner kick was put behind by Mitchell. Headed over by Faulkner, the sphere was transferred with great rapidity by the 
internationals. Lai defended in tradesmanlike style, almost every time the ball came southerly. Kwok headed over the bar, but a moment later he had better luck, and registered China's sixth goal. 

Bell was applauded for a wonderfully straight shot, which, however, missed the top of the bar by inches. Oppenshaw did what the spectators had been waiting for. Bell forwarded from the western boundary, and 
Sweeney dallied with the ball. It came out from a Chinese defender to Oppenshaw, who was following up, and he delivered a well-directed left foot kick, which passed the goalkeeper, and flew into the net. 

Tso showed a brilliant burst of speed, and ended his run with a shot which went across the goal and completely beat Noden. It was, perhaps, the brightest feature of the match. 

Final scores:- China, 7 goals. South Australia, 1 goal. 

The best players for the winners were:- Lee (captain), Wong, Leung, Tai and Tso; while for South Australia Bell, Roach, and Deacon strove hard. 

Goalkickers:- China - Tso 2, Chan, Tai, Lee, Fung, and Kwok. South Australia - Oppenshaw. 
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Date & Time Venue Weather Temperature Attendance 
21st. June 1927, Hobart Park, New Lambton, Newcastle, N.S.W. 


Newcastle..5 v. Bohemians (Czechoslovakia)..2 
half time, Newcastle..1 v. Bohemians..1 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) Position (minute) | Injured | Sent Off | (minute) 
ee PC eR 7; a mR CUE 


START LIST 


Jack Coutts Josef Sejb/ 
V.Turnball FrantiSek Krejéi x 
is Arch.Harris FrantiSek Kuéera X(og) 
Frank Coolahan Frantisek Hoffmann 
Clartie "Rocka " Coutts Vaclav Pinc (c) 
-—— a 
x 
= 


poe — 


lYarosiavPrusek TT 
eae "Wagga" James 
Jack "Dingy" O'Brien 


Jan Wimmer 
2 
Arthur Walker Antonin MaSat 
iC Roy Paddocks x Oldrich Havlin 
SUBSTITUTES 


ee a a ee ce ns es LT ec. a a a SE 


[Team Coach _—i| [Team Coach _—i| 


Team ean Coach —__| Team team coach —__] Zdislav —— 
Referee Charles Nix 
Linesman 


Linesman 


D.McLaughlin is often shown as D.McLauchlin and McLauchlan 
The Sydney Morning Herald has the Bohemians right-back as Kaspar. 


The Sydney Morning Herald, 22/6/1927, page 19 http://trove.nla.gov.au/ndp/del/article/16371328 

match report from The Newcastle Morning Herald, 22/6/1927, page 3 http://trove.nla.gov.au/ndp/del/article/135598646 

The Czecho-Slovakian players paid their second and last visit to Newcastle yesterday, when they met a selected Newcastle team at Hobart Park. In the first half the visitors gave a good exhibition and play was always 
interesting. In the second half the game deteriorated. The visitors treated it as an exhibition game, and made three changes in their team. The end of the game was marred by a number of unsportsmanlike actions. 
One of the Czech's forwards got the ball and working himself into position, kicked it hard at the referee. Mr. Nix stopped the game, and ordered the offender off, but the game proceeded with the player still on the field. 
In the closing stages the ball was forgotten by both sides, and the "exhibition" game really became an "exhibition." 

The teams were:- 
Newcastle: J.Coutts, (goal); V.Turnbull and A.Harris (backs); F.Coolahan, C.Coutts, and L.Bailey (half backs); C.James, J.O'Brien, A.Walker, R.Paddocks, and D.McLauchlan (forwards). 
Czecho-Slovakia: J.Sejbli (goal); J.Kracheri and F.Kucera (backs); S.Hoffman, J.Pinc, and J.Prusek (half-backs); W.Wimmer, J.Knizek, J.Masata, J.Havelin, and T.Rubes, (forwards). 
Referee: C.Nix. 
Newcastle won the toss, and Masata kicked off for the Czechs. The conditions for play were ideal, and no advantage was gained by winning the toss. O'Brien opened up the first attack for Newcastle, his pass to 
James being returned to the centre, Kaspar clearing. The Czechs took a turn at attacking, and kept Newcastle defending. They sent in a number of shots which were blocked or cleared. J. Coutts stopped a hot shot 
from Rubes, and a second later a low drive from Knizek flew past the goals. 

Newcastle scored from a penalty kick. The ball went into Czecho-Slovakia's goal area. It came out, was returned, and Kaspar's hand came in contact with the ball. The referee awarded Newcastle a penalty, the 
decision being resented by the Czecho's, who gesticulated to the referee. When Coolahan scored from the penalty kick the Czechos laughed, and Prusek made to trip the referee, who turned round and spoke to the 
offending player. Newcastle 1, Czecho-Slovakia 0. 

Kracheri was injured and limped off the field, being replaced by Kaspar. Play for some time was even, the Czechos playing very fine combination, but lacking dash. They were not afraid to use their weight, and charged 
vigorously. Bailey cleared one attack, and made a good run before sending to Walker, whose shot was stopped by Sejbl. The visitors equalised by a quick movement. The locals were now attacking. The ball was 
cleared to Pinc, who ran a few yards and then sent up to Rubes. Newcastle claimed off-side, but Rubes did not hesitate. He raced ahead, and when tackled by Turnbull put the ball nearer goal. Coutts came out of goal, 
but Rubes got to the ball first and sent it into the net. Czecho-Slovakia 1, Newcastle 1. 

With the scores equal both sides attacked in turn. Walker was almost through when Sejbl came out of the goal and brought off a brilliant save. He got the ball, and while still on the ground, threw clear, with the crowd 
roaring their approval. The Czechs attacked, and Knizek's shot went beyond the far upright, half time arriving with the score - Czecho-Slovakia 1, Newcastle 1. 

Resuming play, the locals attacked, and took the lead, when a free kick was given against the Czechs. Coolahan sent this hard into the goal. It was headed out, but went to McLauchlan, who shot, Kucera, in 
attempting to clear, sent into his own goal. Newcastle 2, Czecho-Slovakia 1. 

The lead was soon increased, James sending in a hard shot, which was over the line before Sejbl touched it. Newcastle 3, Czecho-Slovakia 1. 

The visitors were very clever in their footwork, but were slow in their forward play. They reduced the lead when quick passing found Havlin able to get himself, and so score a very smart goal. Newcastle 3, 
Czecho-Slovakia 2. 
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The visitors were twice penalised for foul throws, and they did not appear to understand the interpretation of the rule. A number of players were bowled over, the charging being heavy and frequent. In position play the 
visitors were very smart. The ball went from man to man, and every player was always ready. That the visitors treated the game as an exhibition was proved when they replaced another player later on in the game. 
The locals increased the lead when a good run by McLauchlan resulted in the ball being centred to James, whose first kick missed the ball. James turned quickly and sent the ball over to the right. O'Brien fired it into 
the net with a high shot. Newcastle 4, Czecho-Slovakia 2. 

The end of the game was amusing. The visitors tripped and pushed, and so Newcastle started to retaliate. When a free kick was given against them the visitors would look surprised, and hesitate. Just as the end was 
in sight, Paddocks scored Newcastle's fifth goal. 

Then came the incident previously referred to. The end of the game came with the score Newcastle 5, Czecho-Slovakia 2. 
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Date & Time Venue Weather Temperature Attendance 
23rd. June 1927, Sydney Cricket Ground No.2, Moore Park, Sydney, 1000 


Sydney Metropolis..3 v. Bohemians (Czechoslovakia)..5 
half time, Sydney Metropolis..2 v. Bohemians..0 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


|| GK [Harry McKissock 


ee ee eee 
RB Jim Crum FrantiSek Kucera 
LB W.Brown Antonin KaSpar 
RH J.Cohen Frantisek Hoffmann 
CH W.Salvage Vaclav Pinc (c) 
LH W.Byers Jaroslav PrusSek 

ee ee ee 

== — 

x 
a ee 


START LIST 


P| OR [yos.Hain 


IR J.Callaghan 
CF A.Bennie 
IL F.Brady Oldrich Havlin 


CF 
IL 
[| _ol__|Edward "Jazzer" Waldion 


Team Manager Team Manager Zdislav Prager 
Referee J.H.Lester 

Linesman C.T.Sellers 

[Linesman ______|A.Clarke = = —_ 39 


match report from The Sydney Morning Herald, 24/6/1927, page 12 http://trove.nla.gov.au/ndp/del/article/16365105 

The Czecho-Slovakian soccer team, after a tour of Queensland, made a successful re-appearance yesterday at Sydney Cricket Ground No. 2. Opposed to a metropolitan eleven, the visitors won by five goals to three. 
There was attendance of 1000. Considerable difficulty was experienced by spectators in ascertaining the identity of the Czecho-Slovakian players, who appeared on the field without numbers. The team was materially 
altered when compared with the printed programme, and there were further changes at the half time interval. 

Mckissock, the metropolitan goalkeeper, and the massive Sejbl, who protected the Czecho-Slovakian end, were superb in their defence. Each man saved the situation upon many occasions, and their work was the 
outstanding feature of the game. Waldon, Metropolitan's outside left, and Binnie, the centre-forward, were also conspicuous. Eisner was the most prolific scorer for the winning side, obtaining three goals. The match 
was marked by a lack of combination, and the Metropolitan players were not conspicuous by brilliant exhibitions. Although the local men led at the interval, at which time the Czechs had not scored, they failed to 

retain the advantage. The shooting at goal was generally eccentric, and in the second half the visitors showed to better advantage. 

The teams were: - 
Czecho-Slovakia - Goal, F.Sejbl; full-backs, J.Kucera, A.Kaspar; halves, F.Hochmann, W.Pinc, J.Prusek; forwards, J.Spic, J.Knizek, J.Eisner, O.Havlin, W.Rubes 
Metropolitan - Goal, H.McKissock; full-backs, J.Crum, W.Brown; halves, J.Cohen, W.Salvage, W.Byers; forwards, Jos. Hain, J.Callaghan, A.Bennie, F.Brady, E.Waldon. 
Referee, Mr. J.H.Lester. 
Linesmen: C.T.Sellers and A.Clarke. 

The Czecho-Slovakians defended from the northern end, and Metropolitan kicked off. The visitors soon carried the game into their opponents’ territory, but McKissock successfully defended the Metropolitan goal. 
Just prior to the interval Bennie crossed to Brady, who scored Metropolitan's first goal. 

There was a tussle on the line, in which McKissock's acrobatic work saved the situation as the Czechs gave indication of equalling the figures. Again, the game went to the visitors' end. From Binnie the ball passed 
to Hain, struck the Czech goalkeeper's hands, and passed between the posts. The score at half-time was Metropolitan 2, Czecho-Slovakia, nil. 

Upon resuming play improved, and although Czecho-Slovakia's goal was in danger, Sejbl was superior to the attack. The Czechs obtained possession, and with a fine rush Hochmann kicked to Eisner, who opened 
the visitors’ score. 
Rubes, with splendid accuracy, sent the ball past the Metropolitan backs, making the scores equal. 
The ball travelled towards the Czechs' goal where Sejbl, reaching high, stopped it, but it rebounded on to Bennie, who kicked Metropolitan's third goal. 

Bennie sent the ball again towards the posts, and it struck the Czech 'keeper in the stomach, disabling him for a little time. Crum mis-judged a shot, and Eisner again scored, making the teams equal. 
Spic obtained another goal, and Eisner's third score was recorded shortly before full-time. Czecho-Slovakia 5, Metropolis 3. 
The early match was between Granville and Parramatta schools, Granville won by two goals to nil. Smith and Whitelaw scored for the winners. 

Two young wallabies, were presented yesterday to the Cecho-Slovakian football team by the Queensland Government, as a memento of the team's recent visit to the northern State. 

Mr. P.J.Nally, director of the Queensland Tourist Bureau, in making the presentation on behalf of the Queensland Government, hoped that their stay would be the forerunner of the happiest relations between 
Queensland and Czecho-Slovakia. In the course of his reply, the secretary of the team (Mr. A.Kalina) informed Mr. Nally that when the team returned to Czecho-Slovakia, the wallabies would be at once presented to 
the President of the republic. 

During the interval of the match yesterday, Mr. S.Storey, on behalf of the British Football Association in Sydney presented to Mr. Z.Prager, manager of the Czecho-Slovakians, souvenirs for each member of the team. 
These were medallions showing the Australian coat of arms, with a football and boomerang, the whole worked in enamel and gold, suitably inscribed. Mr Prager said his team would greatly appreciate the mementoes 
of a happy tour of Australia. 


IR Jan Knizek 


Jan Eisner 
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Date & Time Venue Weather Temperature Attendance 
23rd. June 1927, 14.30 Melbourne Cricket Ground, Melbourne, Victoria 


Metropolitan Soccer Association..0 v. Chinese XI..5 
half time, Metropolitan Soccer Association..0 v. Chinese XI..2 
Goal Retired Substituted i Substituted 
(minute) | Injured | Sent Off | (minute) . Position 
START LIST 
PT GK [ChouHsien-Yen Td 
RB Lee Tin-Sang 
"Jim" Willis LB Lai Yuk-Tat 
Issard RH Mak Kwok-Tung 
John Calderwood CH Wong Shui-Wah 


George Semple Leung Yuk-Tong 
pT OR |JoeGrieves Tso Kwai-Shing 


(minute) 


Lee Wai-Tong (c) 


IL Lawrence 
Team Coach Team Coach 
Referee A.Coombs Assistant Manager _|Woo Cheong-Yuen 
Linesman J.Jackson 


match report from The Argus, 24/6/1927, page 4 http://trove.nla.gov.au/ndp/del/page/454849 

The game between China and the Metropolitan Soccer Association at the Melbourne Cricket ground attracted a fair number of spectators. China was far superior in its methods, and thoroughly deserved its win. 
Metropolitan was first to attack, and for some time subjected the Chinese defence to a heavy battery, but China gradually asserted itself, and many pleasing runs on the wings culminated in perfect centres, which 
Fung, Tai, and Lee tried to convert. The Metropolitan defence, however, was very strong and it was some time before China obtained its first goal, which came after a solo run by Tso, who, after drawing the defence, 
passed to Tai, who kicked the ball just out of Smith's reach into the net. 

The Metropolis half-line held up many of the Chinese attacks, and made splendid openings for the forward line, which, apart from the extreme wings, failed to take advantage of the opportunities given. Smith was good 
in goal for Metropolis, but had no chance with Tai, who accepted Chen's pass, and gave China a lead at half-time of two goals to nil. 

After the interval China found itself on the defensive, but chances were missed continually by the home forwards. Many barren corners were seen at both ends of the ground and China asserted its superiority in the 
latter stages, goals being added by Tai (2) and Fung. 


Apart from the Chinese defence, Tso, Fung, and Lee were instrumental in helping Tai to score his goals, while for Metropolis, Smith, Willis, Scull, Calderwood, and Semple were particularly good, the best of the others 
being Hodgkinson, and Grieves. 


LH 
pT OR 
IR Thomson IR Fung King-Cheung 
CF Templeton CF Tai Lin-Ching 
IL 
OL 
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Date & Time Venue Weather Temperature Attendance 
25th. June 1927, 15.00 Fitzroy Cricket Ground, Melbourne, Victoria 


Victoria..4 v. Chinese XI..3 
half time, Victoria..0 v. Chinese XI..1 


Goal Retired Substituted Goal Substituted 


Position (minute) | Injured | Sent Off | (minute) . Position (minute) | Injured | Sent Off | (minute) 


START LIST 
| | GK [HarryBingham Chou Hsien-Yen fea at 
RB 


a ee eee 
RB Scull Lee Tin-Sang 
LB "Jim" Willis LB Lai Yuk-Tat 
RH Charlie O'Connor RH Mak Kwok-Tung 
CH John Calderwood Wong Shui-Wah 
LH George Semple x Leung Yuk-Tong 


| | OR |JoeGrieves TX | | OR (| Ts0 Kwai-Shing 


Keay Chan Kwong-Yiu 


IR Thompson x IR Fung King-Cheung 
CF Johnny Johnstone Tai Lin-Ching 
IL John Orr Xx, X Lee Wai-Tong (c) 
SUBSTITUTES 
|__| __|fom Hodgkinson—=+d. ||| xX | | +4. SY 


Team Coach Team Coach 
Team Manager Team Manager Prof. Kwong Kwang-Lim 


Referee W.Palmer Assistant Manager |Woo Cheong-Yuen 
Linesman A.Butler 
Linesman H.King 


The Argus, 27/6/1927, page 7 http://trove.nla.gov.au/ndp/del/page/454904 

match report from The Age, 27/6/1927, page 9 http://news.google.com/newspapers ?nid=MDQ-90e3GGUC&dat=19270627 &printsec=frontpage&hl=en 

The game between teams representing Victoria and China took place at Fitzroy on Saturday before a fair number of spectators. W.Palmer was referee, and A.Butler and H.King linesmen. 

The following players took the field:- 

China:- Chou, Li, Lai, Mak, Wong, Leun, Tso, Fung, Tai, Lee, Chan. 

Victoria:- Bingham, Scull, Willis, O'Connor, Calderwood, Semple, Grieves, Thomson, Johnstone, Orr, Keay. 

China won the toss and Victoria kicked off towards the Brunswick street goal, O'Connor broke up an advance from a free kick, and a good centre from Grieves was taken by Johnstone, who could not gather the ball, 
and Keay shot wide. China broke away, and Tso made a fast run on the right, while Willis had to concede a corner, which was not improved upon. Victoria rushed away when O'Connor passed to Grieves, but Wong 
intercepted the pass, and Chou was not troubled. From another centre by Keay, Lai just cleared as Thomson rushed in. Lee and Chan were prominent on the Chinese left, Willis and O'Connor having hard work to stop 
them. A shot from Fung was onlyinches wide of the post, and Semple had to give a corner when Tai broke through. China kept up the attack, and forced several corners, from one of which Lee brought Bingham to his 
knees with a hot grounder. Johnstone dribbled through the centre, but Keay shot behind. They came again, and two perfect centres from Grieves gave the Chinese defence a lot of trouble till Thomson headed into 
Chou's hands. A Chinese attack brought Bingham into action, and he made two excellent saves from Tso and Fung. A hard drive from Chan was stopped by Bingham. Lee then hit the post and a lightning drive from 
Wong was pushed over the bar by Bingham for a barren corner, but he was completely beaten by a shot from Lee, which swerved right away from him and into the net. 

Victoria were pressing when the interval arrived, with China leading by one goal to nil. 

The Chinese front line went clean through and a shot from Tai was saved by Scull on the goal line. Tso then had a try, and Orr hooked the ball away. Semple passed to Orr, who, from a very difficult angle, put ina 
shot which went just under the bar. 
From the centre Victoria again got down, but were sent back by Lai, and Tso put in a shot which was too hot for Bingham to hold, and Fung easily put China in front. 

Orr, with another splendid drive again put the teams on level terms. 

In an attack by China Tso tripped Semple, and accidentally kicked him on the head as he lay on the ground. Semple had to be carried off the ground. The free kick went to Orr, from whom Grieves took it, and ran 
right through the defence, giving Victoria the lead with a shot which Chou made no attempt to save. 

China were kept on the defensive, and a pass from Calderwood enabled Johnstone to hit the bar with a hot drive. Bingham was well at home to a shot from Tai. Calderwood put through to Johnstone, who transferred 
to Thomson, but the whistle went for offside. Neat work between Orr and Keay saw Johnstone put in a hot shot which Chou did well to save. Hodgkinson now took the field as a substitute for Semple. From a corner 
Chan placed well, and Tai, with a neat header, equalised the scores five minutes from the close. 

Victoria got through again, and Thomson gave them the lead from short range, and in the next minute Grieves nearly added to the total with a hot drive, which Chou just managed to stop. 

In the closing stages both sides pressed in turn, and the game ended in a win for Victoria with 4 goals to 3. 
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Date & Time Venue Weather Temperature Attendance 
29th. June 1927, 15.00 Melbourne Cricket Ground, Melbourne, Victoria 


Victoria..6 v. Chinese XI..2 
half time, Victoria..4 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| ——s|_ ~—s GK ___|Reg Smith (Preston, 


RB Inglis (Prahan) Lee Tin-Sang 
LB William Osbaldiston (St.Kilda) Lai Yuk-Tat 

RH Charlie O'Connor (Prahan) Mak Kwok-Tung 
CH John Calderwood (Footscray) Wong Shui-Wah 
LH Johnson (Box Hill) Leung Yuk-Tong 


|| OR [Joe Grieves (Prahan) Tso Kwai-Shing 

IR Johnny Johnstone (Prahan) IR Fung King-Cheung 

CF Ogilvy (Prahan) CF Tai Lin-Ching 

IL J.Bailey (Box Hill) IL Lee Wai-Tong (c) 
|__| OL ___|Tom Hodgkinson (StKilda)____| |_| 0k [Chan Kwong-Viu 
Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee W.Jackson Assistant Manager _|Woo Cheong-Yuen 
Linesman H.King 
[Linesman _____|L-Hurd ————__] 
The Argus, 30/6/1927, page 4 http://trove.nla.gov.au/ndp/del/article/3863807/454969 
match report from The Age, 30/6/1927, page 6 https://news.google.com/newspapers?nid=MDQ-90e3GGUC &dat=19270630&printsec=frontpage&hl=en 


In aid of the Lord Mayor's hospital appeal, a game between Victoria and China was played on the M.C.C. ground, with W.Jackson in charge. The following teams took the field:- 

China: Chou, Li, Lai, Mak, Wong, Leung, Tso, Fung, Tai, Lee, Chan. 

Victoria: Smith, Inglis, Osbaldiston, O'Connor, Calderwood, Johnson, Grieves, Johnstone, Bailey, Hodgkinson, Ogilvy. 

China won the toss, and Victoria kicked off. The first attack came from Victoria, and in less than 5 minutes Johnstone passed out to Grieves. A perfect centre went to Ogilvy, who transferred to Calderwood, and the 
latter opened the score with a drive, which beat Chou all the way. 

From the centre China advanced, a free kick against Tai sending them back. Fung then shot over the bar. Calderwood opened up well for Victoria, and another centre from Grieves was snapped up by Bailey, who 
headed in for Chou to make a good save. China attacked without troubling Smith. Then Ogilvy made a fast run, and passed to Bailey, who easily put Victoria two up. 

Victoria got down again, and Ogilvy made a good opening for Bailey, who shot hard in. Chou saved well. China at last took up the attack. Lee put outside the post with a dangerous swerving shot, and Smith saved 
well from Chan, but close on the interval a fast run by Tso enabled Tai to beat Smith with a fast grounder. 

But in the next minute Grieves, with a neat shot, made the scores 3-1 in Victoria's favor. 

Then a hard drive from Johnstone was diverted into the net by Lai. Half-time, 4-1. 

On the resumption of play Victoria attacked, and in less than 5 minutes they went further ahead, when Hodgkinson scored from a pass by Bailey. 

China were still kept in the defensive, and shots were sent in from odd angles, Chou and Lai defending well. A rush by China saw Chan and Tang make an opening for Tai, who scored from close in. 

China had more of the play, but their shots were well off the target, and two corners to Victoria failed to bring a score. China were putting more dash into their play, weak shooting spoiling many openings. Victoria 
dashed through, and Ogilvy centred to Johnstone, who put on Victoria's sixth goal with a shot which gave Chou no chance, and Victoria registered an easy victory. 


1927.38 


Date & Time Venue Weather Temperature Attendance 
2nd. July 1927, Fremantle Oval, Fremantle, W.A. 3000 


Western Australia..2 v. Bohemians (Czechoslovakia)..3 
half time, Western Australia..2 v. Bohemians..2 
Goal Retired Substituted Goal i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) | Injured | Sent Off | (minute) 
START LIST 


| | GK [Alexander Marr Josef Sejbl en ee ee 


RB Ernie Nicholls RB FrantiSek Krejéi 

LB Sydney Hinton LB FrantiSek Kuéera 
RH Andy Gordon (c ) RH FrantiSek Hoffmann 
CH G.McKenzie CH Vaclav Pinc (c) 

LH Harold N.Boys LH Jaroslav PrusSek 


| | OR | E.Wilderspin | | OR [Frantisek Spic ee ee ee 


IR James Gordon 18 IR Jan Knizek x 
CF A.Guthrie x CF Antonin Masat x 
IL Ben Newell IL Oldrich Havlin 
= 


E.Jones OL Jaroslav Hybs 
SUBSTITUTES 


Po an Wimmer Ee 


Team Coach Team Coach 
Team Manager Team Manager Zdislav Prager 


Referee G.Varley 
Linesman E.Tonkinson 
Linesman G. Iles 


match report from the Sunday Times, 3/7/1927, page 4 http://trove.nla.gov.au/ndp/del/article/58328597 

A crowd of about 3000 witnessed a very exciting game at Fremantle Oval yesterday afternoon between the Czechs and W.A. The result was in doubt until the final whistle. The curtain-raiser, between the Collie and 
Metropolitan Juniors, was an interesting affair, the latter winning by 4 to 3. 

The teams for the big match were: - 
Czecho-Slovakia.- Goal, Sejbl; backs, Krejci and Kucera; halves, Hochmann, Pinc and Prusek; forwards, Spic, Knizek, Masata, Havlin and Hybs. 

W.A. - Goal, A.Marr; backs, E.Nicholls and S.Hinton; halves, A.Gordon, G.McKenzie and H.Boyes; forwards, E.Wilderspin, J.Gordon, A.Guthrie, B.Newall and E.Jones. 

Referee, Mr. G.Varley. Linesmen, Messrs. E.Tonkinson and G.lles. 

The Czechs won the toss and elected to defend the town-end goal. They made a fast drive down the centre at the commencement, but Hinton cleared finely. A free against Boyes close in looked ugly, but Hochmann 
drove wide at a great pace. A combined move by W.A. transferred play to the other end, where Jones forced a corner off Krejci, which he placed nicely, only to see Wilderspin's shot diverted for another by Kucera, 
which was also well placed, Jones heading into Sejbl's arms, and the goalie was forced to throw behind for yet another corner, which Wilderspin lobbed over to Newall for that player to rattle the side net. 

A neat bout of passing by the W.A. forwards was terminated by Sejbl catching and clearing Guthrie's final shot. They came again, however, and an exciting scramble in the Czech's goal mouth ended when the goalie 
collected the ball from the feet of a brace of local men. He did well to save from Newall soon after, and away went the visitors, a pretty short-passing movement being spoilt by Knizek getting offside. Then Hinton took 
the ball off Havlin's toes when he looked to have the goal at his mercy. McKenzie sent his forwards on the move, but Sejbl proved equal to Guthrie's long-range grounder. The same player grazed the bar with a beauty 
soon after at the business end of a very fine local movement. 
Back went the Czechs, and by clever short-passing the home goal was in jeopardy until Nicholls dashed in and booted clear. Havlin twice spoilt promising movements by his side by getting offside. Then W.A. took 

the play to the other end, Guthrie again firing over somewhat wildly. Then followed a very clever bit of anticipation work by Hinton in defence, which brought down the house. Wilderspin dashed up the wing and was the 
victim of a bad decision, when Kucera turned to face his own goal. A glorious bout of passing by the Czechs culminated in Spic running the ball out of play when in a good position. 

Then W.A. took the lead. Newall cut out an opening for Jones, who went on to send over a perfect centre, which J.Gordon headed into the net after 18 minutes' play. 

On resuming W.A. again held the upper hand. Wilderspin returned the ball weakly outside when put through by J.Gordon. Then the visitors were awarded a free kick against Boyes, when the reverse was obviously the 
case. This proved costly to W.A., for Hochmann placed the kick neatly to Hybs, who returned to Masata, for the latter to beat Marr all ends up with a clinking shot. 

Encouraged by this success, the Czechs set up a great attack on the W.A. goal, which Hybs terminated by firing wide. Then McKenzie got back, and put "paid" to a run by the same player at the expense of an 
abortive corner. Hinton saved another ugly looking position soon after, and away went W.A. Sejbl saved twice in quick succession from Guthrie, Marr doing likewise from Hybs at the other end. Then the Czechs got a 
glorious goal. A bout of intricate pattern-weaving by the visiting forwards culminated in Knizek driving a hard shot to the roof of the net. 

W.A. attacked on resuming, and the goalie brought off a great save from Guthrie at the foot of the upright. The resultant corner was dropped into goal by Wilderspin, but Sejbl punched clear. He came out of a tussle 
on the ground with the ball and an injury which necessitated the game being stopped while he received attention. Jones placed a corner weakly behind and at the other end Knizek did likewise. Marr brought off a great 
save when he scooped the ball from, the feet of Masata close in. The latter got offside during the next attack by the visitors. At the other end good work by the local attack saw Guthrie head just the wrong side of the 
post. Half-time arrived with the scores - Czechs, 2; W.A., 1. 

The visitors were decidedly lucky to be leading at the interval, Sejbl having far more to do than Marr in goal; at the same time the Czechs had been the cleverer team, their inter-passing being first-class. Substitutes 
having been agreed to prior to the start, Wimmer replaced Hybs, who had received a crack on an ankle damaged in the last Test. Spic took the outside-left position and Wimmer the right extreme. The Czechs, as in 
the first half, had the best of the opening play. First Knizek shot over from a good position and then Andy Gordon brought off a great clearance when things looked promising for the visitors. Newall and Jones took play 
to the other end, the former running the ball over the line for a goal-kick. At the other end Wimmer dropped a beauty over which only just missed the target. Then Guthrie broke through the centre and Kucera dashed 
across and cleared at the expense of a corner which proved abortive. 


1927.39 


The Czechs went further ahead after five minutes' play. Havlin put Wimmer through and that player drove in a lightning drive knee-high which Marr fell to and held. The referee decided that he had allowed the ball to go 
over the line. 

The visitors now set up a determined attack on the W.A. goal, and only sterling defensive work kept them at bay. Andy Gordon made a great recovery and clearance from Spic, who had got clean through. Then 
Nicholls was forced to give away a corner which Masata booted over the top. Marr next had a rare handful from Knizek to hold. W.A. pulled themselves together and Andy Gordon sent Wilderspin away up the right. 
That player cleverly beat Kucera and centred to J.Gordon, who shot inches wide. Then Newall tried an individual effort, but the goalie proved equal to his final shot. The home captain again robbed Spic and sent 
Wilderspin away up the right, but he was crowded out. Newall was off the target the next minute with a good shot. Then Andy Gordon drove in a free kick, which Sejbl pushed round the post for a corner, which was 
not improved upon. 

Back went the Czechs with a clever combined run and Masata missed badly from close in. Then followed a nice bit of play by the locals which was ended by Krejci booting behind for a comer under pressure. Jones 
sent this over beautifully and Newall struck the upright with a great drive, a couple of inches to the right would have been a sure goal. At last W.A. received some reward for their good work. McKenzie forwarded to 
J.Gordon and that player beat his man and sent on to Wilderspin, who in turn passed to Guthrie, who beat two men beautifully, and from 20 yards range drove in a daisy-cutter which beat the visiting goalie all the way. 
Resuming the Czechs tried an attack in force through the centre, but Hinton barged his way through them with the ball at his feet and sent on to Jones, who got clean through, but only rattled the side-net. Another 
free to W.A. close in was well on the target, but the goalie dived and diverted the shot for yet another corner which was cleared and away went the Czechs in line. Hinton stopped them with a great overhead clearance 
when things looked promising for them. A combined run by the home forwards ended in Jones shooting wide. A similar fate befel an effort by Spic at the other end, following good work by Wimmer. Masata looked all 
over a scorer when put through by Pinc, but he failed to trouble Marr. Sejbl punched out a free kick for hands and then Knizek first-timed a return wide of the upright. Wilderspin, at the other end sent over the top. 

Jim Gordon had a neat effort cleared by Sejbl, and at this stage the locals were all out to save the game, but without success. Just before the end the Czechs returned to the attack and first Andy Gordon and then 
Boyes, saved ugly positions. The end arrived with the scores - Czecho-Slovakia - 3 goals. West Australia - 2 goals. 

At the conclusion of the game Mr. H. Armstrong, on behalf of the Soccer Council, presented a beautifully worked silk pennant to Mr. Prager, the Czech manager. 
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Date & Time Venue Weather Temperature Attendance 
7th. July 1927, 15.15 Sydney Cricket Ground No.2, Moore Park, Sydney, 1200 


Sydney Metropolis..0 v. Chinese XI..4 
half time, Sydney Metropolis..0 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| ——s«| ~—Ss GK ___|Edward Atchison 


ee ee eee 
RB Jim Crum (c ) Lee Tin-Sang 
LB Les Forrester Lai Yuk-Tat 
RH Gilbert Storey Leung Yuk-Tong 
CH W.Salvage Wong Shui-Wah 
LH A.McLaren Chan Chen-Wo 
a ee ee 
a ee 


START LIST 


P| OR Jos. Hain 


IR George McFarlan 

CF W.McCarthy CF 

IL Bob Kyle IL Lee Wai-Tong (c) 
OL 


[| 0 [Tom *Titchy" Thompson [ol ___|Chan Kwong-Viu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee W. Clark Assistant Manager _|Woo Cheong-Yuen 
Linesman 

—— 43) 


G.Mcfarlan is also shown as G.McFarlane. 


Tso Kwai-Shing 
IR Fung King-Cheung 


Tai Lin-Ching 


match report from The Sydney Morning Herald, 8/7/1927, page 18 http://trove.nla.gov.au/ndp/del/article/16373468 

After a three weeks' absence from Sydney, during which Western Australia, South Australia, and Victoria were visited, the Chinese University team of Soccer players reappeared at the Sydney Cricket Ground 
yesterday, where they met a fairly strong metropolitan side, and won by 4 goals to nil. 

The splendid even surface of the Cricket Ground was expected to suit the scientific style of the visitors, and this proved to be the case, their clever manipulation and ball control being much admired, and at times their 
clever movements completely nonplussed the Metropolitan eleven. 

When they last met Metropolis the Chinese were beaten by two to nil, but yesterday they showed great improvement, and towards the close, completely took charge of the game. 

There was one alteration in the local side, McLaren of Canterbury taking the place of Byers of Balmain. A feature of the game was the magnificent goalkeeping of the Chines custodian, H.H.Chou, who saved some 
splendid drives from the forwards. It was in this position that the visitors suffered so much when the team was last in Sydney. 

Atchison did well in goal. Of the half-back line Storey stood out, but they could not be compared with the three men of China. 

The Metropolitan forwards were disappointing, the possible exception being Kyle, whilst of the visitors Chan stood right out, and was easily the best man on the field, his great pace being utilised to the best advantage. 
Tso played well in the first half, whilst Li Wai Tong scored two goals, the first of which was a magnificent effort. 

Referee Clark has not had many opportunities in the higher class of football, and on this occasion handled the game well, and was with the play throughout. 

The teams were as follow :- 

China - H.H.Chou, A.S.Li, Y.T.Lai, Y.T.Leung, S.W.Wong, C.W.Chen, K.S.Tso, K.C.Fung, L.Y.Tai, W.T.Lee, K.I.Chan. 

Metropolis - E.Atchison, J.Crum, L.Forrester, G.Storey, W.Salvage, A.McLaren, J.Hain, G.McFarlan, W.McCarthy, A.Kyle, T. Thompson. 

Referee, W.Clark 

Crum captained the home side, and Li Wai Tong winning the toss, decided to defend the Paddington goal. 

There were about 1200 people present when the ball was kicked off, and China was first to attack, Tso sending over the bar when in a good position. 

Crum was hard pressed and gave away a corner, which was beautifully placed by Chan, but Atchison punched clear and Metropolis attacked for Chou to save well from McFarlan. The Chinese forwards were playing 
well together, although the bounce of the ball was causing them trouble, and when they worked goalwards Atchison's cutting in tactics proved effective, and he saved well from Tso. 

Kyle received from Salvage and displayed fine footwork ,beating man after man, and then sent out to Thompson, but the latter sent behind. Tso ran finely and centred. A.S.Lee and Leung came into the picture and 
defended well, whilst Chou nicely blocked a low drive from McCarthy. The local forwards were now having the better of the exchanges, but Chen cleared and sent well upfield. Crum headed the ball towards his own 
goal, and Chan, racing round the full back, centred for Fung to easily beat Atchison. China 1 to nil. 

Hain went goalwards from the kick off and centred perfectly to McCarthy, who drove in a grand shot, which hit the crossbar and bounced clear. 

Half-time: China 1, Metropolis nil. 

Metropolis attacked on the resumption, and Chen whipped in in the nick of time and saved what looked like a certain goal. Li caused much excitement by breaking away and just shooting over the bar with a fine 
curling shot that must have beaten the goalkeeper if a few inches lower. 

A.S.Li, Tai, Chou, and Wong did some great defensive work, and at last the visitors' forwards got moving and attacked. A weak header from Crum dropped at the feet of Chan, and the little winger centred well for Tai 
to race in and score with a drive into the comer of the net. China 2, Metropolis nil. 

Tai touched the ball to Li Wai Tong and the Chinese captain scored with a grand drive from 15 yards out. 

Metropolis were now being completely outplayed, the fine short passing methods of the visitors being very effective, and just before the full-time whistle sounded Chan again got away on the wing and passed in to Li. 
The latter, although upset, managed to steer the ball into the net, and thus gave his side a four to nil victory. 


1927.41 


Date & Time Venue Weather Temperature Attendance 
12th. July 1927, Gladesville Sports Ground, Gladesville, Sydney, 2000 


Gladesville-Ryde..1 v. Chinese XI..3 
half time, Gladesville-Ryde..0 v. Chinese XI..0 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 
START EIST 


START LIST 
GK Laidlaw Chou Hsien-Yen 
RB S.Montgomery (c ) Lee Tin-Sang 
LB Eric Pont Lai Yuk-Tat 
RH Jack Bradley Mak Kwok-Tung 
CH Harry Spurway Wong Shui-Wah 
OR 


Tso Kwai-Shing 
Chan Chen-Wo 
Tai Lin-Ching 

Lee Wai-Tong (c) 
Chan Kwong-Yiu 


Jos. Hain 
IR George McFarlan 
CF Jack Smith 


Bob Kyle 
Harold "Herb" Robertson 


GK 
RB 
LB 
RH 
CH 
P| LH |JimmyDey | | LH [Leung Yuk-Tong ee ee ee 
OR 
IL 
OL 


-———— SUBSTITUTES 
Fo —————— i i Fang King-Cheung 


[i ata 0 ees eee ee ee ee eee 
Team Manager Team Manager Prof. Kwong Kwang-Lim 
To es 
Linesman 
lLinesman_-| 


match report from The Sydney Morning Herald, 13/7/1927, page 16 http://trove.nla.gov.au/ndp/del/article/16371944/1207500 

The Chinese Soccer team yesterday played a match against Gladesvllle-Ryde, one of the premier Sydney clubs and after a very even contest China won by 3 goals to 1. The game was played in the new ground at 
Gladesville. 

Gladesville-Ryde was at full strength except that the international goalkeeper, McKissock, was an absentee, and his place was taken by Laidlaw, who generally plays in the full-back position. The visitors made only 
one change from their test side, Fung being rested in the first half, his place being taken by Chen, whilst Mak played in the half-back line. 

The teams were: - 

Gladesville-Ryde: Laidlaw; Montgomery (captain), Pont; Bradley, Spurway, Dey; Hain, McFarlan, Smith, Kyle, Robertson. 

China: Chou; Lee, Lai; Mak, Wong, Leung; Tso, Chen, Tai, Li (captain), Chan. 
Referee, G.Skelley. 

There were 2000 people present. 

Early Laidlaw was applauded for a good save Chen was responsible for some nice work and a free kick against Bradley was followed by a good save by Spurway, and the return of play caused a few anxious moments 
to China. Clever combined play between Wong, Chen, and Li resulted in a good shot from Li, and, although the ball was netted, Chen was adjudged off-side. A beautiful shot by Kyle, who neatly "dummied" Wong, 
was splendidly taken by Chou, and Lee was to the fore in a good clearance. At last Robertson had a clear shot at goal, but Chou cleared cleverly, and the ball went to Smith, who broke away and gave to Robertson. 
The latter netted, but Kyle was adjudged off-side. Gladesville still attacked and McFarlan passed to Hain in a good position, but the outside right put the ball over the bar. A good save by Chou resulted in a corner, but 
China broke away and Li shot hard after some good combined play between Wong, Chen, Tai, and Li. Laidlaw overcarried the ball and was penalised, but cleared his area from Tso's shot. 

There was no score at half-time. 
China came on for the second half with a rearranged side, Leung playing right half, Chen left half, and Fung (who took the place of Mak) playing inside right. Almost immediately from the kick-off Gladesville attacked 
and Smith snapped up a rebound and scored. Gladesville-Ryde 1, China 0 
Each side forced resultless corners and then Bradley blocked a terrific drive by Li. At the other end Chou was applauded for some great saves from shots by McFarlan, Kyle, and Smith. Li broke away, and after 
tricking Montgomery in-passed the ball, but there was nobody in the centre to take it, and Laidlaw cleared at the expense of a comer. 

China equalised when Wong sent Li away. The captain slipped the ball to Tai, for the latter to beat Montgomery, and send back to Li, who went ahead, and drawing Laidlaw capped a fine effort with a goal. 
Gladesville-Ryde 1, China 1. 
In play again McFarlan spoilt a good chance by high shooting, and it was only Bradley's attention to Li that prevented further scoring. However, the inside left met a nice cross by Tso and sent to Tai, and the latter 
sent the ball back again. Although Li was knocked over by the tackle, he shot from a prostrate position and beat Laidlaw. China 2, Gladesville-Ryde 1. 

The Chinese forwards, combining well, advanced, the artistic touches of Tso being greatly admired. Just before time China went further ahead when Tai headed past Laidlaw from a good pass by Fung, and the whistle 
sounded with play in mid-field, the final scores being China 3, Gladesville-Ryde 1. 


1927.42 


Date & Time Venue Weather Temperature Attendance 
13th. July 1927, Hobart Park, New Lambton, Newcastle, N.S.W. 


Newcastle..4 v. Chinese XI..1 
half time, Newcastle..2 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| | GK __ [Jack Coutts 


[ 
RB Arch.Harris Lee Tin-Sang 
LB J.Woods Lai Yuk-Tat 
RH V.Turnball Leung Yuk-Tong 
CH Clarrie "Rocka" Coutts Wong Shui-Wah 
LH Lawson Bailey Chan Chen-Wo 

[| 

, — 
YT 


START LIST 


| ——«[ OR ___|Charles "Wagga" James 


IR Alex "Sandy" Cameron 

CF R.Coates CF 

IL Jack "Dingy" O'Brien IL Lee Wai-Tong (c) 
OL 


[ol __|D.iicLauchiin I [| ol | chan Kwong- Yiu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee F.Harvey Assistant Manager _|Woo Cheong-Yuen 
Linesman 

a 


match report from The Newcastle Morning Herald, 14/7/1927, page 7 http://trove.nla.gov.au/ndp/del/article/135599852 

The Chinese footballers met Newcastle in a Soccer match at Hobart Park yesterday. There was a large crowd in attendance. The Chinese indulged in some good movements, and their midfield play was neat and well 
worked. They have become more robust in their play, and they used the shoulder far more than Newcastle did. They were best served by Tso and Chan, the extreme wingers, and Leung at right half. Chou in goal 
brought off a number of brilliant saves, and was repeatedly applauded. Newcastle were without Coolahan, Turnbull moving up to right half, and Woods, the West Wallsend back, partnered Harris. 

Teams:- 

China: H.H.Chou (goal): T.S.Li and Y.T.Lai (backs); Y.T.Leung, S.W.Wong, and C.W.Chen (half backs); K.S.Tso, K.C.Fung, L.K.Tai, W.T.Lee, and K.I.Chan (forwards). 

Newcastle: J.Coutts (goal); A.Harris and J. Woods (backs); V.Turnball, C.Coutts and L.Bailey (half backs); C.James, A.Cameron, R.Coates, D.O'Brien and D.McLauchlan (forwards). 

Referee, F.Harvey. 

China won the toss, and Coates set play in motion for Newcastle against the sun. Newcastle were soon attacking, and secured two corners. Both were cleared. China attacked on the left. Chan showed a clean pair 
of heels to Turnbull, and though Harris cleared, Chan again secured and sent into the centre, Tai's shot being saved by J.Coutts. Newcastle again attacked, and a high shot from O'Brien was deflected into the net by 
Chen's head. Newcastle 1, China 0. 
After this reverse China played better. They passed the ball very neatly, and sent it from wing to wing in splendid fashion. They secured a corner on the right, and then Lee sent in a hard low drive. J.Coutts stopped 
the ball, and threw clear, as Fung and Tai closed in, China equalised, when Tso's centre went to Lee, who beat J.Coutts with a high shot. China 1, Newcastle 1. 
The equalising goal was well received, and was well merited, the play leading up to it had been cleverly worked. After this, play was very even. Newcastle got the ball into the net, but the off-side whistle had gone, and 
no score was allowed. The Chinese had learnt the art of shoulder work. James, Cameron, and Coates all measuring their length on the ground as the result of the visitors’ use of the shoulder. Newcastle secured the 
lead, when O'Brien converted Cameron's pass. Newcastle 2, China 1. 
The locals soon attacked again, and Chou brought off a brilliant save from Coates. The Chinese goalkeeper fell on the ball, and deflected the hard shot behind for a corner. This was punted clear by Leung. For a time 
Newcastle had the best of the game, but at half-time there was no alteration in the score. Newcastle 2, China 1. 
When the game resumed, Woods had to clear from Fung, and J.Coutts had to run out of goal to stop Lee, who had run close in. The locals increased their lead when O'Brien scored. He had thus scored the three 
goals, and so performed the hat trick. Newcastle 3, China 1. 
China appeared to be tiring, and Cameron, James, and Coates all had shots stopped by Chou. A further attack by Newcastle saw Wong head the ball towards his own goal. Coates was through when Chou ran out of 
goal, and Coates' shot went wide. On China's left Chen's throw-ins were well placed, and from one Lee sent across, but Tai fell and the ball went high over the bar. At the other end Bailey's pass to O'Brien was sent 
up to Coates, who headed behind Lai, but his final shot went wide. A good pass from Tai to Tso saw the outside man race away, and send in a high centre. Woods and J.Coutts almost collided in their endeavour to 
clear. After good play by James, Lai gave away a corner, Wong clearing with a big punt. Newcastle's fourth goal came when James' high centre was sent into the net by Coates. Newcastle 4, China 1. 

Newcastle were now having the best of the game, and China had lost their dash. McLachlan's shot was stopped by Chou, who bounced the ball and then cleared from Coates. A good header by Bailey put Coates in 
possession, and when the ball was sent to the left McLauchlan secured a corner. This was well cleared by Li. China went away on the left, but Turnbull stopped the rush. A long run by Chan, who sent to Lee, saw 
Lee stumble, and this enabled Woods to send the ball hard up the field. The end of the game was in favour of Newcastle, but no further scoring took place, and the end arrived with the scores - Newcastle 4, China 1. 


Tso Kwai-Shing 
IR Fung King-Cheung 


Tai Lin-Ching 
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Date & Time Venue Weather Temperature Attendance 
18th. July 1927, 20.00 Exhibition Ground, Brisbane, Queensland 6000 


Brisbane..3 v. Chinese XI..6 
half time, Brisbane..3 v. Chinese XI..4 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| | GK __ | Jim Perotte 


RB Len Viertel Lee Tin-Sang 
LB Tom Traynor Lai Yuk-Tat 

RH Albert E."Bert" Murray Leung Yuk-Tong 
CH Angus Marshall Wong Shui-Wah 
LH Andy Park Chan Chen-Wo 


| | OR [George Hoskins Tso Kwai-Shing 


IR Eddie Casey IR Lee Wai-Tong (c) 
CF J."Jock" May x Tai Lin-Ching 
IL Johnny Steele Fung King-Cheung 


|_| _0l__| Charlie Cattermole | ok | chan Kwong-Viu 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee Assistant Manager _|Woo Cheong-Yuen 
Linesman 

—— sy 


This was the first football game played under floodlights in Australia 


match report from The Brisbane Courier, 19/7/1927, page 5 http://trove.nla.gov.au/ndp/del/article/21863369 

n some measure the Chinese Soccer players avenged their defeat in the second test on Saturday by beating a Brisbane eleven, in which there were six Australian representatives, by six goals to three. The match 
was played at the Exhibition Grounds last night, and therefore was unique in the history of football. In deciding on the night experiment, the Queensland Football Association acted with commendable initiative, and 
that the sporting public appreciated its action was evidenced by the fact that there was an attendance of over 6000. The game could be followed as easily as in broad daylight, and the experiment could be regarded 
as a big success. 
Brisbane opened sensationally, scoring three goals inside 20 minutes to the Chinese one. Then the visitors rallied, their forwards working with fine cohesion, and fracturing the defence with sheer speed and 
long-passing movements. Inside 15 minutes they had changed what looked like certain defeat into victory, and the advantage of the odd goal which they held at half time was clinched during the second spell, when 
they added two more goals without having their own net pierced. Most of the scoring movements were initiated by Chan, the outside left, and Tso, the outside right. The former gave a wonderful exhibition, and thrilled 
the crowd, with many fine sprints along the wing, in which he gave all the opposition a clean pair of heels. Hoskins was no match for him, and seldom was in the picture in the duels for possession in the middle of the 
ield. Tso was kept quiet in the first half, but in the second revealed glimpses of his true form, and swung across many well placed centres which supplied the inside men with plenty of opportunities. Although scarcely 
faced with the same opposition, the Chinese forward line was much more dangerous than on Saturday, the improvement being particularly noticeable in the inside positions, where there was a slight weakness 
discernible in the test. Lee missed few of the opportunities that came his way, and caused the Queensland defenders no end of trouble, but Tai had not the best of luck, some of his best shots missing by the merest 
ractions. 
Cattermole was outstanding among the Queensland front line, and it was he and Steele who were largely responsible for giving Brisbane a grip on the game in the early stages. They always co-operated nicely, and 
the outside man wasted no time when an opening presented itself any way near the net. Park was the best of the intermediate line, with Murray next, and Traynor the pick of the backs. After it had recovered from the 
shock occasioned by the early set-back, the Chinese defence stiffened, and at the commencement of the second half both Lai and Lee cleared their lines repeatedly, when the Brisbane forwards looked the most 
dangerous. Chou, in goal, brought off some magnificent saves, but had a quiet time after the first 25 minutes. 

Teams:- 
BRISBANE.- Perotte; Viertel, and Traynor; Murray, Marshall, Park; Hoskins, Casey, May, Steel, Cattermole. 

CHINA.-Chou; A.S.Lee. Y.T.Lai; Leung, Wong, Chen; Tso, W.T.Lee, Tai, Fung, Chan. 

Brisbane soon got into their stride, both Steele and Cattermole testing Chow inside the first minute. The first goal came early, Brisbane opening the scoring after the game had been in progress four minutes. A fine 
piece of combined play by Cattermole and Steele compelled Chow to concede a corner. Y.T.Lee got the corner kick away, but Steele fastened on for clearance, and headed to Cattermole, who scored with a beautiful 
screw shot. 
The reverse only spurred the Chinese on to greater efforts, the ball being brought down the right wing, for W.T.Lee to equalise with a rising shot, from about 18 yards out, which beat Perotte all the way. 

Cattermole was proving a thorn in the side of the Chinese defenders, and it was not many minutes before he gave Brisbane the lead with a fast ground drive, which capped a splendid piece of concerted play, in which 
Marshall and Steele also figured. 

More was in store for Brisbane supporters. Park supplied Steele with an opening, but the Chinese goalkeeper fisted clear. Finally the ball went out to May, who scored Brisbane's third goal with a magnificent first-time 
effort. 

Although two goals in the rear, the Chinese were never out of the picture, and only cruel luck prevented them from reducing the leeway. Chan was delighting the crowd with his great bursts along the left wing, which 
left Hoskins standing, and with the remarkable precision with which he swung the ball into the goal mouth. Perotte twice saved brilliantly off him, once at the expense of a corner. Brisbane, however, was favoured with 
a large slice of luck, the Chinese centre forward striking the bar, with Perotte well beaten, and then firing over the top from only a few yards range. Once again the Chinese swept everything before them with a passing 
movement which started on the right wing, swung over to the left, and finally ended with Tai netting from close in. 


1927.44 


It was a beautiful piece of scientific play, which fractured the defence by sheer pace. Two minutes later a duel for the ball between Traynor and Fung, in front of goal, was won by the Chinese inside left, who equalised 


the scores. 


Encouraged by the change of fortunes, the Chinese attacked vigorously, and five minutes before the interval Lee added a fourth goal to their tally, making the scores:- Chinese, 4 goals. Brisbane, 3 goals. 

Brisbane warmed up to their job immediately on the resumption, and the Chinese goal was subjected to an incessant bombardment, five corners being forced in as many minutes. Three of the corner kicks were taken 
by Hoskins, but were not placed accurately enough for the inside men to score from. Good play by Wong placed the Chinese in a scoring position, Viertel apparently "coming from the clouds," and robbing Lee of the 
ball when about to shoot for open goal. The game was fast and even, both sides menacing the goals with forward movements, which scintillated because of the case with which the ball was controlled, and the dash 
which was infused into the play. Still the goals were slow to come because of the soundness of the defence, and the spoiling tactics employed by both pair of backs. Time and again, Traynor, who was playing a great 
game, would stem the tide when the Chinese forwards swept down field looking scorers all the way. Then 20 minutes after the resumption, a dropping shot by W.T.Lee caused the Brisbane defence trouble, and Chan, 


following it in, got the Chinese fifth goal. 


As if smarting under the setback, the Brisbane forwards launched a determined offensive, Steele striking the cross bar, when Chou was in a hopeless position. A wonderful first time effort by Tso next compelled 
Perotte to concede a corner, and from the kick, nicely placed by Tso, W.T.Lee worked the ball through the network of defenders. 


Final scores:- China, 6 goals. Brisbane, 3 goals. 


Venue 


Weather 


Date & Time 
20th. July 1927, 15.30 


North Ipswich Recreation Reserve, Ipswich, 


Ipswich & West Moreton..2 v. Chinese XI..0 


half time, Ipswich & West 

Substituted 
(minute) 

START LIST 


Goal 
(minute) 


Retired 


Injured | Sent Off 


Moreton..1 v. Chinese XI..0 


Goal Retired Substituted 
No. Position (minute) | Injured | Sent Off | (minute) 


W."Pete" Sander 


Chou Hsien-Yen 


W.Oliver 
Roy Woolley 


Lee Tin-Sang 
Lai Yuk-Tat 


Jack Williams 


Leung Yuk-Tong 


GK 

RB 

LB 
== 

CH 


Len Warrell 
Joe Kitching 


Wong Shui-Wah 
Chan Chen-Wo 


J.E."Toddy" Edwards 


Tso Kwai-Shing 


LH 
OR 
IR 


Cecil Nunn 


p | CF [Tom Hainsworth 


Lee Wai-Tong (c) 
Tai Lin-Ching 
Fung King-Cheung 


er 
on Percy Jarvis 
Team Coach Team Coach 
= |—$ << 2 


[Referees . Bowman Woo Cheong-Yuen 

Linesman 

——————— 
The Brisbane Courier, 21/7/1927, page 5 http://trove.nla.gov.au/ndp/del/article/21864104 

match report from the Queensland Times, 21/7/1927, page 5 http://trove.nla.gov.au/ndp/del/article/117649129 

By two goals to nil, West Moreton yesterday defeated the Chinese team at the North Ipswich Reserve. China fielded the same eleven which put up such a close fight against Australia in the second test on Saturday. 
Only W.F.Lee and Fung changed places. It was not an inspiring game - the Chinese were inexplicably below form - but West Moreton were worthy of their win. They outpaced and often out-played the Chinese, and 
they were certainly more robust. China at no stage reproduced anything like the form, or displayed anything like the concerted cleverness they did against Australia on Saturday; indeed, it was hard to imagine it was 

the same team, even allowing for an attack of staleness. Fung, who was one of the stars in the test, did nothing worth while. W.T.Lee, the greatest man on the side, was too well watched to do much. Chan was 
palpably off form, Tai was weak, and only Tso, on the extreme right, showed out. In the latter part of the second half, W. T.Lee showed something of his skill, but it was only a glimpse. China's halves and backs were 
too slow to hold Ipswich, and but for the magnificent work of Chou in goal, the side must have lost by a heavy margin. Singularly enough, Wong, who did not impress greatly in the test, was one of the mainstays of the 
defence yesterday. West Moreton, however, experienced little difficulty in outwitting their opponents, who had sound kicking and occasional touches of cleverness, only, to commend them. Undoubtedly Chou was the 
"big man" in the defence. He took high shots and low ones with equal certainty and style; he was perfectly collected under the hottest pressure; and he exercised keen anticipation. 

lpswich played well, but it was not inspiring football. Their shooting was erratic. As a team, they exercised collective understanding, better perhaps than ever before this season, but their finishing was not nearly as 
effective as their midfield work. Edwards had a merry time on the right, being able easily to outpace Chen and Lai, but he did not do as well as he should have done with all the opportunities which came his way. 

Nunn, Hainsworth, and Jarvis spoiled good field work by indifferent shooting, and Henderson alone of the quintette can be said to have played a really great game. He showed fine judgment in his passes, skill in 
outwitting his opponents, and a delightful unselfishness. The halves did their job nobly, unpolished but sound, and behind them Oliver and Woolley defended well, with Woolley the more outstanding of the two, Sander 
in goal was a credit. His work, was not heavy, but he had some difficult situations to contend with, and in that he kept his goal intact, he achieved all that could be asked of him. 

Ipswich won the toss and took advantage of the wind. Ipswich were the aggressors, and, after Hainsworth had put wide from Henderson's centre, Chou saved from Henderson. Nunn was neatly blocked out when going 
through, and then Edwards put across a powerful centre, which A.S.Lee got his head to. 


1927.45 


Ipswich were applying strong pressure, and Chou caught a high ball from Edwards. After Chou had fumbled a weak low ball from Warrell, he brilliantly saved a high curling shot from Henderson. 

China appeared very much at sea, and it was some time before they got going. When they did so, they found the Ipswich defence too solid to penetrate. Ipswich were playing confidently and robustly, and Chou was 
often in the picture with clever saves. Particularly good was his clearance from Nunn, and later he did well in getting to a low drive from Henderson. 

Ipswich had the measure of the Chinese forwards, but none could stop Chan from putting over a glorious centre, which Sander got away. Fung had a hard shot blocked, following a corner conceded by Oliver. Half an 
hour passed, and China had done very little worth while, when Jarvis rattled in a shot which Chou brilliantly jumped to and saved, but Nunn secured and scored with a really fine kick from 20 yards range. 

The Chinese were more dangerous on the resumption than they had been so far, Chan squaring well from a corner and following with a pretty cross. Sander got the corner away, and the backs cleared from the centre. 
The football was brisk, with I|pswich having more than their share of the exchanges. Chou just got to a low ball from Hainsworth, and then collected and threw away a hot one from Edwards. The half-time whistle 
sounded shortly afterwards with Ipswich deservedly leading, 1-0. 

The second half opened in a less inspiring manner than the first half had done, neither Ipswich nor the Chinese playing particularly brightly. Twice W.T.Lee missed with powerful drives, and Tso hit the upright, after 
Chan had tested Sander. Henderson nicely outwitted A.S.Lee and enabled Jarvis to centre. Hainsworth secured and drove from close up, but Chou finely deflected the ball over the bar. Later, Hainsworth went through 
and passed to Edwards, but Chou again saved from the winger. 

A fine cross from Henderson, 15 minutes from time, brought about a second goal for Ipswich. Hainsworth bustled Chou and the leather entered the net. 

A corner taken by Tso on the resumption gave China a glorious opportunity to score, but it was not availed of, and, when Fung did send in a shot, Sander saved. Ipswich likewise spoiled two clear scoring situations. 
One was when Hainsworth and Nunn together made an opening and Edwards put wide from close up, and the other when Hainsworth badly missed from a pass from Edwards when unopposed in front of the goal. 
Chan raced away, got the better of Oliver, but failed with his shot. This preluded a further attack by China, in which Chan smartly crossed only to see the ball go out of play. In the last minute, Hainsworth got clean 
away, but shot weakly straight at Chou, who saved easily. The game ended, as stated, in a merited victory for Ipswich by two goals to nil. 

The teams were:- 

Ipswich: Sander; Oliver and Woolley; Williams, Warrell, and Kitching; Edwards, Nunn, Hainsworth, Jarvis, and Henderson. 

China: H.Chou; A.S.Lee and Y.T.Lai; Y.T.Leung, S.W.Wong, and C.W.Chen; K.S.Tso, W.T.Lee, L.Y.Tai, K.C.Fung, and K.I.Chan. 

Referee, Mr. J.Bowman. 
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Date & Time Venue Weather Temperature Attendance 
25th. July 1927, 15.45 Pit Paddock, Cessnock, N.S.W. 5000 


South Maitland..0 v. Chinese XI..0 
half time, South Maitland..0 v. Chinese XI..0 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| Ss | ~—S GK __|Harry Ashcroft (Kurri Kurri 


ee ee eee 
RB W.Victor (Cessnock) Lee Tin-Sang 
LB Jim Farrey (c) (Kurri Kurri) Lau Kau 
RH E.Hill (Aberdare) Mak Kwok-Tung 
CH J.B."Digger" Evans (Aberdare) Wong Shui-Wah 
LH Tommy Shakespeare (Aberdare) Chan Chen-Wo 
a ee es 
Pd 


START LIST 


| ——s«([ ~— OR ___[Ernest "Puss" Williams (Weston, 


IR Jack Mannion (Weston) 

CF Sid Masters (Kurri Kurri) CF 

IL J.Gibson (Weston) IL Kwok Po-Kan 
OL 


|_| ok Pringle (Kurri Kurri [ol __|Chan Kwong-Yiu 


Team Manager S.Field Team Manager Prof. Kwong Kwang-Lim 
Referee J.Gilmore Assistant Manager _|Woo Cheong-Yuen 
Linesman 

————— 


J.Farrey is also shown as Farry, and Mannion as Manion. 


Tso Kwai-Shing 
IR Fung King-Cheung 


Tai Lin-Ching 


The Sydney Morning Herald, 26/7/1927, page 15 http://trove.nla.gov.au/ndp/del/article/16392110 
The Maitland Daily Mercury, 26/7/1927, page 7 http://trove.nla.gov.au/ndp/del/article/124704550 
match report from The Cessnock Eagle & South Maitland Recorder, 26/7/1927, page 5 http://trove.nla.gov.au/ndp/del/article/99383317 


The Chinese Soccer foolballers visited Cessnock yesterday afternoon and played a match against a combination representing the South Maitland Coalfields. There was a good attendance. 

The game resulted in a scoreless draw. 

Owing to a difference with the South Maitland Association, W.Victor was the only Cessnock player to strip. 

The teams were:— 

China: Goal, Chou; backs, Lee, Lau; half backs, Mak, Wong, Chen; forwards, Tso, Fung, Tai, Kwauk, Chan. 

South Maitland: Goal, Ashcroft; backs, W.Victor, J. Farrey (capt.); half backs, E.Hill, J.Evans, Shakespeare; forwards, E.Williams, J.Mannion, Masters, J.Gibson, H.Pringle. 

Referee, J. Gilmore. 

China won the toss and South Maitland kicked off at 3.45 against a strong breeze. 

South Maitland attacked, and Mannion had a shot, but went wide of the goal. 

China then launched an attack, and from a melee in front of South Maitland's goal Tai had a shot, but Ashcroft fisted out. Clever play from a throw in was spoilt by Chan's hard drive. 

South Maitland came with a strong dash, and were looking dangerous when Lau cleared. 

China attacked and Chan made a brilliant dash along the left wing but put past. 

China returned to the attack and the South Maitland defence was being sorely tried when Masters secured and ran through in fine style to neutral territory. Pringle and Gibson combined nicely in a movement that 
carried play along to China's goal mouth and Chou was called upon to save. South Maitland came again and Evans headed up to Pringle. The latter tried to find the net, but found Chou's defence too sound. South 
Maitland were attacking persistently at this stage and Chou had a busy time, being called upon to stop some hot ones from Masters and Williams. 

Again South Maitland assumed the offensive, and, after Pringle and Gibson had carried the ball to within striking distance. Williams shot, but elevated the leather too much and sent it over the bar. 

Mannion made a brilliant run tricking several opposing players en-route. A shot by Evans from a long way out went over the bar. 

Pringle and Gibson carried play into the enemy's camp, and Chou fumbled, leaving Masters with an open goal. Masters sent the ball into the net, but fouled before kicking in, and China was awarded a free-kick. 
Shortly after, Victor sent to Pringle, and the latter had a "fly" but Chou made a fine save. 

South Maitland pressed again, and things were looking ominous for China, when Lee coolly picked the ball off an opposing player's feet and sent the attackers back. 

Tso crossed in cleverly after a forward movement by the Chinese. Tai secured in a handy position, but fumbled and Chan put over the bar. 

Half-time. 
The second-half opened with South Maitland on the attack, but China worked play back to half-way. 

Chan secured, and made a spectacular run along the left wing. 

A series of attacking movements was indulged in by South Maitland and twice Chou's defence was fully tested. Tso put in a fine dash along the right wing, and for a time play raged around the South Maitland citadel. 
The Red and Whites transferred play to China's territory, and Williams shot, after receiving from Mannion, but the attempt was weak. China pressed and Kwauk, after breaking through in clever style passed to Tai, 
who caused Ashcroft to save. 

A hot attack by the Chinese was checked by Shakespeare with a beautiful drive that sent play back to midfield. 

South Maitland forced matters and the Chinese had a lively five minutes defending their goal. Chou defended magnificently. 

China livened up and launched several dashing attacks, but the South Maitland defence kept them at bay. 
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South Maitland swept down on China's goal, and there was a yell of disappointment from the crowd when Mannion put over the bar. 
After a period of give and take play, Mannion shot again, but the ball was securely gathered by Chou's carpet-bag like hands. 
Almost immediately South Maitland came again, and Mannion sent in a hard, low drive, which Chou fielded splendidly. 

China then took a hand in the proceedings. Kwauk shot from 20 yards out, but Ashcroft saved. 

Full-time arrived without any score. 


Date & Time Venue Weather Attendance 
27th. July 1927, Drill Hall Ground, Kurri Kurri, N.S.W. ie 
South Maitland..3 v. Chinese X1..3 
half time, South Maitland..0 v. Chinese XI..1 


Goal Retired Substituted Goal Retired Substituted 
(minute) | Injured | Sent Off | (minute) No. Position (minute) | Injured | Sent Off | (minute) 
START EIST 


START LIST 


GK Harry Ashcroft (Kurri Kurri) GK Chou Hsien-Yen 

RB Jim Beddow (Kurri Kurri) RB Lee Tin-Sang 

LB Eddie Hodge (Cessnock) Lau Kau 
aoe 


S."Sept" Kidd (c ) (Cessnock) Leung Yuk-Tong 
Charlie Thompson (Weston) Wong Shui-Wah 
| ——sd| LH [Jim Farrey (Kurri Kurri 


OR Percy Williams (Weston) 
— Eee J."Jock" McKay (Kurri Kurri) 

CF Jack Mannion (Weston) 

IL 

OL 


GO Pang Wah-Hing a 
[Team Coach | 
[Team Manager [| Team Manager [Prof. Kwong Kwang-Lim 


Referee J.Gilmore Assistant Manager _|Woo Cheong-Yuen 
Linesman 


Linesman ay 


There is some confusion over which of the Williams played in this game. The Sydney Morning Herald, Newcastle Morning Herald and The Maitland Daily Mercury has P.Williams (Percy Williams of Weston) playing. 
Harry Hethrington and The Newcastle Sun (http://trove.nla.gov.au/ndp/del/article/163637967) has C.Williams (Cecil Williams from Cessnock). 

In addition to C.Williams and P.Williams, also playing at this time were E. Williams (Ernest Williams from Weston) and Jim "Dummy" Williams (Weston) 

Harry Hethrington has Jack Mannion scoring all three goals. 


The Sydney Morning Herald, 28/7/1927, page 15 http://trove.nla.gov.au/ndp/del/article/16392809 
The Maitland Daily Mercury, 28/7/1927, page 9 http://trove.nla.gov.au/ndp/del/article/124708938 
Newcastle Morning Herald, 28/7/1927, page 6 http://trove.nla.gov.au/ndp/del/article/135601423 
match report from The Cessnock Eagle & South Maitland Recorder, 29/7/1927, page 5 http://trove.nla.gov.au/ndp/del/article/99385123 


The visiting Chinese Soccer team met a Coalfields eleven at Kurri on Wednesday. There was a large attendance. 
The teams were:- 
China: H.H.Chou, T.S.Li, K.Lau, Y.T.Leung, S.W.Wong, K.T.Mak, (first half), W.H.Pang, (second half), K.l.Chan, C.W.Chen, L.K.Tai, K.C.Fung and P.K.Kwok. 
South Maitland: J.Ashcroft, H.Beddow, E.Hodge, S.Kidd, C. Thompson, J.Farrey, P.Williams, J.McKay, J.Mannion, N.Price and J.Drinkwater. 

J.Gilmore was referee. 
China kicked off, and play had only been in progress about five minutes when Farrey sustained an injury to the mouth, the result of a blow from a boot while he was lying on the ground. On resuming, McKay had a 
shot, and the ball just went over the bar. Later, Mannion sent in a shot, which also went high. For some minutes the game was uninteresting, the ball being kept in midfield. Drinkwater had a shot from an acute angle, 
but Chou saved brilliantly. Williams was attempting a shot in front of the goal, but was robbed by Wong. 

Play brightened up, and China was on the defence. Drinkwater centred, and Price missed an open goal. Leung rushed in and, taking the ball on his toe from three-quarter field, attempted a good shot, which Ashcroft 
was lucky to save. Price had several opportunities, but, through being over-anxious, his shooting was erratic. Mak centred and Wong had a shot at the goal. Ashcroft, in effecting a good save, stumbled and lost the 
ball. Wong followed in and shot into an open goal. 

Play had been in progress half an hour. Brilliant head-work by the Chinese was responsible for many good saves. After a scrummage in front of the Chinese goal, Kidd sent in a shot which grazed the upright. Mannion 
afterwards sent in a fast shot, but Chou was equal to the occasion and sent the ball down the field. Just before half-time South Maitland were unlucky in not scoring. Chou was kept very busy and effected several fast 
shots from close quarters. The scores at half time was: China 1, South Maitland nil. 

Pong went on in place of Mak when play was resumed. South Maitland was at once on the defensive, and Wong scored his second goal with three minutes' play. 

From a corner, Kidd had a shot from quarter field, and the ball landed on top of the net. Another corner kick followed, and Mannion sent the ball over the bar. For several minutes, Mannion, Price, Drinkwater and Kidd 
kept Chou busy in the goal, and Mannion eventually netted from a free kick. 
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China pressed again, and soon had the ball in front of the South Maitland goal. After a scrummage, Fung netted. 

Exciting play followed, and Williams scored from a beautiful shot, from almost out of the right corner. 

South Maitland continued to press, during which there was some very close situations, and Chou was seen at his best. A minute before full time Mannion scored his second goal, making the final scores three goals 
each. 


Date & Time Venue Weather 
30th. July 1927, Bodes Oval, Wollongong, N.S.W. ; tti‘iL 4000 :CC—C—C—C=*”Y 
Illawarra District..6 v. Chinese XI..3 
half time, I llawarra..5 v. Chinese XI..0 
Goal Retired Substituted G i Substituted 
Position (minute) | Injured (minute) . Position (minute) j (minute) 


START LIST 
P| GK W.Richardson 
RB W.Casley (Woonona) 
=e a Peter Hunter (Balgownie) 
RH Jim Muir (Corrimal) 
CH 
LH 


RB Lee Tin-Sang 
LB Lau Kau 
RH Mak Kwok-Tung 


Fung King-Cheung 


IR Joe Suddick (Balgownie) 
James “Judy” Masters (c ) 

CF (Balgownie) 

ee ee eee autur "Bulgy” Veigel (Woonona) 
itchie jompson 

ra (Balgownie) Chan Chen-Wo 
Team Coach Team Coach 
[Referee ———s«d[ TT. Simmonds Woo Cheong-Yuen 
Linesman 
——————————— ——————— 


The Illawarra Mercury has the team name as South Coast. 


a ee ee 
H.Cunningham (Woonona) Pang Wah-Hing 
N.Cheney (Corrimal) ———— Leung Yuk-Tong 
George Murphy (Woonona, Kwok Po-Kan 

se 

P xXx fo tT 


The Illawarra Mercury, 5/8/1927, page 6 http://trove.nla.gov.au/ndp/del/article/135887938 
South Coast Times and Wollongong Argus, 5/8/1927, page 19 http://trove.nla.gov.au/ndp/del/article/142848154 
match report from the Referee, 3/8/1927, page 15 http://trove.nla.gov.au/ndp/del/article/127911626 


On Saturday the Chinese lost their train, lost the toss, and also lost their match at Wollongong, where, at Bode's Ground, they played the Illawarra District representative team. It was a glorious day and a fine crowd. 
China was represented by: H.H.Chou (goal), A.S.Lee and K.Lau (backs), K.T.Mak, W.H.Pang, and Y.T.Leung (halves), K.P.Kwak, K.C.Fung, L.Y.Tai, W.T.Lee, and C.W.Chen (forwards). 

The Coasters relied on : W. Richardson (goal); W.Casley (Woonona), and P.Hunter (Balgownie), backs; J.Moit (Corrimal), H.Cunningham (Woonona), and N.Cheney (Corrimal), halves; E.Murphy (Woonona), 
J.Suddick (Balgownie), J.Masters (Balgownie), A. Viegal (Woonona), and T. Thompson (Balgownie), forwards. 

Mr. T.Simmonds was the referee. 

About 4000 spectators were present when China kicked off. The South Coast team soon settled down, displaying excellent football, and scored five goals to nil in the first half. Thompson, from half-way, received a 
good pass, made a lightning run along the wing, and scored a magnificent goal. 

Thompson, centring from the goal line, Suddick added number two with a good shot. 

After Masters, Viegal, and Murphy had tested Chou, Suddick scored a third goal. 

The Illawarra forwards were set moving by Cunningham, and Thompson, receiving, made a great run, centred, for Suddick to complete his hat-trick. 

Just before half-time Viegal ran through and added number five. 

In the second half Lee scored a fine goal from 30 yards range for China, and Viegal scored for Illawarra. 

From a breakaway Tai reduced the lead. China not done with, made several onslaughts on the Illawarra goal, during which Lee scored a great goal, which was unsighted by the Illawarra goalie. Illawarra won 6 to 3. 
The Illawarra team gave a great display, and fully deserved their victory. Richardson, in goal, had an easy time compared to his opponent, Chou. Casley and Hunter were a safe pair of backs. The Illawarra halves 
played well. | was greatly impressed with Moir (the Corrimal half). The forwards were splendid, particularly Thompson and Suddick. Suddick's three goals were worthy of a veteran. Australia will hear more from this 
young forward. Thompson gave one of those thrilling displays which made him so popular in 1923. Judy Masters was still the great general. 

China started badly. Lacking team work, only the brilliant goalkeeping of Chou kept the scores down. 


1927.49 


Date & Time Venue Weather Temperature Attendance 
3rd. August 1927, Gladesville Sports Ground, Gladesville, Sydney, 1500 


Gladesville-Ryde..3 v. Chinese XI..0 
half time, Gladesville-Ryde..1 v. Chinese XI..0 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| | GK [FAnderson 


ee eee 
RB S.Montgomery (c ) Lee Tin-Sang 
LB Eric Pont Lau Kau 
RH Jack Bradley Leung Yuk-Tong 
CH Harry Spurway Mak Kwok-Tung 
LH Laidlaw Chan Chen-Wo 

Pox 

——— 

a a a 


START LIST 


P| OR Jos. Hain 


IR George McFarlan 

CF Jack Smith CF 

IL Bob Kyle IL Lee Wai-Tong (c) 
OL 


OL Harold "Herb" Robertson Kwok Po-Kan 
es ee 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee W. Clarke Assistant Manager _|Woo Cheong-Yuen 
Linesman 

_—<—— 3 


match report from The Sydney Morning Herald, 1/8/1927, page 13 http://trove.nla.gov.au/ndp/del/article/16394618 

At the Gladesville Sports Ground yesterday, Gladesville-Ryde met the Chinese soccer players in a return match. In the first game, the visitors were successful by three goals to one, but on this occasion, the local 
eleven proved victorious by three goals to nil. 

The Chinese were greatly handicapped by the absence of Tso, Chan and Wong, those who took their places not being up to standard. The game was never brilliant at any stage, and the visitors were hard put to it to 
keep the Gladesville men from securing a big total. Chou played a great game in goal, and only for his brilliant play and splendid anticipation, a big total would have been recorded. 

The teams were:- 

Gladesville-Ryde: Anderson; Montgomery, Pont; Bradley, Spurway, Laidlaw; Hain, McFarlan, Smith, Kyle, Robertson. 

China: Chou; Li, Lau; Leung, Mak, Chen, Fung, Pang, Tai, Li, Kwok. 

Referee: W.Clarke. 

There were 1500 people present. For the first twenty minutes, Gladesville was hardly out of the Chinese territory, and scored when, after some pretty short passing between Hain and McFarlan, the latter sent right 
across goal, and Robertson headed a difficult ball towards goal. Chou pushed the ball out, but Hain rushed in and scored with a terrific drive. Gladesville-Ryde 1, China 0. 

Robertson's great pace was giving the visitors a lot of trouble, although he was often to be found playing in the centre instead of on the wing. Play transferring, Li had the first shot at goal for China, but the ball went 
outside the posts, and then Fung was at fault through sending high over the bar when only a few yards out from the goal. Kwok was given a lot of chances on China's left wing by Chen, but the former was very slow. 
Half-time sounded, with Gladesville-Ryde leading 1 to nil. 
From the commencement, Chou had to save hot shots by Robertson and McFarlan, and obtaining possession, Robertson crossed to McFarlan. The latter drove for goal, and the ball struck the upright, and McFarlan 
headed the re-bound into goal. Gladesville-Ryde 2, China 0. 
For a time Gladesville had the visitors hemmed in, and it was only poor shooting and crowding tactics that prevented goals from being scored. The Chinese had a couple of good chances, but Kwok and Fung failed. 
Chen missed the ball, and Robertson, beating Leung, waited for Chou to come out of goal, and tricking him, ran the ball into the net. Gladesville-Ryde 3, China 0. 

From this point, the game was all in favour of the local side, and on the few occasions that China looked dangerous, the defence of Laidlaw, Montgomery, and Pont stemmed the tide. Laidlaw received a nasty kick, 
but resumed, whilst Bradley badly cut his arm in a fall, but he also resumed. Montgomery stood out for Gladesville-Ryde, but was well supported by Spurway, while Robertson proved the best of the forwards, who 
were not up to their usual standard. Chou, Li and Chen, were a tower of strength to the visitors, but their forwards lacked dash and initiative. 


Fung King-Cheung 
Pang Wah-Hing 


Tai Lin-Ching 


1927.50 


Date & Time Venue Weather Temperature Attendance 
4th. August 1927, 20.00 Sydney Sports Ground, Moore Park, Sydney, N.S.W. 1500 


Sydney Metropolis..1 v. Chinese XI..6 
half time, Sydney Metropolis..0 v. Chinese XI..3 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


|| GK [Harry McKissock 


ee ee eee 
RB S.Montgomery Lee Tin-Sang 
LB Eric Pont Lau Kau 
RH Ferguson Mak Kwok-Tung 
CH Sanderson Leung Yuk-Tong 
LH McLauren Chan Chen-Wo 
Px 
a ee 


START LIST 


| | OR ‘| Stan Bourke 


IR Simmons 

CF A.Bennie CF 

IL Hayes IL Lee Wai-Tong (c) 
OL 


OL Harold "Herb" Robertson Kwok Po-Kan 
es eee 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee A.W.Bates Assistant Manager _|Woo Cheong-Yuen 
Linesman 


Linesman ——— a 


Fung King-Cheung 
Pang Wah-Hing 


Tai Lin-Ching 


This was the first football game played under floodlights in Sydney. (refer to The Sydney Morning Herald, 4/8/1927, page 15 http://trove.nia.gov.au/ndp/del/article/16394617) 


To-night the Chinese footballers meet a metropolitan side at the Sydney Sports Ground. The game will be played under electric light starting at eight o'clock. There will be forty minutes play each way, with five to ten 
minutes interval at half time, which will allow of the game being finished a little after 9.30 p.m. 


This is the first occasion on which football, under any code, has been attempted under electric light in Sydney, and special preparations have been made at the Sports Ground. 


The footballs have been treated with golf ball enamel, and are easily seen against the light. The visitors will take the field with a slight advantage over the Sydney side, as they played under electric light conditions in 
Brisbane, and were successful by 6 goals to 3. 


If the game proves a success, it is quite possible that a night competition will be commenced in the near future. 


The Sydney Morning Herald, 5/8/1927, page 12 http://trove.nla.gov.au/ndp/del/article/16395003 
Evening News, 3/8/1927, page 2 http://trove.nla.gov.au/ndp/del/article/121685631 
match report from The Daily Telegraph, 5/8/1927, page 3 NSW State Library 


Football by electric light was witnessed for the first time in Sydney last night. The Chinese and a metropolitan eleven met at the Sydney Sports Ground at 8 o'clock. 

The lighting arrangements proved very satisfactory and it was possible to follow the play in all parts of the ground without any difficulty. Over 1500 people paid for admission. 

Hayes replaced Kyle in the metropolitan side. 

Having played under the artificial conditions in Brisbane, the Chinese dropped into their stride early, and in the first half kicked three goals to nil. Tai (2) and Chen were the scorers. The local men looked dangerous 
just before the interval, but faulty kicking by Bourke, Bennie, and Hayes prevented a score. 

In the second half China again prevailed, Pang scoring. Then Chou made a wonderful save, and the ball went to the other end, where Chen and Kwok each added to the tally. 

Just before the finish Bourke sprinted along the wing, and crossed into the goal mouth, the ball dropping into the net. 

China won by six goals to one. 


1927.51 


Date & Time Venue Weather Temperature Attendance 
6th. August 1927, Homestead Grounds, Weston, N.S.W. 


South Maitland..4 v. Chinese XI..2 
half time, South Maitland..0 v. Chinese XI..1 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| Ss | ~—Ss GK __|Harry Ashcroft (Kurri Kurri 


Jim Beddow (Kurri Kurri) Lee Tin-Sang 
Jim Farrey (Kurri Kurri) 

S."Sept" Kidd (c) (Cessnock) Leung Yuk-Tong 
Charlie Thompson (Weston) Lai Yuk-Tat 
N.Brennan (Aberdare) Chan Chen-Wo 


pT CA Weir (Aberdare 


Jack Mannion (Weston) 
H.Pringle (Kurri Kurri) 
Jack Drinkwater (Aberdare) 


|__| OL _|s.B. "Digger" Evans (Aberdare) x 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee B.Evans Assistant Manager _|Woo Cheong-Yuen 
Linesman 


Linesman o——— 


J.Mannion is also shown as J.Manion, which is the spelling used by the Weston Football Club (http://;www.westonfc.com.au/index.php/people/legends) 


Referee, 10/8/1927, page 15 http://trove.nla.gov.au/ndp/del/page/13777668 

match report from The Maitland Daily Mercury, 8/8/1927, page 6 http://trove.nla.gov.au/ndp/del/article/124696631 

South Maitland effectively showed the Chinese Soccerites the way home on Saturday at the Homestead Grounds, Weston, by 4 to 2. 

China attacked vigorously in the early stages, and looked as though they were going right through, but Ashcroft cleared brilliantly from Lai. Then Pringle had a shot at goal the other end, with his left foot, but Chou 
cleared smartly. 

After 20 minutes' play, China found the net, and half-time arrived without an alteration - China 1, South Maitland nil. 

South Maitland came with vigor in the second half, and Manion scored cleverly. One all. 

Within another two minutes, Manion again got the ball, this time from Kidd, and repeated the score, giving the goalie no chance. South Maitland 2, China 1. 
Exciting football followed, out of which the visitors kicked a goal. Two all. 

More smart play now resulted, and Evans made the score 3 to 2, operating from the left wing. 

Towards the end, Manion booted his third goal, and the game finished South Maitland 4, China 2. 

Ashcroft and Kidd (captain) were the best players of the 22; while Chou and Lai did good work for China. 

Mr. B.Evans was referee. 

The local team was:- Ashcroft, Beddow, Farrey, Kidd, Thompson, Evans, Brennan, Weir, Manion, Pringle, and Drinkwater. 

Lai, who usually plays inside left, was centre half. 


1927.52 


Date & Time Venue Weather Temperature Attendance 
18th. August 1927, 17.00 Sports Reserve, North Ward, Townsville, Queensland 


Townsville..3 v. Chinese XI..7 
half time, Townsville..3 v. Chinese XI..4 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position i j (minute) 


| | GK I .Scott 


RB Green Lee Tin-Sang 

LB C.McDonald Lau Kau 

RH Weston Mak Kwok-Tung 
CH J.Hutcheson Lee Wai-Tong (c) 
LH J.Potter Leung Yuk-Tong 


START LIST 


ee Fung King-Cheung 


CF Jack Rudd Kwok Po-Kan 

IL A.Rudd 
ee 
Team Coach Team Coach 
Referee McGill Assistant Manager _|Woo Cheong-Yuen 
Linesman 
——d 
match report from the Townsville Daily Bulletin, 19/8/1927, page 7 http://trove.nla.gov.au/ndp/del/article/60722783 
The touring Chinese Soccer team played the final match of their Australian tour at the Sports Reserve on Thursday, when they defeated a representative Townsville team by seven goals to three. The attendance was 
only fair. Owing to the fact that the steamer St. Albans, on which the visitors travelled, did not arrive in the harbor until after 4.30, the match was not started until after 5 p.m. and finished in semi darkness. 
The teams were:- 
China: H.H.Chou, T.S.Li, K.Lau, K.T.Mak, W.T.Lee, T.Leung, K.C.Fung, L.K.Tai, P.K.Kwok. W.H.Pang, and C.W.Chen. 
Townsville: Scott, Green, McDonald, Weston, Hutchinson, Potter, Weir, Coxon, J.Rudd, A.Rudd, Blake. 
Townsville won the toss, and the visitors put the ball in motion with the setting sun in their faces. After a little midfield play Weston started a forward move, and sent out to Weir, who cut past the Chinese left wing and 
centred to Rudd, who goaled with a short hard shot which completely baffled Chou the visiting goalie. 
Mak initiated a Chinese counter attack as soon as the ball was in play again, and he, Lee, and Leung participated in a fine passing rush that carried the game to the home end. After some close play in the corner Lee 
sent a long, beautifully judged, pass to Tai, and the centre-forward cut in round two defenders end sent in a long low shot which opened the visitors account and equalised the scoring, one goal each. 
For a time the game hovered in the home end, and Scott was hard pressed, but acquitted himself well. Scott finally relieved the pressure by a long kick to the right wing from which Weir immediately sent in-field to 
Blake, who in turn gave to Coxon, and the latter, after drawing the goalie out, sent a short pass to Rudd, and the latter had only to send the leather into an empty goal to place Townsville in the lead 2-1. 
The visitors forced from this on. Twice the home forwards carried play to the Chinese end, but each time the visitors' defence was too strong, and the game came back to the home end. Scott was doing good work 
between the posts, but eventually Fung netted the ball from close in and equalised the scores. 2 all. 
A fast long kick from the same player a minute or so afterwards was too high, and after the clearance play was transferred to the vicinity of the visitors' goal, where Weir missed with a weak shot from the side. A neat 
dribbling rush placed the visitors on tbe offensive again, and Tai netted once more, bringing the scores to 3-2 in favor of the visitors. 
A couple of minutes later the Chinese captain, Lee, scored with a beautiful long shot that took Scott unawares, giving the visitors the lead. 4-2. 
Just on half time Jack Rudd added another to the home score after accepting a hard pass from Coxon, and the interval whistle found the scoring 4-3 in favor of the Chinese. 
The visitors attacked at the commencement of the second half, and Tai scored with a fine low shot a few seconds after the 'play-on' whistle. Scott dived at the ball, but was too slow. 
For some time the home team attacked, and tbe Chinese goalkeeper was kept on the move. Chou proved equal to the occasion, however, and the home team did not score again. The visibility, at this stage, was 
exceedingly bad, and made it practically impossible to note accurately the details of play. Tai raised the visitors score to six goals with an easy kick, while the home keeper was on his knees, and Lee got home with 
another of those long shots in which he seems to specialise. 


Townsville was attacking at the finish, and both Rudd and Weir missed with easy shots. The final whistle found the visitors winners by seven goals to three. 
The Chinese gave a good display. Combination and superior defence were the deciding factors in their victory. 


1927.53 


Date & Time Venue Weather Temperature Attendance 
20th. August 1927, Norman Park, Cairns, Queensland 


Cairns..2 v. Chinese XI..4 
half time, Cairns..0 v. Chinese XI..2 
Goal Retired Substituted i Substituted 
Position (minute) | Injured | Sent Off | (minute) . Position (minute) 


| —~—«[|_~—s GK ___|H. Swinburne (Rovers, 


ee ee eee 
RB E."Woop" Edmunds (Rovers) Lee Tin-Sang 
LB W.Patterson (United) Lau Kau 
RH A.Patterson (United) Mak Kwok-Tung 
CH P.McDermott (Rovers) x Lee Wai-Tong (c) 
LH J.Cable (Gordonvale) Leung Yuk-Tong 
ae ee, ee ee 
PT 


START LIST 


|| OR [A Wilkie (Rovers, 


IR R.McDermott (Rovers) 

CF H.Smith (Rovers) CF 

IL J.Barr (Gordonvale) IL Chan Chen-Wo 
OL 


[| of |e. Maulden (Rovers) [0k _| Kwok Po-Kan 


Team Manager Team Manager Prof. Kwong Kwang-Lim 
Referee F.Harris Assistant Manager _|Woo Cheong-Yuen 
Linesman 

—— sy 


W. and A.Patterson also shown as Paterson and Peterson. 


Fung King-Cheung 
Pang Wah-Hing 


Tai Lin-Ching 


match report from the Cairns Post, 22/8/1927, page 7 http://trove.nla.gov.au/ndp/del/article/40595371 

Played at Norman Park on Saturday afternoon. Teams: 

Chinese: Chou, Wi and Wau; Mak, Wie (captain), and Weung; Fung, Pag, Tai, Chen, and Kwak. . 

Cairns: Swinburne (Rovers), Edmunds (Rovers), W.Paterson (United), A.Paterson (United), P.McDermott (Rovers), Cable (Gordonvale), Wilkie, and R.McDermott (Rovers); Smith (Rovers), Barr (Gordonvale), and 
Maulden (Rovers). 

Referee : Mr. F.Harris (Cairns). 

It was not until the last moment that the Cairns Association executive were in a position to state definitely that the Chinese would field a team against a Cairns eleven. 

No sooner was it made known the Chinese were willing to play, than the crowd began to gather in the expectation of being treated to a fine exposition of the code. 

Nor were they disappointed. The Chinese, fast, clean and clever, had wonderful control of the ball, and the understanding between the players enabled them to make headway with the greatest of ease. 

During the first half the Cairns team was mostly on the defensive, but halves, backs, and goalkeeper put up such a fine defence that it took the Chinese twenty minutes to get the ball past Swinburne. 

It must be remembered, too, that the Cairns executive were not in a position to field their strongest eleven and had they had more time to get their full representative team together, the result might not have been so 
much in the Chinamen's favour. 
Cairns, facing a strong wind, were soon up against it; the Chinamen, swinging the ball about to some purpose, soon made ground. A corner for the Chinese was well placed by Fung. Chen heading over the bar. Barr 
and Maulden then carried play into Chinese territory, but the outside left's pushing shot went weakly past. The Chinese then bore down on the Cairns’ citadel, and Swinburne saved smartly a shot from Chen from close 
range. Another corner for the Chinamen, and W.Paterson kicked clear. Cairns tried to get through the Chinese defence. Barr sending the ball out to Wilkie; the outside right gave to R.McDermott, but before the inside 
man could gather the ball, Wau kicked clear. 
The Chinamen then besieged the Cairns goal, and a shot was held by Swinburne, who had to dodge several opponents before he got rid of the ball. A corner taken by Fung looked like counting, but Swinburne made a 
fine effort and got the ball past, for a corner. From the corner kick, Cairns made ground on the right. Wilkie getting possession, gave to R.McDermott, who in turn passed to Smith, the centre, with his view of goal 
blocked, passed the ball to Wilkie, who drove hard for goal, Chou bringing off a fine clearance. 

Next moment, the Chinamen were again on the offensive. Cairns again got it, and R.McDermott shot narrowly over. Back to the other end, and the Chinese opened the scoring. Edmunds, hard pressed, endeavouring 
to get the ball away, placed it at the feet of Tai, who beat Swinburne with a low drive, the ball striking an upright before crossing the line. 

In another minute the Chinese increased their lead. Weung started the move, which led to this goal; the left half pushed the ball forward to Kwak, who centred for Tai to beat Swinburne with a fast drive, the ball going 
well out of Swinburne's reach. 

Half time: Chinese, 2; Cairns, nil. 

Second Half. 

Cairns showed improvement in this half. Barr tricked an opponent, and passed the ball to R.McDermott; the inside right was in good position, but was ruled offside. Five minutes of this half gone and Cairns scored. 
R.McDermott, getting possession, near midfield, gave the ball to Barr, who slipped the ball past Wi; the goal-keeper ran out and kicked out. The ball went to R.McDermott, who gave Chen a chance with a low shot. 

In another six minutes, Fung put on another goal; it was a great drive, from an awkward angle, and was of the unsaveable order. Barr and Maulden made ground; the out left centred for R.McDermott to have his shot 
deflected by one of the defenders. From the corner kick the ball went out to P.McDermott, who drove the ball over the heads of the players and into the net. 

The Chinese worked towards the Cairns goal, and a shot from Tai struck the cross bar and rebounded into play. The centre again got possession and drove the ball past Swinburne. 

The Chinese were well served in every department, Fung being outstanding. 

Cairns best were Swinburne. W.Peterson, P.McDermott, and Barr. 

Result: Chinese, 4 goals; Cairns, 2 goals. 


1927.54 


ACKNOWLEDGEMENTS 

Christine (my wife) 

Nick Guoth (for Chinese things) 

Colin Jose (for help on the Canadian tour) and also 

Les Jones (for Canadian things) 

Libor Koubek (for help with the spelling of the Bohemians players) 
Neil Morrison (for Chinese things) 


Barry Smith (for New Zealand tour details) 


Doug. Butcher - 2015 - raadeng@bigpond.net.au 


